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I^ommnnfoealtb  of  Ptassat^usetls. 


The  Board  of  Gas  and  Electric  Light  Commissioners  respect- 
fully submits  its  Seventh  Annual  Report. 

There  was  a  change  in  the  membership  of  the  Board  in  July  last 
at  the  expiration  of  the  term  of  Hon.  A.  B.  Coffin,  who  declined 
a  re-appointment.  His  associates  desire  to  express  their  apprecia- 
tion of  the  fidelity,  ability  and  integrity  with  which  for  four  years 
he  discharged  the  important  duties  of  Chairman. 

There  are  now  one  hundred  and  thirty-one  companies  under  the 
supenisiou  of  the  Board,  twenty-six  of  which  supply  both  gas 
and  electric  light,  fifty-eight  only  electric  light,  and  forty-seven 
only  gas. 

It  is  apparent  that  the  province  and  work  of  the  Board  is 
becoming  better  understood  by  the  public,  and  during  the  last 
year,  in  addition  to  the  duties  imposed  by  the  statute,  it  has  been 
frequently  consulted  by  city  and  town  committees,  managers  aud 
investors  in  regard  to  questions  concerning  gas  and  electric  light- 
ing. Those  interested  in  these  matters  have  come  to  consider  it 
the  most  convenient  source  from  which  to  obtain  reliable  informa- 
tion as  to  the  standing  and  financial  operations  of  the  companies 
and  their  relation  to  the  local  authorities,  as  well  as  in  regard  to 
many  of  the  technical  features  of  the  business. 

The  Board  is  compelled  to  again  call  attention  to  the  failure  of 
many  of  the  companies  to  make  their  returns  within  the  time  fixed 
by  statute  and  to  urge  the  passage  of  an  act  imposing  a  suita- 
ble penalty  in  such  cases.  It  is  evident  that  the  time  now  allowed 
is  ample,  since  the  largest  companies,  whose  accounts  are  the  most 
complex,  find   no  serious  difficulty  in  obeying  the  law.     Of  one 
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hundred  and  thirtj-one  returns  due  on  the  second  Wednesday  of 
September,  only  forty-five  had  reached  this  office  on  that  day. 

The  Board  cannot  better  express  its  present  view  of  this  mat- 
ter than  by  the  following  words  from  the  report  of  last  year : 
''The  present  remedy  is  by  reporting  the  delinquency  to  the 
Attorney-General,  who  proceeds  before  the  courts  with  the 
request  that  the  companies  be  enjoined  from  doing  business  until 
they  shall  have  made  repoit.  A  fine  for  each  day's  delay,  as  in 
the  case*  of  railroad  companies,  would  doubtless  be  effective,  and 
thus  allow  the  time  needed  to  correct  and  tabulate  the  numerous 
details  of  the  returns.  If  the  returns  were  promptly  filed,  the 
time  left  for  compiling  and  printing  the  data  would  be  sufiScient ; 
but,  with  the  tardy  practice  of  the  companies,  the  Board  is  now, 
as  formerly,  unable  to  have  its  annual  report  seasonably  printed 
for  the  use  of  the  Legislature." 

The  Spencer  Gas  Company,  to  which  particular  reference  has 
been  made  in  previous  reports  as  supplying  the  same  gas  for  light- 
ing and  for  fuel  at  $1.25  per  thousand  feet,  with  special  attention 
to  the  latter  use,  has  been  compelled  after  continued  losses  to 
advance  its  rate  to  $1.60. 

A  new  departure  in  this  Commonwealth  is  the  Framingham  Gas 
Fuel  and  Power  Company  which  began  in  January  last  to  supply 
non-illuminating  water-gas  to  consumers  in  South  Framingham 
for  from  fifty  to  seventy-five  cents  net  per  thousand  feet. 

This  gas  is  made  from  steam  and  Cumberland  coal,  by  what  is 
known  as  the  Loomis  process,  with  sufficient  cnricher  added  to 
give  it  a  perceptible  odor,  and  passes  through  lime  and  oxide  of 
iron  for  the  purpose  of  purification.  Although  designed  primarily 
for  fuel  purposes,  the  gas  is  used  for  lighting  in  combination  with 
what  is  known  as  the  Fahnehjelm  burner,  consisting  of  a  magnesia 
comb  which  is  heated  to  incandescence  by  the  gas.  The  company 
has  about  one  hundred  customers.  The  Cottage  City  Company  also 
makes  only  non-illuminating  water-gas  by  a  similar  process. 

A  consolidation  of  the  two  companies  in  Middleborough  has  been 
effected  by  the  purchase  of  the  Middleborough  Electric  Light 
and  Power  Company  by  tlie  Middleborough  Gas  and  Electric 
Company.  An  extended  reference  to  the  history  of  these  com- 
panies is  contained  in  the  reporf  of  the  Board  for  1889. 
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The  Gardner  Electric  Light  Company  has  sacceeded  to  the  busi- 
ness and  property  of  the  Gardner  Electric  Company,  paying  there- 
for the  amoant  of  the  mortgage  notes  of  the  latter  and  assuming 
its  debts. 

The  property  and  franchises  of  the  Miller  s  River  Gas  Light 
Company  were  sold  by  the  mortgagees  under  foreclosure  and  the 
purchasers  have  been  incorporated  as  the  Athol  Gas  and  Electric^ 
Company. 

A  similar  course  was  pursued  by  the  mortgagees  of  the  Stoughton 
Light,  Heat  and  Power  Company,  incorporated  under  the  laws  of  * 
Maine,  and  the  purchasei*s  have  become  a  Massachusetts  corpora- 
tion nnder  the  name  of  Stoughton  Gas  and  Electric  Company. 

The  HoUiston  Gas  and  Electric  Company  of  Holliston,  with 
$8,000  capital,  and  the  Consumers*  Gas  Company  of  New  Bedford, 
with  $15,000  capital,  are  the  only  other  lighting  corporations 
chartered  during  the  year. 

The  Easthampton  Gas  Company  made  the  only  application 
which  the  Board  received  during  the  year  under  chapter  885  of  the 
Acts  of  1887. 

Proceedings  have  been  begun  in  the  Supreme  Judicial  Court  dur 
ing  the  year  by  the  Attorney-General  against  the  Walworth  Light 
and  Power  Company,  to  compel  the  removal  of  numerous  wires 
running  over  streets  in  the  central  portion  of  the  city  of  Boston 
and  used  for  the  supply  of  electric  light.  These  wires  were 
erected  and  maintained  without  permission  from  the  city,  and 
in  the  face  of  a  formal  rejection  by  the  aldermen  of  the  petition 
of  the  company  asking  leave  to  construct  and  maintain  them. 

The  company  admitted  the  existence  and  use  of  the  wires  as 
stated,  but  contended  that  there  was  no  violation  of  the  statute 
because  all  the  wires  involved  were  either  originally  built  and  ever 
since  owned  by  certain  of  its  customers,  or  if  built  by  the  com- 
pany, the  portions  over  the  streets  had  been  sold  to  certain  cus- 
tomers prior  to  the  suit,  and  that  the  wires  which  the  company 
now  owned  were  not  constructed  by  it  but  purchased  from  a 
former  owner.  The  case  was  heard  before  a  single  justice  in 
September,  but  no  decision  has  yet  been  rendered. 

The  fact  that  such  a  contention  can  be  seriously  made  calls 
strongly   for  a  careful  examination  of  the   statute,  to  discover 
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whether  it  fully  expresses  what  was  intended  at  the  time  of  its 
enactment,  and  whether  it  ought  not,  in  the  interest  of  the  public, 
to  be  made  more  definite  and  clear  in  its  terms. 

If  the  respondent's  claim  can  be  maintained,  no  i>ower  now 
exists  in  the  authorities  of  state  or  city  to  check  the  indiscrimi- 
Date  and  needless  multiplication  of  electric  wires  in  the  public 
streets,  and  the  legislation  passed  in  response  to  a  general  demand 
for  the  suppression  of  a  well  recognized  evil  will  prove  of  doubt- 
ful value. 

Electric  Meters. 

The  use  of  electric  meters  for  ascertaining  the  quantity  of 
incandescent  light  supplied  to  consumers  is  becoming  more  gen- 
eral, and  the  sale  of  such  light  by  the  contract  system  somewhat 
less  common.  There  is  some  diversity  of  opinion  among  managers 
as  to  the  expediency  of  using  meters,  and  customers  often 
find  tbeir  bills  largely  increased  when  changing  from  the  contract 
to  the  meter  method  of  purchase.  In  most  of  the  cases 
which  have  come  to  the  attention  of  the  Board,  the  increase  has 
been  because  the  customer  had  received  his  lights  under  a  contract 
wbich  brought  an  appreciable  loss  to  the  company. 

There  are  two  types  of  meter  now  upon  the  market.  In  neither 
of  these  does  the  entire  current  pass  through  the  meter,  but  only  a 
portion  which  is  shunted  out  or  divided  from  the  main  current 
nud  maintains  a  constant  relation  thereto.  In  one  type  this 
shunted  current  passes  through  two  plates  of  chemically  pure  zinc, 
and  a  solution  of  zinc  sulphate  in  which  they  are  suspended.  The 
current  decomposes  the  solution,  deposits  a  certain  quantity  of 
zinc  on  one  plate  and  dissolves  an  equal  amount  from  the  other, 
these  amounts  varying  as  the  quantity  of  the  current  passing 
through.  These  plates  are  weighed  before  and  after  use  and  the 
quantity  of  electricity  used  is  computed  from  the  differences  in 
weight.  In  the  other  type  the  shunted  current  is  used  to  excite  an 
electro-magnet,  which  causes  a  small  armature  to  revolve  whenever 
the  electric  current  passes  through.  The  speed  of  the  armature 
varies  with  the  strength  of  the  magnet,  and  this  varies  again  as 
the  quantity  of  the  current.  The  armature  is  connected  by 
toothed  wheels   with  dials    similar  to  those   in  a  gas  meter   so 
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coDtriyed  as  to  record  the  qaantity  of  current  sapplied  to  the  con- 
samer  in  ampere-hours  or  watt-hours. 

The  former  type  is  known  as  the  Edison  meter  and  is  sold  for 
we  only  with  that  system.  The  latter  is  adapted  to  the  alternating 
Bystem  of  distribution.  The  weight  of  opinion  seems  to  be  that 
either  kind  will  give  satisfactory  results  when  properly  set  up  and 
free  from  external  disturbing  influences. 

The  increasing  use  of  meters  has  called  attention  to  the  possi- 
ble  necessity  for  a  new  basis  for  charges  for  incandescent  electric 
lighting  service.  With  many  companies  the  difference  between 
average  and  maximum  load  is  very  great,  and  the  largest 
demand  lasts  but  a  short  time.  This  is  most  marked  in  those 
companies  where  a  large  share  of  the  business  is  for 
manufacturing  or  mercantile  establishments  which  close  early 
and  require  lights  for  only  a  portion  of  the  year.  Until 
some  method  of  storing  electric  energy  in  large  quantities  which 
shall  have  greater  commercial  value  than  any  now  upon  the  market 
ifl  devised,  both  the  generating  and  distributing  plant  of  a  company* 
must  be  capable  of  maintaining  a  satisfactory  standard  of  light  at 
the  time  of  maximum  load. 

For  these  reasons  machinery  which  is  much  of  the  time  idle 
represents  a  considerable  portion  of  the  investment  seeking 
dividends,  and  the  question  arises  whether  the  necessiiry  charge 
for  this  should  be  distributed  among  all  the  consumers  of  the 
company,  or  be  borne  by  those  for  whose  benefit  the  investment  is 
made.  In  other  words,  should  the  entire  income  of  the  company 
be  derived  from  a  uniform  price  per  watt-hour  or  per  ampere-hour 
for  energy  supplied,  or  should  a  portion  come  from  a  fixed  charge 
based  upon  the  size  and  character  of  the  installation  and  its  use, 
in  addition  to  the  regular  meter  rate,  which  would  thus  be  lower 
than  under  the  first  method. 

One  difficulty  in  the  way  of  a  satisfactory  answer  lies  in  the  lack 
of  suflSciently  reliable  data  concerning  the  cost  of  generating  and 
distributing  electric  energy.  In  many  large  stations  the  ques- 
tion is  of  minor  importance,  owing  to  the  greater  uniformity  of 
load,  but  may  be  of  great  consequence  where  any  considerable  per- 
centage of  the  maximum  is  needed  for  a  short  time  only. 
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F.  P.  Jewett,  Petitioker. 

Mr.  F.  P.  Jcwett  of  Winchester  filed  a  petition  against  the 
Arlington  Gas  Light  Company,  asking  that  it  be  required  to  supply 
him  with  gas  at  his  residence. 

It  appeared  that  three  years  ago  the  company  began  to  make 
a  uniform  charge  for  meter  rental  of  $3  per  year  in  all  cases  where 
the  customer's  bill  for  the  year  was  less  than  $7.  The  meter 
states  were  taken  and  bills  rendered  quarterly,  the  meter  rental 
being  added  to  the  fourth  quarterly  bill. 

The  petitioner,  having  paid  $3  per  year  meter  rent  for  two 
years,  refused  to  pay  a  similar  charge  the  third  year,  claiming  it 
w^as  exorbitant,  but  offered  to  pay  for  his  fourth  quarterly  bill  such 
amount  as  would  make  the  sum  of  his  bills  for  the  year  $7.  This 
proposition  the  company  refused  to  accept,  and  after  notice 
removed  the  meter  and  shut  off  the  supply  of  gas. 

After  the  hearing  before  the  Boai*d  the  company  decided  to 
accept  the  petitioner's  offer  and  replace  the  meter,  so  that  no  order 
was  necessary. 

Shepard,  Norwell  &  Co.,  Petitioners, 

Messrs.  Shepard,  Norwell  &  Co.  of  Boston  filed  with  the  Board 
a  petition  against  the  Edison  Electric  Illuminating  Company  of 
Boston,  complaining  that  said  company  had  refused  to  supply 
them  with  light  unless  they  would  use  what  are  known  as  ^^  Edison 
lamps."  A  hearing  was  appointed,  but  before  it  was  held  an 
amicable  arrangement  between  the  parties  was  reached,  and  at 
their  joint  request  the  case  was  indefinitely  postponed. 

Richard  Olney  et  a/«..  Petitioners. 

A  petition  was  received  from  Richard  Olney,  Francis  I.  Amory 
and  William  Minot,  Jr.,  against  the  Edison  Electric  Illuminating 
Company  of  Boston,  alleging  that  the  petitioners  were  owners  of 
residences  then  building  on  Commonwealth  Avenue,  near  Charles- 
gate  East,  in  the  city  of  Boston ;  that  although  the  respondent 
company  had  obtained  permission  to  place  its  wires  under  the  said 
avenue,  in  front  of  said  residences,  yet  it  had  refused  to  supply 
them  and  had  declined  to  extend  its  system  of  wires  west  of  West 
Chester  Park. 
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The  petitioaers  asked  that  the  company  be  reqaired.  to  supply 
them  with  light  upon  such  terms  as  might  be  legal  and  reasonable. 
A  hearing  was  ordered,  but  before  it  was  held  the  petitioners 
decided  to  accept  an  offer  made  by  the  Boston  Electric  Light 
Company  to  supply  them,  and  so  notified  the  Board.  The  petition 
was  accordingly  dismissed. 

Petftioh  op  Consumers  v.  Boston  Gas  Light  Company. 

On  Feb.  4,  1891,  the  following  petition  was  received  addressed 
to  the  Board  :  — 

We,  the  undersigned,  customers  of  the  Boston  Gas  Light  Company, 
hereby  complain  of  the  unreasonably  high  prices  charged  for  gas  by 
the  Raid  company,  and  petition  that  you  will,  acting  under  the  powers 
Tested  in  you  by  law,  order  the  Boston  Gas  Company  to  reduce  its  price 
to  one  dollar  (#1.00)  per  thousand  feet,  or  to  such  lower  price  as  will 
allow  the  company  to  pay  dividends  not  in  excess  of  ten  per  cent.  (10%) 
EDDually  upon  its  capital  stock  of  12,500,000. 

This  was  signed  by  J.  W.  Estabrook  &  Co.  and  nineteen  others. 
On  this  petition  a  public  hearing  was  ordered,  as  the  law  requires  ; 
and,  aft^r  several  continuances  requested  by  the  parties  interested, 
the  ease  was  finally  heard  on  the  respondent's  motion  to  dismiss. 
Id  this  it  was  claimed  tliat  the  petition  was  not  signed  by  twenty 
customers  of  the  company,  as  required  by  law,  certain  of  the 
signers  not  being  at  the  time  of  signing,  or*^  thereafter  at  any  time, 
customers  of  the  respondent. 

The  ground  alleged  being  supported  by  the  facts  presented,  the 
motion  to  dismiss  was  allowed. 

Petition  of  Consumers  v,  Chelsea  Gas  Light  Company. 

This  was  a  petition  by  the  mayor  and  other  citizens  of  Chelsea 
against  the  Chelsea  Gas  Light  Company.  It  asked  that  the  com- 
pany be  required  to  improve  the  quality  of  the  electric  light,  to 
supply  such  light  at  all  hours  of  the  day,  and  to  reduce  the  price 
of  electric  light  and  of  gas.  The  petition  was  died  Jan.  29, 
1890,  and  a  pulHic  hearing  in  Chelsea  was  ordered  for  February 
26,  but  the  case  was  continued  from  time  to  time,  at  the  request 
of  the  petitioners,  so  that  the  hearings  were  not  finished  until 
Dear  the  close  of  that  year. 
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At  the  time  oC  ffling  liie  pelitifcm  liie  incaadeaccBt  elecCric  lights 
were  mo  oolj  ootil  midnight,  but  before  the  csie  was  f oil j  heard 
the  comfmnj  began  to  sopplj  these  lights  f roa  daik  to  dajlight, 
and,  as  the  Board  nnderstands,  wifl  oootinoe  so  to  do.  The  peti- 
tioners, howerer,  oiged  that  the  lights  ought  to  be  safiplied  daring 
the  remainder  of  ererj  twenlj-fonr  honis.  To  do  this  would 
require  a  considerable  additional  ootlay  for  labor  and  materials. 
At  the  hearings  it  appeared  that  the  desire  for  day  lighting  was 
limited  to  three  or  four  consomers,  who  woold  require  in  all  bat 
few  lights ;  one  or  two  others  desired  power  for  small  motors.  If 
carrent  were  supplied  for  both  purposes,  the  inoome  would  be  bnt 
a  small  portion  of  the  cost.  The  loss  from  soch  bosiness  would 
probably  be  borne  in  the  end  by  other  consumers,  and  the  Board 
does  not  feel  warranted  in  requiring  the  company  to  incur  it.  It 
believes,  however,  that  as  soon  as  any  substantial  demand  for  elec- 
tric power  appears,  the  company  ought  to  make  special  effort  to 
encourage  its  use,  and  to  begin  its  supply  as  soon  as  it  can  be 
furnished  at  only  a  moderate  loss.  The  small  number  of  lights 
desired  in  the  day-time  might  then  be  supplied  at  but  little 
expense. 

In  the  opinion  of  the  Board  no  general  order  under  this  petition, 
concerning  the  quality  of  the  incandescent  light,  seems  to  be 
demanded  by  the  facts  presedted.  Out  of  a  large  number  of  wit- 
ncBseH  but  few  complained  of  poor  lights ;  by  far  the  greater 
number  expressed  satisfaction  with  them.  The  complaints,  when 
carefully  considered,  seemed  to  be  founded  in  fact,  but  to  be  due 
to  a  variety  of  local  causes,  such  as  overloading  of  converters, 
inadequate  wiring,  lights  too  few  or  too  small,  and  bulbs  black- 
ened with  long  use.  In  some  of  these  instances  the  remedy  is  in 
the  hands  of  the  consumer  alone.  In  the  other  cases  it  did  not 
appear  that  the  complaints  had  ever  been  made  at  the  company's 
office.  Upon  learning  of  them  at  the  hearing,  the  company's 
agents  expressed  their  desire  to  remedy  the  troubles  and  any  simi- 
lar ones  thereafter  arising.  It  is  clearly  the  duty  of  a  consumer 
who  has  trouble  with  bis  light  to  first  make  complaint  to  the  com- 
pany ;  and  to  this  Board  only  when  such  complaint  fails  to  secure  a 
remedy.     The  authority  of  the  Board  has  been  found  ample  for 
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tlie  temoval  of  any  real  grievance,  althougb  affecting  only  a 
iingl«  cons  II  roe  r. 

But  little  evidence  vaa  directed  ta  the  question  of  electric  light 
pricva.  Tbe  street  Hglita  are  tiiaintaiaed  at  prices  fixed  by  a  con- 
tract wilL  the  companj  foi'  a  term  of  years.  It  did  not  appear 
Hint  the  prices  to  private  consumers  were  bigiier  than  tliose 
generally  charged  by  other  companies  making  only  a  fair  profit. 
Tlie  company's  books  show  that  more  than  $1^0,000  has  been 
iuvested  in  this  braocb  of  its  business,  and  a  careful  investigatioa 
tiiowB  tb:it  it  has  been  economically  and  carefully  expended.  For 
this  iroi'k  tbe  company  lias  incurred  a  debt  of  about  $75,(100,  and 
in  electric  busineas,  witb  no  allownnce  for  depreciation,  has 
returned  »  profit  of  barely  five  per  cent,  upon  this  sum.  In  view 
of  these  facts  tbe  Board  believes  it  would  not  be  justified  in 
requiring  «  reduction  iu  the  price  of  electric  lights  at  the  present 
time. 

Tbe  evidence  submitted  by  the  petitioners  about  tbe  price  of 
gas  was  almost  entirely  drawn  from  the  printed  reports  of  the  Hoard, 
without  the  Rssistftnce  of  persons  familiar  with  the  business.  They 
ur^ed,  however,  that  tbe  several  returns  made  by  the  company,  its 
books  of  account  and  corporate  records,  be  tborougbly  and  care- 
fully  exatniaed,  and  that  all  competent  facts  found  tlicrein  be  fully 
considered. 

Id  this  examination  the  Board  bas  expended  much  time,  and  bits 
found  aucb  work  necessary  for  a  fair  and  impartial  determination 
of  the  important  questions  involved. 

For  several  years  tbe  dividends  paid  by  the  company  have  been 
only  six  per  cent',  which  would  be  generally  conceded  to  be  a 
low  rate,  being  iu  fact  below  tbe  average  dividend  of  successful 
companies,  while  the  surplus  profits  applied  to  improvements  have 
not  been  exceptionally  large.  On  the  other  band,  it  is  a  fact  that 
uore  than  a  score  of  companies  in  tbe  State  have  higher  dividends 
iDi]  lower  prices  for  gas.  It  hits  been  necessary,  therefore,  to  care- 
Tiilly  study  the  company's  management  in  all  departments,  and  to 
»elc  to  discover  whether  improvements  might  not  be  introduced, 
bentlicial  to  shareholders  and  consumers  alike.  Tbe  oompany  now 
enjoys  u  moROpoly  of  the  supply  of  gas  aud  electric  light.     To 
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preserve  this,  it  must  keep  fally  abreast  with  the  times,  and  must 
employ  all  suitable  methods  and  appliances  for  the  economical 
manufacture  and  distnbution  of  its  product;  its  management 
must  be  no  less  efficient  and  no  more  costly  than  that  of  others, 
and  the  charges  for  depreciation,  improvements  and  profits  must 
be  no  larger  than  in  other  similar  and  successful  companies.  If, 
however,  there  are  local  conditions,  peculiar  in  their  character, 
which  impose  exceptional  burdens,  these  are  to  be  estimated  at 
their  full  value,  and  the  company  should  not  be  required  to  supply 
at  a  lower  price  than  any  other  corporation,  well  equipped  and 
managed,  would  reasonably  demand  for  the  successful  conduct  of 
a  like  business  in  the  same  territory.  •    * 

It  was  urged  by  the  petitioners  that  if  the  works  were  upon  the 
water  front  a  considerable  saving  would  be  made,  and  that  their 
present  location  imposed  upon  the  public  a  needless  burden.  It 
does  not  appear,  however,  that  any  such  location  is  now  available, 
except  at  a  price  much  too  high.  If  such  land  had  been  secured 
when  the  works  were  built,  it  would  now  be  so  valuable  that  the 
interest  on  the  larger  investment,  and  the  additional  taxes,  would 
more  than  offset  any  saving  in  handling  of  coal,  which  is  now 
carted  to  the  works  at  a  net  cost  of  possibly  two  cents  for  each 
thousand  feet  of  gas. 

Gas  in  the  holder  costs  the  Chelsea  company  but  little  more 
than  the  best  companies  charging  lower  prices.  The  excess  is 
not  large  enough  to  be  an  important  factor  in  justifying  the 
difference  in  rates,  and  would  probably  nearly  or  quite  disappear 
after  needed  improvements  in  the  retort  house. 

In  other  departments  of  the  company's  work  the  same  closeness 
of  expenditure  does  not  seem  to  exist.  The  cost  for  taxes 
is  exceptionally  high.  For  every  thousand  feet  of  gas  sold  the 
company  pays,  from  seventy-five  to  one  hundred  per  cent,  more 
for  taxes  than  almost  any  other  company  selling  at  a  lower  price. 
The  expenditure  for  this  purpose  is  greater  than  the  entire 
cost  of  distribution  or  management.  Whether  this  is  due  to  an 
excessive  valuation  or  high  rate  is  immaterial.  The  fact  exists, 
and  becomes  important  in  any  attempt  to  fix  the  price.  While 
this  expense  may  be  assumed  to  be  without  the  company's  control. 
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tbe  sitmc  caoDot  be  SAid  of  the  cost  of  diatribiitJon,  maDagemeDt 
or  cHpitnt ;  especially  the  two  former.  These  are  unusually  large 
la  the  Chelsea  comitany,  and  in  the  opinion  of  the  Bonrd  lony  well 
b«  reduced  in  the  interest  of  the  consumers. 

Tbf  principal  objection  to  an  earlier  reduction  of  the  present 
price  by  the  company  is  found  in  the  fact  that  to  pay  dividenils 
upon  the  present  capital,  even  at  the  low  rate  named,  bos  required 
Hu  amimnt  from  every  thousand  feet  suld  that  ia  larger,  with  but 
hvf  exceptions,  than  that  required  by  any  other  company  in  the 
Slate.  Tbe  responsibility  for  this  does  not  rest  upon  the  present 
conservative  management;  it  has  come  to  them  from  a  former 
idtninistratioQ.  An  injudicious  conversion  of  profits,  or  supposed 
profits,  into  stock  imposes  in  the  end  certain  loss  uiwu  consumers 
[>r  future  holders  of  stock.  The  original  issue  of  capital  was  larger 
Uun  the  fair  cash  value  of  tbe  plant  secured,  and  twice  in  the  coni- 
piiny's  history  it  has  distributed  among  its  sharciioldcrs  new  capital, 
for  which  it  has  received  no  equivalent  in  permanent  improve- 
ments;  and  although  neither  iucrease  was  large,  the  total  has 
Income  burdensome.  Only  by  a  steady  adherence  to  ao  opposite 
policy  are  the  best  companies  in  the  State  now  able  to  maintain  lib- 
eral dividends  and  low  rates  for  gas. 

In  tbe  opinion  of  the  Board  the  amount  per  thousand  feet 
required  of  consu  mers  in  Chelsea  for  dividends  ought  to  be  reduced. 
Tbe  price  suggested  is  based  upon  these  considerations,  and,  in 
view  of  the  entire  history  of  the  company,  seems  fair  and  just  to 
all  concerned.  If,  in  maintainiug  this  price,  it  shall  become 
necessary  to  reduce  the  rate  of  dividend  until  the  consumption  of 
gia  shall  be  increased,  or  coat  in  holder  and  leakage  loss  be  reduced 
through  improvemeuts  in  plant,  such  course  will,  nevertheless, 
give  added  strength  to  the  corporation  and  greater  permanency 
ud  steadiness  to  the  value  of  stock. 

The  Board  recommended  that,  from  and  after  the  first  day  of 
July,  1891,  the  prioe  of  gas  in  Chelsea  be  so  reduced  that  the 
net  rate  charged  ehoJI  not  exceed  SI  .75  per  thousand  feet  to  cus- 
tomers usJDg  not  less  than  four  hundred  thousand  feet  per  year, 
>Dii9l.80  per  tbousand  to  all  others. 

This  decision  was  communicated  to  the  company  on  May  6,  aud 
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on  May  13  the  directors  voted  to  adopt  the  recommendations  of 
the  Board  and  to  fix  the  price  of  gas  in  accordance  therewith. 


Easthampton  Gas  Company,  Petitioner. 

This  was  an  application  of  the  Easthampton  Gas  Company  for 
authority  to  engage  in  the  business  of  generating  and  furnishing 
electricity  for  light  and  power. 

A  public  hearing  was  held  at  Easthampton,  Feb.  6,  1891,  in  ac- 
cordance with  the  notice  published  in  the  local  newspaper,  and 
served  on  the  town,  the  petitioner  and  the  People's  Electric  Com- 
pany. The  companies  were  represented  by  their  presidents,  and 
the  town  by  one  of  the  selectmen,  who  made  no  objection  to  the 
granting  of  the  petition  on  the  part  of  the  town.  A  considerable 
number  of  citizens  were  in  attendance,  one  or  two  of  whom  were 
heard  in  opposition  to  the  proposed  consolidation.  The  opinion 
generally  expressed  by  those  present  was  in  favor  of  it,  and  all 
showed  a  desire  for  the  continuance  of  the  electric  lights  in  the 
streets. 

By  the  evidence  it  appeared  that  the  capital  of  the  petitioning 
company  was  over  $30,000,  and  that  of  the  People's  Electric  Com- 
pany $5,000.  The  latter  company  was  supplying  about  thirty- five 
arc  lamps  for  lighting  the  streets  of  the  village,  which  comprised 
a  population  of  about  3,000.  The  Electric  Company  owned  no 
land  or  steam  plant  but  hired  its  power. 

Both  companies  have  the  same  clerk,  and  the  same  men  con- 
stitute a  majority  of  the  directors  in  each.  The  belief  expressed 
by  them  that  the  gas  company  could  more  economically  manage 
the  electric  lighting  rests,  in  the  opinion  of  the  Board,  on  a  sound 
basis.  The  electric  business  is  small  and  inadequate  for  the 
proper  support  of  a  sepai'ate  company.  From  inspection  of  the 
premises  it  appeared  that  the  gas  works  were  suitably  situated 
with  vacant  land  adjacent  available  for  an  electric  plant. 

Some  fear  was  manifested  that,  in  case  the  petition  should  be 
granted,  the  price  of  electric  light  would  be  raised,  and  that  the 
gas  company 'Would  not  be  willing  to  supply  incandescent  lights. 
It  will  be  remembered  that  the  petitioner  gave  assurance  at  the 
hearing  that  the  price  would  not  be  increased  ;  and  the  Board  can 
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•e«  DO  rewcm  why  the  price  sbould  be  raised  as  tlic  result  of  con- 
solitlation.  If  it  believed  sucb  to  be  the  ead  souglit,  the  pctitioa 
would  be  dismissed.  Altenlion  mas  called  to  tlie  Btntutea  whicb 
enable  tbe  Board  to  fix  the  price  of  liglit,  and  to  tbe  provisions 
under  which  il  would  have  the  power  to  require  tlie  consolidated 
oompaoj,  as  it  can  now  tbe  separate  companleB,  to  supply  gas, 
ud  incandescent  as  well  ns  arc  lights,  to  those  justly  entitled  to 
tbem. 

There  was  some  difference  of  opinion  among  the  directors  of 
the  gaa  company  upon  the  advisability  of  increasing  the  capital 
stock  in  case  of  consolidation.  It  was  admitted  that  tbe  credit  of 
the  company  was  good,  and  that  it  could  borrow  at  a  low  rate  of 
bterest.  Its  last  dividend  wns  eight  percent.  Well  aware  that 
to  undue  enlargement  of  capital  in  such  cases  is  Hlcely  to  obstruct 
the  benefits  which  otherwise  might  reault  from  a  union  of  the  com- 
paiues,  the  Board  intimated  that  its  action  would  depend,  in  some 
degree,  uiwn  tbe  amount  of  capital  proposed,  and  requested  more  , 
definite  information  after  further  deliberation  on  tbe  subject  by 
tbe  company.  The  votes  of  the  stockholders,  which  were  put  in 
evidence,  in  reference  to  engaging  in  the  electric  business  and 
obtaining  authority  so  to  do,  were  faulty  and  not  aufflcienlly  ex- 
plicit to  meet  the  requirements  of  the  statute.  Furthermore,  the 
coDipames  had  entered  into  no  agreement  in  writing,  such  as  the 
Board  in  previous  cases  had  deemed  an  essential  condition,  setting 
fwtb  tbe  terms  of  cousolidatlon,  although  it  appeared  that  they 
had  oome  to  a  verbal  understanding. 

The  hearing  was  formally  closed,  but  the  consideration  of  the 
MM  was  postponed  to  allow  the  companies  time  for  such  further 
■otira  as  they  might  deem  expedient. 

The  stockholders  of  the  gas  company  have  held  another  meet- 
ing and  passed  the  requisite  votes.  The  directors  have  decided 
ttlt  it  is  inexpedient  to  increase  the  capital  stock,  and  have 
mtborbed  the  treniiurer  to  borrow  the  funds  necessary  to  pur- 
dme  the  existing  electric  plant.  A  binding  contract  was  also 
cueuted  for  the  sale  and  transfer  of  the  franchises,  property 
u\i  shares  of  stock  of  the  People's  Electric  Company  to  the 
gu  company. 

In  view  of  these  additional  facts,  and  under  all  the  circumstances 
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of  the  case,  the  Board  believed  the  petition  should  be  granted,  and 
BO  ordered. 

Methuen. 

The  petition  of  the  Lawrence  Gas  Company  for  aathority  to 
engage  in  the  buBiness  of  famishing  electricity  for  light  and 
power  in  the  town  of  Methuen,  the  appeal  of  the  Methuen  Gas 
Light  Company  from  the  refusal  of  the  selectmen  to  grant  it  per- 
mission to  erect  poles  and  run  wires  in  the  streets  of  Methuen, 
and  the  appeal  of  the  Lawrence  Gas  Company  from  the  decision 
of  the  selectmen  of  Methuen  giving  permission  to  George  H. 
Drew  and  others  to  dig  up  the  streets  for  the  purpose  of  laying 
pipes  for  gas  and  erecting  poles  for  electric  wires,  were  heard 
together  at  the  town  hail  in  Methuen. 

Notice  qI  the  hearing  was  published  in  the  ^^  Methuen  Tran- 
script," and  mailed  to  all  the  parties  named.  The  selectmen  were 
^  present  and  the  Lawrence  Gas  Company  was  represented  by 
counsel.  No  one  appeared  for  the  Methuen  Gas  Light  Company, 
or  for  George  H.  Drew  and  associates. 

It  is  important  to  note  the  order  of  events  to  which  the  attention 
of  the  Board  was  directed. 

By  chapter  49  of  the  Acts  of  1877,  the  Lawrence  Gas  Company 
was  authorized  to  extend  its  pipes  and  to  supply  gas  in  Methuen, 
and  was  engaged  in  so  doing  at  the  time  of  the  application  of 
Messrs.  Drew  and  others  to  the  selectmen. 

Nov.  12,  1887,  the  Board  authorized  the  Lawrence  Gas  Com- 
pany to  supply  electric  light  in  Lawrence,  and  on  June  17,  1889, 
the  company  applied  for  authority  to  supply  electric  light  in 
Methuen. 

June  22,  1889,  George  H.  Drew  and  others,  who  stated  it  as 
their  intention  to  organize  the  Methuen  Gas  Light  Company,  were 
granted  permission  by  the  selectmen,  without  a  public  hearing,  to 
.  do  all  things  necessary  to  conduct  in  said  town  the  business  of 
supplying  gas  and  electric  light ;  but,  upon  the  condition  expressed 
in  the  grant,  the  works  were  to  be  constructed  and  ready  for  oper- 
ation within  one  year.  From  this  grant  the  Lawrence  Gas 
Company  took  the  appeal  referred  to  above. 

Sometime  prior  to  July  3,  1890,  the  Lawrence  Gas  Company 
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petitioned  the  Belectmen  of  Methuen  for  authority  to  erect  and 
maintain  poles  and  wires  for  electric  lighting,  and  to  lay  pipes  for 
supplying  gas,  the  former  permission  having  been  lost  and  no 
record  of  its  issue  appearing  upon  the  records  of  the  selectmen. 
After  a  public  hearing  on  this  petition  on  July  22,  the  selectmen 
on  August  2  granted  permission  to  the  company  to  lay  and  maintain 
pipes  for  gas,  and  September  6  permission  to  erect  and  maintain 
poles  and  wires  for  electric  ligliting,  each  grant  being  subject  to 
certain  conditions. 

July  15,  1890,  the  Methuen  Gas  Light  Company,  composed 
apparently  of  persons  other  than  those  mentioned  above,  having 
completed  its  organization,  applied  to  the  selectmen  for  leave  to 
erect  and  maintain  poles  and  wires  for  electric  lighting.  On  Sep- 
tember G  the  application  was  refused,  and  the  petitioners  appealed 
to  this  Board. 

It  was  shown  that,  up  to  the  time  of  the  hearing,  nothing  had 
been  done  by  George  H.  Drew  and  associates  toward  complying 
with  the  conditions  of  their  permit,  and  the  selectmen  unanimously 
expressed  a  wish  that  the  grant  should  not  stand. 

An  examination  showed  that  the  Lawrence  Gas  Company  had 
surplus  electrical  apparatus  ample  to  supply  the  present  needs  of 
Methuen,  that  no  additional  outlay  would  be  needed  except  for  line 
coDstructfon,  and  that  there  would  be  no  necessity  for  any  new 
capital  stock.  The  wires  of  the  Lawrence  company  already  extended 
to  the  Methuen  line,  and  but  a  short  extension  would  be  needed  to 
supply  all  the  lights  which  were  likely  to  be  demanded.  The 
company  had  fully  complied  with  the  conditious  accompanying  the 
grant  to  lay  gas  mains,  and  would  be  easily  able  to  do  the  same 
with  those  in  the  grant  to  construct  electric  lines. 

No  appeal  was  taken  from  either  grant  to  the  Lawrence  company, 
and  the  right  of  this  company  to  lay  gas  mains  in  Methuen  had 
thereby  become  vested,  and  the  Board  had  no  power  to  overrule  or 
defeat  it. 

It  was  conceded  that  no  second  company  could  successfully 
comi)ete  with  it  in  the  supply  of  gas  or  electricity  in  this  territory. 
I  pon  a  full  examination,  the  Board  was  satisfied  that  the  Lawrence 
company  possessed  every  facility  for  supplying  tiie  people  of 
Methuen  with  electric  lights  of  superior  quality,  and  at  lower  rates 
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than  could  reasonably  be  expected  of  a  small  company  operating 
only  in  Methuen. 

It  was  accordingly  voted  to  grant  the  petition  of  the  Lawrence 
Gas  Company,  to  dismiss  the  appeal  of  the  Methuen  Gas  Light 
Company,  and  that  the  appeal  from  the  decision  of  the  selectmen 
upon  the  petition  of  George  H.  Drew  and  others  be  sustained,  and 
the  authority  thereby  granted  be  revoked. 

Northampton  Electric  Lighting  Co3ipany,  Appellant. 

This  was  an  appeal  by  the  Northampton  Electric  Lighting  Com- 
pany from  permission  given  by  the  mayor  and  aldermen  of  North- 
ampton, March  20,  1891,  to  U.  C.  Hawks,  as  follows :  — 

•*  Voted,  To  grant  permissioD  to  II.  C.  Hawks  of  Boston,  M:iss.,  to  use 
the  streets  of  the  city  lor  the  erection  of  poles  and  stringing  electric 
wires,  both  for  city  and  comnlercial  uses." 

The  appeal  was  filed  March  23,  1891,  notice  issued  March  31, 
and  the  case  was  heard  April  17,  in  Northampton.  The  appellant 
and  Mr.  Hawks,  the  appellee,  were  represented  by  their  respective 
counsel,  and  the  city  solicitor  appeared  in  support  of  the  action  of 
the  mayor  and  aldermen. 

The  city  contains  about  15,000  population,  and  has  a  gas  com- 
pany and  one  electric  light  company,  the  appellant,  inSorporated 
in  1886.  Since  the  electric  lighting  company  began  business  it  has 
lighted  tlie  streets  with  arc  lamps.  Its  last  contract  having 
expired  April  1,  1891,  it  is  now  supplying  the  same,  93  in  number, 
temporarily  at  the  request  of  the  city.  It  has  also  furnished 
commercial  lights,  both  arc  and  incandescent,  to  all  desiring  the 
same. 

In  response  to  an  invitation  by  the  city,  proposals  were  made, 
in  the  early  part  of  the  year,  to  do  the  public  lighting  on  the  basis 
of  supplying  90  to  110  arc  lamps  of  1,200  nominal  candle  power, 
for  a  term  of  five  years,  burning  from  dark  to  midnight  according 
to  the  moon  schedule,  so-called,  or  about  twenty-five  nights  each 
month.  The  appellee,  by  proposal  dated  Feb.  19,  1891,  offered 
to  supply  them  at  $r)8.50  each,  the  firm  of  J.  ¥j,  Lambie  &  Co.  of 
said  city,  for  about  the  same  price,  and  the  appellant  for  $70  each. 

But  the  offer  of  the  appellee  was  based  on  the  further  express 
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ooDsideration  that  he  should  receive,  according  to  his  understand- 
ing of  it,  a  valid  and  perpetual  franchise  to  use  the  streets  of  the 
city  for  the  erection  of  poles  and  stringing  wires  for  the  supply  of 
electric  lights  to  private  customers  as  well  as  to  the  city.  And 
Buch,  it  is  evident  from  the  broad  language  of  the  vote  above 
quoted,  the  city  intended  to  give.  A  contract,  bearing  date  April 
17,  1891,  the  day  of  the  hearing,  was  executed  by  the  appellee 
and  the  city,  acting  through  its  committee,  in  substantial  con- 
formity with  his  oflfer,  the  lights  to  be  supplied  within  six  weeks 
"  after  the  acceptance  of  said  contract  by  said  city-government." 
Although  the  committee  by  the  vote  put  in  evidence  was  author- 
ized to  contract  with  a  ^'  company,"  it  will  be  assumed  that  the 
citj  would  accept  the  contract  should  such  further  action  be 
deemed  necessary. 

For  the  purpose  of  considering  the  wisdom  and  legality  of  the 
'grant  to  the  appellee,  the  evidence  in  the  case  should  be  carefully 
examined.     To  persons  familiar  with  the  history  of  electric  light- 
ing, the  difference  in  price  between  the  bids  of  the  appellant  and 
the  appellee  would  seem  a  low  estimate  of  tlie  value  for  all  pur- 
poses, commercial   and   speculative,   of   such   a   frtinchise.     The 
appellee  testified  that  he  should  retain  an  interest  in  the  pLant  dur- 
ing the  five  years,  but  would  not  operate  it  personally,   as  he 
should  continue  in  his  present  business  ;  that  other  parties  were  to 
own  it  with  him  and  furnish  the  capital.     The  names  or  residence 
of  these  parties  lie  declined  to  give,  thougli  earnestly  requested  to  do 
80.   He  stated  that  he  expected  to  supply  both  arc  and  incandescent 
lights  to  private  consumers,  and  that  without  the  right  to  do  so  he 
would  be  unwilling  to  accept  the  contract  for  the  public  lighting. 
There  are  reasons,  some  of  which  have  been  stated  by  the  IJoard 
in  a  former  case,  why  the  permission  to  the  appellee  is  unwise. 
Admitting,   what  is  extremely  doubtful,    that  the  statutes  ever 
intended  that  an  individual  should  be  given  the  right  to  occupy 
the  streets  for  the  purpose  of  doing  a  general  lighting  business, 
he  certainly  ought  not  to  transfer  his  license.     The  permission  is 
personal  to  him.     Such  rights  should  be  held  and  exercised  by 
persons  whose  names  and  residence  are  known,  so  that  they  can 
readily  be  found  if  need  be.     The  names  should   ap[)ear  in  the 
grant.     The  real  persons  in  interest,  the  actual  owners,  should  be 
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declared,  as  they  are  the  ones  who  are  and  ought  to  be  held 
responsible  for  negligence  or  misfeasance.  Once  admit  that  the 
right  is  assignable  by  sale,  levy,  devise  or  inheritance,  it  may 
then  pass  into  the  possession  of  persons  wholly  unreliable  and 
unfit  to  perform  the  duties  pertaining  to  it.  Permanent  grants  of 
such  a  nature  are  best  vested  in  some  corporate  continuing  body. 

It  is  difficult  to  consider  the  accepted  proposal  apart  fix)m  the 
purchase  of  the  franchise,  but  it  may  be  due  the  parties  and  the 
public  to  examine  the  case  in  its  general  bearings. 

As  appeared  by  the  evidence,  the  plant  of  the  appellant  com- 
pany is  not  only  sufficient  for  its  present  work,  city  and  com- 
mercial, but  is  capable  of  supplying  1,000  additional  incandescent 
lights  and  25  more  arc  lights.  It  was  not  seriously  alleged  at  the 
hearing  that  its  equipment  was  faulty,  that  its  price  for  incan- 
descent light  was  too  high,  that  its  management  had  been 
extravagant,  or  its  dividends  excessive. 

The  appellee  proposed  to  erect  and  equip  a  new  plant  adequate 
for  all  the  street  lighting,  and  for  the  commercial  lighting  so  far 
as  he  may  obtain  it,  using  water  power,  and  charging  private 
consumers  the  same  price  as  the  city  for  arc  lights.  It  did  not 
appear  that  his  price  for  incandescent  light  would  be  less  than 
that  paid  to  the  appellant.  While  it  is  true  that  electrical  appa- 
ratus can  be  bought  more  cheaply  now  than  in  1886,  it  is  believed 
that  a  plant  capable  of  doing  the  street  and  commercial  lighting 
would  cost  considerably  above  the  estimate  of  the  appellee. 
Although  he  had  made  no  contract  therefor,  the  appellee  testified 
that  he  could  obtain  water  power,  supplemented  with  steam,  for  a 
term  of  five  years,  at  the  rate  of  $25  per  horse  power  a  year. 
Even  on  this  basis  the  estimate  of  operating  expenses  submitted  to 
the  Board  by  the  appellee  assures  no  adequate  profit  on  the  street 
lighting,  omitting  as  it  does  real  estate  or  rent  of  premises, 
insurance,  cost  of  superintendence,  taxes  and  other  expenses,  and 
some  of  the  items  included  are  much  smaller  than  are  found  in 
actual  practice. 

There  being  so  many  resident  stockholders  of  the  electric 
lighting  company  it  is  evident  that  the  appellee  would  at  best  get 
but  a  share  of  the  incandescent  business.  There  would  then  be 
two   plants,  each   doing  a  portion  of  the  lighting,  and  neither 
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yielding  its  owners  a  fair  profit,  if  any.  The  saving  of  $5,000  or 
(6,000  in  the  expenses  of  the  city  during  the  five  years  life  of  the 
contract,  while  a  considerable  sum,  is  of  little  importance  when 
compared  with  the  waste  and  loss  which  must  follow  the  unnecessary 
duplication  of  plants  and  a  profitless  contest  for  that  period.  It  is 
a  just  principle,  clearly  acknowledged  in  the  recent  statute  author- 
izing municipal  lighting,  that  capital  wisely  expended  for  the 
purpose  of  supplying  the  public  needs  is  entitled  to  be  protected 
^igainst  destructive  competition,  even  by  a  municipality.  The 
rights  and  interests  of  the  city,  the  stockholders  and  the  citizens 
ought  to  be  considered  together,  and  the  consumers  in  the  end  are 
thereby  the  gainers. 

The  history  of  electric  lighting  in  Northampton,  as  shown  by 
the  evidence,  is  instructive.  About  five  years  ago  there  were  two 
rival  electric  plants  in  operation  in  that  city.  After  a  few  months 
of  sharp  competition,  low  prices  and  no  profits,  some  of  the 
stockholders  of  the  appellant  company,  at  their  own  expense,  and 
presumably  to  give  value  to  their  stock,  bought  and  removed  the 
other  plant.  A  like  result  would  probably  follow  a  similar  experi- 
ment. The  Board  believes  that  the  Legislature  intended,  by  the 
recent  acts,  that  all  the  reasonabje  and  permanent  advantages  of 
competition  are  to  be  gained  through  the  regulating  powers  thereby 
conferred  upon  it.  The  statutes  assume  that  cities  and  towns, 
as  well  as  private  citizens,  are  entitled  to  light  at  reasonable 
prices.  The  only  avowed  object  in  granting  the  franchise  ap- 
pealed from  was  to  secure  a  reduction  in  rates.  The  mayor  alone 
or  twenty  customers,  if  the  price  is  thought  too  high,  may  bring 
petition  before  the  Board,  asking  that  the  price  be  reduced.  This 
remedy  ought  to  be  invoked,  if  the  existing  con}pany  has  suitable 
equipment  and  is  well  managed,  before  the  community  is  subjected 
to  the  danger  and  inconvenience  of  a  second  system  of  poles 
and  wires.  Any  lack  of  apparatus,  or  waste  in  the  methods  of 
business,  any  unnecessary  cost  of  power,  —  indeed,  everything 
relating  to  the  economy  and  quality  of  the  work  of  a  company 
are  rightfully  taken  into  account  in  fixing  the  price. 

If  it  is  clearly  made  to  appear  that,  by  different  manipulation 
or  by  the  use  of  other  kinds  of  power,  machinery  or  materials,  a 
considerable  saving  can  be  effected,  and  that  these  improvements 
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might  be  adopted  by  a  new  company,  it  woald  compel  the  inquiry 
whether  the  present  one  might  not  fairly  be  expected  to  acquire 
them,  or  Bubmit  to  prices  based  on  their  possession. 

In  reviewing  the  facts  in  this  case,  the  Board  could  discover  no 
just  ground  for  establishing  another  plant  in  the  city  at  the  present 
time.  The  Board  therefore  sustained  the  appeal,  and  revoked  the 
permission  granted  by  the  mayor  and  aldermen. 

Municipal  Ownership. 

Chapter  370  of  the  Acts  of  1891,  entitled  "An  Act  to  enable 
cities  and  towns  to  manufacture  and  distribute  gas  and  electricity," 
commonly  called  the  municipal  ownership  law,  will  be  found  in  the 
appendix. 

The  Board  has  endeavored,  by  the  means  at  its  command,  to 
ascertain  what  action  has  been  taken  throughout  the  Common- 
wealth in  respect  to  the  business  contemplated  by  the  act. 

There  are  210  towns  and  cities  in  the  State  with  a  population  of 
1,500  or  more,  and  official  information  has  been  received  from  205 
of  these.     It  appears  that  180  towns  have  taken  no  action. 

The  towns  of  Framingham,  Norwood,  Hingham,  Plymouth  and 
"Wellesley  have  appointed  committees  to  investigate  the  subject. 

In  the  city  of  Maiden  an  order  was  adopted  by  the  common 
council  Oct.  lo,  1891,  for  the  appointment  of  a  committee  "to 
ascertain  if  it  be  expedient  for  Maiden  to  adopt  municipal  light- 
ing," but  this  order  was  tabled  in  the  board  of  mayor  and 
aldermen. 

The  city  council  of  Brockton,  by  concurrent  votes,  passed  the 
following  resolution  which  was  approved  by  the  mayor  Sept.  15, 
1801:  — 

Whereas,  Under  the  provisions  of  chapter  370  of  the  Acts  of  1891, 
cities  have  l)con  authorized,  after  certain  prescribed  n/unicipal  action,  to 
establish  plants  for  the  manufacture  or  tlistribution  of  gas  or  electricity 
for  furnishing  light  for  municipal  use  or  for  the  use  of  such  inhabitants 
as  may  require  and  pay  for  the  same ;  and 

Whereas,  In  our  opinion  this  city  bhould  not  delay  in  the  Uiking  of  the 
preliminary  steps  prescribed  in  said  act,  towards  what  we  think  will  prove 
of  «rreat  benefit  to  the  city  and  its  inhabitants:  — 

Resolved,  That,  in  the  opinion  of  the  city  council  of  the  city  of  Brock- 
ton, it  is  expediont  to  exercise  the  authority  so  conferred  in  said  chapter 
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Both  branches  of  the  city  council  of  Chicopee,  by  concurrent 
votes,  Nov.  23  and  30,  1891,  passed  the  following:  — 

Voicd,  That  it  is  expedient  for  the  city  of  Chicopoe  to  construct,  pur- 
chase or  establish  and  maintain  within  its  limits,  one  or  more  plants  for 
the  manufacture  and  distribution  of  electricity  for  furnishing  light  for 
moniripal  use,  and  for  the  use  of  such  of  its  inhabitants  as  may  require 
and  p:iy  for  the  same. 

The  town  of  Everett  has  had  a  scries  of  adjourned  town  meet- 
ings where  one  of  the  articles  to  be  acted  on  was  the  question  of 
the  establishment  of  an  electric  plant,  but  a  final  adjournment  was 
had  without  acting  on  that  subject.  A  warrant  for  a  new  town 
meeting  on  Jan.  26, 1892,  has  been  ordered,  which  contains  an  arti- 
cle calling  for  a  vote  upon  this  question. 

At  a  meeting  of  the  legal  voters  of  Marblehead^  June  22,  189 1, 
it  was  voted,  180  to  8,  "that  It  is  expedient  to  exercise  the 
authority  conferred  by  the  act,"  and  a  committee  was  elected  "  to 
consider  the  requirements  of  the  town,  in  the  matter  of  an  electric 
plant,  and  to  report  as  to  cost  of  the  same  with  recommendations 
as  to  the  83'stem  to  be  adopted."  This  committee  is  to  report  at 
the  annual  meeting  in  March,  1892. 

At  the  last  annual  meeting  in  Methuen,  there  was  an  article  in 
the  warrant  to  see  what  action,  if  any,  the  town  would  take  towards 
the  establishment  of  an  electric  light  plant,  but  it  was  voted,  113 
to  .')0,  to  pass  over  the  article.     No  other  action  has  been  taken. 

At  a  town  meeting  in  North  Attleborough,  June  30,  1891,  the 
warrant  contained  an  article  relative  to  adopting  the  provisions  of 
the  act,  which  was  acted  upon  favorably  by  a  vote  of  20t>  to  35. 

At  a  special  town  meeting  in  Readuuj^  Oct.  2,  1891,  it  was 
voted,  94  to  14,  that  'Mt  is  expedient  for  the  town  to  exercise  the 
authority  conferred  by  the  act." 

In  Spencer y  at  a  meeting,  July  21,  1891,  the  following  article 
was  in  the  warrant :  "  to  see  if  the  town  will  vote  that  it  is  expe- 
dient to  exercise  the  authority  conferred  by  the  act."  Under  this 
article  the  matter  was  referred  to  a  committee,  and  no  further 
action  taken  until  October  G,  when  on  a  similar  article  the  vote 
was  3  yes  to  283  no. 

At  the  annual  meeting  in  Weymouth^  March  4,  1889,  the  subject 
of  the  establishment  by  the  town  of  an  electric  light  plant  was 
considered  but  "  indefinitely  postponed." 
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In  Fall  River  J  a  committee  having  reported  on  Oct.  5,  1891, 
against  the  advisability  of  establishing  a  municipal  plant,  the  city 
council  adopted  the  recommendations  of  the  committee. 

At  a  town  meeting  in  }V7Utman  on  Dec.  30,  1891,  it  was  voted, 
57  to  5,  that  it  was  expedient  for  the  town  to  exercise  the  author- 
ity conferred  in  section  1,  chapter  370  of  the  Acts  of  the  Legisla- 
ture of  Massachusetts  for  the  year  1891,  '^  to  purchase,  establish 
and  maintain  within  its  limits  a  plant  for  the  manufacture  and 
distribution  of  electricity  for  furnishing  light  for  municipal  use 
and  for  the  use  of  such  of  its  inhabitants  as  may  require  and  pay 
for  the  same,"  as  provided  for  in  said  chapter.  A  committee  was 
also  appointed  to  consider  the  question  and  report  at  a  future 
meeting. 

At  a  town  meeting  in  Hudson  on  July  1,  1891,  it  was  voted, 
30  to  7,  to  exercise  the  authority  conferred  by  the  act,  and  on 
Sept.  2,  1891,  a  similar  vote  was  passed,  GO  to  11.  At  a  meeting 
on  September  16,  a  committee  was  appointed  ''to  investigate 
relative  to  the  entire  subject  of  municipal  lighting  by  gas  or  elec- 
tricity." On  November  11a  majority  of  this  committee  reported, 
*'  recommending  to  the  citizens  of  this  town  that  as  a  corporate 
body  their  best  interests  demand  that  they  do  not  embark  in  tlie 
business  of  electric  lighting,"  and  it  was  voted,  84  to  60,  to  adopt 
this  report. 

In  Wakefield,  March  6,  1891,  the  selectmen  were  instructed  to 
petition  the  Legislature  "  for  authority  to  build  a  gas  or  electric 
light  plant,  or  both,  with  authority  to  manufacture  light  for  public 
use  and  also  to  sell  light  for  private  use."  On  July  9  it  was  voted, 
216  to  26,  ''  expedient  for  the  town  to  exercise  the  authority  con- 
ferred by  chapter  370  of  the  Acts  of  1891."  On  Nov.  3,  l«l)l, 
the  selectmen  were  instructed  ''  to  petition  the  Legislature  to  enact 
a  special  law  empowering  the  town  of  Wakefield  to  erect  a  [)lant 
for  the  purpose  of  generating  electric  light  for  municipal,  commer- 
cial and  individual  purposes,  without  purchasing  any  existing 
plant."  At  a  meeting  November  3,  the  selectmen  were  made  a 
committee  "  to  confer  and  negotiate  with  the  Citizens*  Gas  Light 
Company  to  ascertain  for  what  amount  and  upon  what  terms  said 
company  will  sell  its  gas  and  electric  light  plant,  or  any  part 
thereof,  to  the  town  and  what  it  will  cost  the  town."      At  an  ad- 
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joarament  of  this  meeting  on  November  1 7,  the  selectmen  reported 
that  they  had  conferred  with  the  Citizens'  Gas  Light  Company  and 
that  'Hhe  town  could  purchase  its  plant  for  $140,000."  No 
further  action  was  taken. 

Id  Melrose^  at  a  meeting  March  3,  1890,  a  committee  was  ap- 
poiDted  to  investigate  ^^  in  relation  to  establishing  an  electric  light 
plant."  At  an  adjournment,  March  24,  the  committee  reported 
favorably,  and  were  directed  ^^  to  investigate  farther  with  the 
special  view  of  ascertaining  what  legal  objections,  if  any,  existed." 
The  committee  petitioned  the  Legislature  for  a  special  act  giving 
the  town  *'*'  authority  to  establish  or  build  a  gas  or  electric  plant,  or 
both,  and  sell  light  for  public  and  private  use ; "  and  at  a  town 
meeting  on  Feb.  16,  1891,  this  action  was  approved,  and  a  com- 
mittee appointed  to  urge  the  passage  of  the  bill.  The  town  also 
by  unanimous  vote  endorsed  the  legislative  petition  for  a  general 
law.  The  committee  previously  appointed  has  not  been  discharged 
bat  has  made  verbal  report  favorable  to  the  project.  At  a  meeting, 
June  8,  it  was  by  vote  of  11  to  1  *' declared  expedient  for  the 
town  to  exercise  the  authority  "  conferred  by  the  municipal  owner- 
ship act,  and  *'  the  committee  on  electric  lighting  was  directed  to 
inquire  and  report  whether,  in  their  judgment,  it  is  expedient  and 
desirable  for  the  town  to  erect  and  maintain  a  plant  for  the  genera- 
tion and  distribution  of  electricity  for  public  and  private  lighting ; 
also,  what  will  be  the  probable  cost  of  ii  com[)lete  electric  light 
plant  suitable  for  the  necessities  of  the  town.'*  At  the  meeting  of 
Nov.  3,  1891,  under  an  article  (No.  II.)  in  the  warrant,  ''  to  see 
if  the  town  will  accept  the  provisions  of  chapter  370,  Acts  of 
1891,  and  pass  any  votes  in  connection  therewith  which  may  be 
deemed  expedient,"  the  following  votes  were  passed  :  — 

That  further  consitleration  of  Art.  II.  be  postpoiuMJ  to  an  a<ljounied 
session  of  this  meeting,  to  be  held  tlie  sjinie  <'venin<j:  as  the  next  town 
meeting  shall  be  held  for  the  transaction  of  town  business ; 

That  this  meeting  be  adjounied  until  the  evening  when  the  next  t^wn 
meeting  shall  be  held  for  the  transtvction  of  town  business,  said  nieetiiicr 
to  be  called  to  order  thirty  minutes  before  th(»  time  desi;rnated  for  tlie 
next  town  meeting  held  in  the  evening  for  the  transaction  of  town 
business; 

That  the  selectmen  be  instructed  to  insert  in  the  warrant  for  the  next 
meetins:  called  for  the  transaction  of  town  business,  an  artich;  coverido^ 
such  action  of  the  town  Jts  niav  be  necessary  to  carry  into  eftect  an  ae 
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entitled :  '*  An  Act  to  enable  cities  and  towns  to  manufacture  and  dis- 
tribute gas  or  electricity. " 

The  Board  is  informed  that  these  votes  were  passed  to  give  the 
committee  time  to  investigate  still  further  and  report  a  plan  ;  also 
to  make  sure  that,  having  placed  the  article  in  the  warrant  and 
before  the  people,  it  might  not  be  construed  as  a  failure  to  act 
under  the  law. 

March  27,  1890,  the  city  council  of  New  Bedford  adopted  an 
order  appointing  a  committee  '^  for  the  purpose  of  investigating  as 
to  the  cost  of  establishing,  maintaining  and  operating  an  electrical 
plant  in  this  city,  for  the  purpose  of  supplying  the  several  depart- 
ments, including  the  streets,  with  electric  lights ;  also  to  obtain 
information  regarding  the  experience  of  other  cities,  and  any  other 
knowledge  relating  thereto."  Sept.  11, 1890,  they  made  a  report 
from  which  it  apeared  that  they  were  not  prepared  to  recommend 
the  construction  of  a  plant  by  the  city.  The  report  was  received 
and  filed,  in  concurrence,  and  no  action  has  since  been  taken. 

The  town  of  Peahody  voted  on  June  18,  1891,614to87,  and 
again  on  Aug.  20,  1891,  551  to  22,  that  it  was  ^^  expedient  for  the 
town  to  exercise  the  authority  conferred  in  section  1,  chapter  370 
of  the  Acts  of  1891,  to  construct,  establish  and  maintain  within  its 
limits  a  plant  for  the  manufacture  and  distribution  of  electricity 
for  furnishing  light  for  municipal  use  and  for  the  use  of  such  of 
its  inhabitants  as  may  require  and  pay  for  the  same,  as  provided 
in  said  chapter."  On  the  latter  date  a  committee  was  appointed 
to  ^^  investigate  what  further  action  should  be  taken  by  the  town 
for  the  purpose  of  establishing  in  the  town  a  plant  for  the  manu- 
facture and  distribution  of  electricity  for  use  in  lighting  the 
streets  and  public  buildings  of  the  town,  and  to  report  a  suitable 
location  for  such  plant,  and  the  cost  of  establishing,  maintaining 
and  operating  the  same."  At  a  meeting  Sept.  29,  1891,  the  com- 
mittee reported,  recommending  "that  the  sum  of  $47,000  be 
appropriated  for  the  purpose  of  establishing  an  electric-light 
plant ;  that  a  committee  of  five  be  appointed  with  full  power ; 
that  the  town  authorize  them  to  buy  land,  set  poles,  string  wires 
in  the  streets,  to  take  stone  and  material  for  grading  from  the 
gravel  pit  owned  by  the  town,  and  do  all  other  acts  necessary  to 
be  done  ;  that  the  town  treasurer  be  authorized,  with  the  approval 
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of  the  selectmen,  to  hire  for  this  purpose  the  sum  of  $47^000  in 
snch  manner  and  on  such  terms  as  they  deem  best  for  the  town." 
It  was  voted,  225  to  10,  to  adopt  the  recommendations.  The  mat- 
ter of  incandescent  lighting  was  referred  to  the  same  committee, 
to  report  thereon  at  the  next  annual  meeting. 

The  town  of  Danvera^  at  a  special  meeting  on  April  16,  1888, 
Toted,  221   to  9,  to  appropriate  $15,000  for  the  purchase  of  an 
electric-light  plant.      Chapter  378  of  the  Acts  of  1891,  entitled 
''  An  Act  to  legalize  the  action  of  the  town  of  Danvers  in  estab- 
iisbiog  an  electric  light  plant,  and  to  authorize  said  town  to  generate 
aod  distribute  electric  light  and  power,"  was  accepted  by  the  town 
by  a  vote  of  60  to  6  at  a  meeting  on  the  20th  of  October,  1891. 
Since  1888  this  town  has  maintained  and  operated  an  arc-light 
plant  for  the  purpose  of  lighting  the  streets,  but  has  done  no 
commercial  lighting.     No  return  or  report  of  any  kind  has  been 
received  from  the  town  of  their  lighting  operations  and  it  is  doubt- 
ful if  any  is  yet  due  the  Board.     The  special  act  for  the  benefit  of 
Danvers  was  passed  after  the  general  municipal  ownership  law 
and  did  not  include  the  important  provisions  of  the  latter  respect- 
ing accounts  and  returns.     The  course  of  this  town  has  aroused 
extended  interest  on  tbe  part  of  private  corporations  and  other 
towns  in  the  question  of  municipal  ownership  of  lighting  plants, 
and  definite  and  reliable  information  will  undoubtedly  prove   of 
great  value  to  the  public.     It  is  respectfully  suggested,  therefore, 
that  the  provisions  applying  to  other  towns  engaged  in  this  business 
respecting  accounts,  returns  and  the  jurisdiction  of  this  Hoard  be 
extended  to  Danvers. 

Chapter  370  above  referred  to  imposes  important  duties  and 
powers  upon  this  Board  whenever  a  town  assumes  to  exercise  the 
authority  conferred.  The  Board  would  be  greatly  aided  in  its 
work  by  a  provision  requiring  any  action  by  the  town  under  this 
chapter  to  be  communicated  to  it. 

Violation  of  Laws. 

Notices  have  been  sent  to  the  attorney-general,  in  compliance 
with  the  statutes,  of  the  alleged  violations  of  the  laws  :  — 

The  Gardner  Gas  Light  Company,  by  not  having  an  ollice  in 
Gardner,  where   its  works  are  located,  and  by  having  refused  to 
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Bubmit  its  books  to  the  Board  on  application,  in  violation  of  sec- 
tion 1,  chapter  346,  Acts  of  1886. 

The  Citizens*  Gas  Light  Company  of  Quincy,  Gardner  Gas 
Light  Company,  Natick  Gas  Light  Company,  Electric  Light  and 
Patent  Flooring  Company  of  Amesbnry,  Framingham  Electric 
Company,  Milford  Electric  Light  and  Power  Company,  Nantucket 
Electric  Light  Company,  Natick  Electric  Company,  and  the  Subur- 
ban Light  and  Power  Company  of  Boston,  in  not  making  returns 
to  the  Board,  as  required  by  law. 

Accidents, 

The  statute  in  relation  to  accidents  caused  by  gas  or  electricity, 
section  2,  chapter  350,  Acts  of  1888,  is  as  follows :  — 

All  companies  nud  individuals  engaged  in  the  business  of  manufact- 
uring and  selling  gas  or  electricity  for  light  or  fuel,  shall  make  a 
written  report  within  twenty-four  hours  to  the  board  of  gas  commis- 
sioners of  every  accident  caused  l)y  the  gas  or  electricity  manufactured 
or  supplied  by  them,  whereby  an  employee  or  any  other  person  shall 
suffer  bodily  injury,  or  loss  of  life,  or  be  rendered  insensible,  stating  the 
time,  place  and  circumstances  of  the  accident,  and  such  other  facts  in 
relation  thereto  as  the  board  may  require ;  and  the  board  shall  present 
in  its  annual  report  an  abstract  of  all  such  cases.  The  board  shall  per- 
sonally investigate  all  cases  which  it  may  deem  to  require  investigation. 

During  the  year  1891,  there  have  been  five  persons  injured  by 
electricity  from  electric  light  wires,  one  of  them  fatally.  Thirty 
persons  have  been  injured  by  illuminating  gas,  sixteen  of  them 
fatally.  Of  the  latter  number,  two  committed  suicide.  The  fol- 
lowing  is  an  abstract  of  the  cases  :  — 

AccidetUs  from  Electricity. 

John  Tierney,  an  employee  of  the  Consolidated  Hand  Method 
Lasting  Machine  Company,  was  killed  shortly  after  3  o'clock  p.m., 
Jan.  10, 1891.  The  plant  of  the  above-named  company  is  a  private 
one,  owned  by  Bradley  &  Woodruff,  who  arranged  with  the  Boston 
Electric  Light  Company  to  connect  their  system  of  wiring  with  the 
circuit  of  the  electric  company,  so  that  when  the  Bradley  & 
Woodruff  dynamo  was  not  running,  current  could  be  had  from  the 
electric  company.  At  the  time  of  the  accident  the  cuiTcnt  of  the 
electric  company  had  been  switched  on  to  the  wires  of  the  machine 
company.     Tierney  was  at  work  at  an  iron  lathe  on  the  top  floor 
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of  the  premises,  234  Congress  Street.  Over  the  lathe  was  sus- 
pended by  an  iosulated  wire,  an  incandescent  lamp  socket,  out  of 
which  the  lamp  had  in  some  way  been  broken.  Before  screwing 
in  a  new  lamp,  Tierney  touched  the  socket  with  his  fingers  to  see 
if  he  could  feel  any  shock  or  current,  and  getting  none  he  took 
hold  of  the  socket  firmly  with  his  right  hand.  The  muscles  of  his 
hand  closed  upon  the  socket  so  hard  that  to  release  it  a  fellow 
workman  struck  it  from  his  grasp  with  a  hammer.  Tierney  fell  to 
the  floor,  apparently  lifeless.  A  physician  and  the  medical  ex- 
amioer  said  that  death  must  have  been  instantaneous.  The  fioor 
apoD  which  Tierney  stood  seemed  to  be  thoroughly  soaked  with 
oii,  and  under  his  machine  was  a  piece  of  zinc  or  other  metal  upon 
which  he  was  probably  standing  at  the  time.  Whether  his  left 
hand  was  in  contact  with  the  machine  at  the  time  when  he  took 
hold  of  the  lamp  with  his  other  hand  is  not  certain.  When  these 
lamps  were  run  from  the  electric  light  company's  current  it  was 
by  an  alternating  current,  which  entered  the  building  through  a 
transformer.  After  the  accident  the  transformer  was  removed, 
and  a  test  made  showed  a  contact  between  the  primary  and  the 
secondary  coil,  due  to  the  expansion  caused  by  the  heating  of  the 
internal  parts.  The  many  expansions  and  contractions  had  re- 
moved the  insulation  on  the  wires.  The  latest  style  of  transformer 
has  remedied  and  removed  former  defects  in  construction  by  a 
change  in  form  and  in  the  leading-in  wires,  and  will  prove  safe  if 
properly  installed  and  connected. 

John  Todd,  an  employee  of  the  North  Attleborough  Steam  and 
Electric  Light  Company,  attempted,  while  standing  on  a  very  wet 
earth  floor,  to  hang  an  iron  lamp-holder  on  a  projection  of  the 
bed-plate  of  a  one  horse-power  arc  motor  that  was  placed  six 
feet  from  the  ground,  and  received  a  portion  of  the  current  which 
passed  through  him  into  the  earth,  burning  his  hand  quite  badly. 
He  had  been  repeatedly  warned  of  the  danger  arising  from  the 
motor. 

R.  H.  Parker,  employed  as  a  trimmer  by  the  Worcester  Electric 
Light  Company,  received  a  slight  burn  on  his  hand  while  running 
aground  on  one  of  the  Company's  line  wires.  The  accident  was 
80  slight  as  to  cause  Mr.  Parker  no  loss  of  time  or  serious  incon- 
venience. 


30  GAS  COMMISSIONERS.  [Jan. 

The  Lowell  Electric  Company  reports  that,  on  May  16,  at  5.30 
P.M.,  an  accident  occurred,  due  to  the  crossing  of  an  unused 
telegraph  wire  with  their  arc  light  wire.  This  cross  caused  the 
iron  front  of  a  building  to  become  charged  with  electricity  and 
the  line  men  were  notified.  A  telegraph  man  cut  the  unused  wire, 
but  failed  to  notice  that  the  stretch  between  himself  and  the  cross 
was  not  tied  to  the  pins.  This  stretch  of  wire  fell  into  the  street 
and  struck  a  horse,  killing  it  instantly,  and  slightly  injuring  Frank 
Bums  who  went  to  its  assistance. 

The  Boston  Electric  Light  Company  reports  that,  on  December  ^4, 
at  about  4.45  p.m.,  William  A.  Roust,  twenty  years  of  age,  a  trim- 
mer of  arc  lamps,  employed  by  them,  while  endeavoring  to  fix  a  lamp 
located  opposite  315  Dorchester  Avenue,  South  Boston,  fell  from 
the  post  to  the  sidewalk.  Examination  showed  that  Roust  having 
finished  bis  days  work  was  passing  the  lamp  and  thought  that  it 
was  not  working  properly,  so  mounted  the  post  to  fix  it.  lie  was 
noticed  by  Messrs.  Kelly  and  Finnegan,  wood  dealers  at  328 
Dorchester  Avenue,  to  start  tlie  lamp,  and  put  it  out  and  start  it 
again,  making  a  motion  as  if  to  reach  for  the  switch,  and  to  im- 
mediately fall  to  the  sidewalk.  He  was  taken  to  the  City  Hospital, 
where  an  examination  showed  both  hands  superficially  burned  in 
the  palms,  and  two  cuts  on  the  right  elbow  as  large  as  half  dollars. 
Mr.  Roust  said  that  he  had  no  distinct  recollection  of  what  he  was 
doing,  or  where  he  was  at  the  time  of  injury,  but  was  hurt,  he 
thinks,  while  putting  up  a  globe.  Some  ten  years  ago  he  had  a 
sunstroke.     He  was  discharged  from  the  hospital,  well. 

Accidents  from  Gas, 

The  Fall  River  Gas  Works  Company  reports  that  John  J. 
Finnegan,  aged  thirty-two  and  unmarried,  who  was  employed  by 
the  Fall  River  Water  Works,  was  found  dead  on  January  13,  at 
about  9  A.M.,  in  a  pit  near  the  gasometer,  owned  by  the  Fall  River 
Gas  Company  at  the  corner  of  Davoll  and  Turner  streets.  It  was 
part  of  the  duty  of  the  deceased  to  read  the  water  meter  placed 
there.  There  was  no  sign  of  an  explosion,  and  no  gas  leakage 
could  be  discovered.  An  autopsy  made  gave  no  indication  as  to 
the  cause  of  the  death.  An  examination  of  blood  made  by  Pro- 
fessor Wood  of  the  Harvard  Medical  School  showed  that  death 
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resulted  from  gas  poisoniDg.  Water  gas  was  being  made  at  the 
time. 

The  Northampton  Gas  Light  Company  reports  that  Joseph  L. 
Myers,  a  guest  at  the  Mansion  House  in  the  city  of  Northampton, 
committed  suicide  by  inhaling  illuminating  gas  from  the  burner 
in  the  room  occupied  by  him  during  the  night  of  March  3* 
Examination  showed  that  Myers  was  a  commercial  traveller, 
about  thirty-five  years  of  age,  who  came  to  Northampton  from 
Springfield,  March  2,  and  registered  at  the  above  hotel  as  J.  L. 
Myers,  New  York,  and  was  assigned  to  room  53.  After  his 
return  from  visiting  a  business  house  in  search  of  employment 
he  spent  the  greater  part  of  the  evening  writing  letters  to 
friends  and  chatting  with  the  landlord  and  guests.  At  about 
nine  o'clock,  he  visited  a  store  in  the  vicinity  of  the  hotel 
and  purchased  some  five  feet  of  half-inch  rubber  tubing,  returned 
after  a  short  time  to  the  hotel,  and  retired  to  his  room  about  mid- 
night. At  eight  o'clock  the  next  morning,  a  strong  odor  of  gas  was 
discovered  in  the  hall,  and  an  investigation  by  the  night  clerk  showed 
that  the  odor  came  from  room  53.  The  door  was  forced  open  and 
Mvers  was  found  in  bed,  covered  ud  and  dead.  He  had  wheeled 
his  bed  as  near  the  gas  jet  as  possible,  placed  one  end  of  the  rub- 
ber tube  over  the  opening  of  tlie  burner,  and,  taking  the  other  end 
in  his  mouth,  turned  on  the  gas.  The  contents  of  letters  written 
to  friends  and  the  deliberate  preparations  made  it  clear  that  this 
was  a  case  of  suicide. 

The  Dorchester  Gas  Light  Company  reports  that  on  April  2, 
Thomas  Duran,  an  employee  of  the  water  department  of  the  city 
of  Boston  on  general  repairs  and  services,  was  rendered  uncon- 
scious from  foul  air  and  the  escape  of  gas  from  a  gate  box,  while 
attempting  to  shut  off  water.  It  appeared  from  examination  tliat 
Duran  crawled  into  the  gate  box  before  ventilating  it,  after  being 
advised  bv  a  fellow  workman  not  to  do  so.  He  remained  iincon- 
Bcious  for  an  half-hour,  but  recovered  from  the  effects  of  the  gas 
in  a  few  days. 

Miss  Hertha  Everett,  twenty-two  years  of  age,  arrived  at  the 
Parker  House,  Boston,  about  11.20  p.m.,  April  27,  in  company 
with  friends,  who  shortly  left  her.  She  was  assigned  to  a  room, 
leaving:   an   order    to  be    called   at  (j.'M)   in   tlie  morniu":,  as  she 
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intended  to  continue  her  journey  to  Haverhill,  Mass.,  where  her 
relatives  resided.  On  calling  at  her  room  at  the  above  hour,  no 
answer  being  received  an  entrance  was  effected  by  breaking  open 
the  door.  She  was  found  lying  upon  the  bed,  the  body  rigid,  but 
warm.  Life  had  been  extinct  probably  an  hour.  There  was  a 
strong  odor  of  gas  in  the  room  ;  the  burner,  a  three-foot  tip,  in  good 
condition,  was  fully  open.  The  room  has  a  capacity  of  thirteen 
hundred  feet.  It  is  believed  that  death  was  accidental,  probably 
caused  by  blowing  out  the  gas. 

Charles  Oltsch,  aged  thirty-five,  stopping  at  the  boarding-house 
of  Mrs.  F.  A.  Barringer,  Pittsfield,  was  found  in  his  room,  at 
about  9  o'clock  on  the  morning  of  August  23,  groaning,  breathing 
heavily,  and  unconscious.  The  gas  burner  was  partially  opened 
and  gas  escaping.  The  room  contains  about  twelve  hundred  cubic 
feet  and  has  one  window,  partially  open  at  the  time ;  also  one 
door,  fitting  loosely.  A  physician  was  summoned,  and  Oltsch 
removed  to  another  room,  where  windows  were  opened  and  hypo- 
dermic injections  administered.  At  about  4  o'clock  p.m.  he  had 
sufficiently  recovered  to  converse.  He  was  a  delicate  man,  but 
fully  recovered  from  the  effects  of  the  gas  in  a  few  days. 

Janos  Greskovitz,  a  native  of  Poland,  aged  thirty,  was  found 
insensible  in  his  room  at  the  Burbauk  Hotel,  Pittsfield,  at  6  o'clock 
A.M.,  July  9.  The  gas  was  flowing  from  a  partially  open  burner. 
The  keyhole  was  stopped  with  paper,  and  the  window  tightly 
closed.  Greskovitz  explained,  after  his  recovery,  that  he  stopped 
the  keyhole  in  order  to  prevent  a  very  bad  smell  coming  in 
from  the  hall,  as  he  supposed.  The  room  contains  about  sixteen 
hundred  cubic  feet.  He  was  sent  to  the  House  of  Mercy  (hospital) 
at  about  9  a.m.,  and  discharged  July  10. 

Michael  McNamara  and  Thomas  Hamilton,  day  foreman  and 
laborer,  employed  at  the  works  of  the  Worcester  Gas  Light  Com- 
pany at  Worcester,  were  suffocated  from  inhaling  gas  in  the  valve 
house  of  said  company  on  the  16th  of  May.  The  men  were  sent 
by  the  superintendent  to  make  a  small  connection  for  a  jet  photo- 
meter on  the  outlet  pipe  of  the  No.  1  gasholder  to  test  the  quality 
of  the  gas.  For  this  purpose  it  was  necessary  to  drill  a  three-eighths 
inch  hole,  as  the  plug  in  the  pipe  formerly  used  had  become  rusted. 
For  this  work  the  foreman  sent  Thomas  Hamilton  into  the  cellar  of 
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the  valve  house,  but  without  an  assistant  as  is  usual.  On  the 
retorn  of  the  foreman  to  look  after  the  work,  he  found  Hamilton 
overcome  by  gas  and  called  out  for  Patrick  Ryan,  another  work- 
man. McNamara  at  once  jumped  into  the  cellar  of  the  valve  house 
and  tried  to  pull  Hamilton  out,  without  taking  the  precaution  to  stop 
the  flow  of  gas  through  the  newly  drilled  three-eighths  inch  hole, 
although  soap  was  found  near  which  had  been  taken  by  the  man  sent 
to  do  the  work.  On  the  arrival  of  Ryan,  in  answer  to  the  call,  he 
foond  McNamara  trying  to  pull  Hamilton  out  and  fast  being  over- 
come. Ryan  then  endeavored  to  assist  McNamara  but  became 
QDCODScious  in  a  few  moments  and  was  discovered  by  Superin- 
tendent Wetherbee  and  the  clerk  of  the  works.  After  filling  the 
hole  with  soap,  the  three  men  were  immediately  removed  to  the 
surface,  but  McNamara  and  Hamilton  were  dead.  Ryan  was 
sent  to  the  hospital  and  soon  recovered.  Superintendent  Wether- 
bee was  rendered  partially  unconscious  while  assisting  in  removing 
the  men.  Foreman  3IcNamara  was  thoroughly  conversant  with 
his  work  and  had  been  in  the  employ  of  the  company  for  some 
eighteen  years.  Water  gas  was  being  made  at  the  time  of  the  acci 
dent. 

Henry  S.  Taylor,  aged  sixty-three  years,  a  clothing  merchant  of 
Plttsfield,  was  found  dead  in  his  bed  at  the  house  of  his  son  on 
Wendell  Avenue,  on  Sunday  morning,  September  6,  having  been 
asphyxiated  by  illuminating  gas.  He  retired  to  his  room  at  about 
11.45  P.M.,  and  was  found  soon  after  eight  the  next  morning. 
The  room  contains  about  nine  thousand  cubic  feet.  There  are  two 
windows  and  one  door  in  the  room,  all  of  which  were  tightly  closed. 
The  fixture  was  of  the  candle  type  and  operated  by  electricity,  and 
according  to  statements  of  the  family  had  never  worked  perfectly. 
It  is  supposed  that  in  using  the  attachment  to  extinguish  the  light 
the  gas  was  not  shut  off.  Water  gas  was  being  made  at  the  time 
of  the  accident. 

Edward  Burgess,  aged  about  thirty-five,  registered  at  Hotel 
Columbus,  112  Commercial  Street,  Boston,  at  11.40  p.m..  May  30, 
1891,  from  Marlborough,  Mass.,  and  was  shown  to  room  12 
on  the  third  story.  He  was  found  in  the  forenoon  of  June  2,  lying 
in  bed,  dead.  An  odor  of  gas  in  the  house  was  traced  to  room 
12,  which  was     found  full   of   gas,    the   cock   half    turned    on. 
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The  gas  fixture  was  in  good  condition,  having  a  burner  marked 
"two-foot;"  a  half  turn  of  the  cock  shut  off  certainly  half  the 
flow  of  gas,  allowing  two  or  possibly  three  feet  to  escape.  The 
physicians  who  were  called  said  that  he  had  been  dead  two 
days  or  more.  The  man,  who  paid  in  advance  for  one  night's 
lodging,  appeared  sober,  and  was  given  no  liquor  at  the  hotel. 
The  death  was  probably  accidental.  The  room  contains  about 
seven  hundred  and  seventy  cubic  feet,  with  one  window  fitting 
loosely  and  one  door  fitting  tightly. 

Euginio  Gallo  and  Giorgio  Niccolo,  sailors,  registered  at  the 
Hotel  Columbus,  corner  of  Richmond  and  Commercial  streets, 
Boston,  at  10.30  o'clock  p.3i.,July8.  The  next  morning  at  6 
o'clock  when  the  door  of  their  room  was  opened,  Gallo  was  found 
unconscious  and  Niccolo  slightly  affected  by  inhaling  illuminating 
gas.  Gallo  was  removed  to  the  City  Hospital  where  he'remained 
two  days  and  was  discharged,  well.  Niccolo  remained  about  the 
hotel  for  a  few  hours  and  returned  to  his  vessel,  apparently  all 
right.  The  room  occupied  has  two  beds,  two  windows  and  two 
doors,  and  contains  about  nine  hundred  cubic  feet.  There  was 
one  three-foot  burner  fully  open.  It  appeared  that  Niccolo 
got  out  of  bed  after  midnight  and  after  smoking  blew  out  the  gas 
and  retired.  Gallo  was  a  delicate  man,  about  forty- four  years 
old.  Niccolo  was  very  robust  and  about  twenty-five  years  of 
age. 

On  the  night  of  July  12,  II.  S.  Stron  and  Axel  Janssen,  sailors 
on  the  U.  S.  8.  Newark,  took  a  room  at  the  Hotel  Eastern,  Cause- 
way Street,  Boston,  and  retired,  asking  to  be  called  at  o  a.m.  At 
that  time  they  answered  the  call  but  remained  in  their  room. 
About  10  o'clock  the  men  were  found  by  the  wife  of  the  proprietor, 
the  room  being  filled  with  gas.  Janssen  was  lying  on  the  bed, 
dead,  and  Stron  was  on  the  floor  gasping  for  breath.  Stron  was 
removed  to  the  Massachusetts  General  Hospital  and  was  dis- 
charged well  on  July  14.  The  room  contains  about  eighteen 
hundred  cubic  feet,  and  has  two  large  windows  and  two  doors  all 
closed  tightly.  The  burner  was  a  three-foot  one  in  good 
condition.  In  the  room  a  half-empty  bottle  of  liquor  was  found, 
but  the  night  clerk  says  that  the  men  were  sober  when  they 
registered. 


1892.]  PUBLIC  DOCUMENT— No.  35.  35 

Jtily  8  about  noon  a  woman  registered  at  the  Victoria 
Hotel,  corner  of  Dartmouth  and  Newbury  streets,  Boston,  as  Mrs. 
J.  Clifford,  Chai'lestOD,  S.  C,  and  was  assigned  to  room  58.  At 
about  10  o'clock  a.m.,  July  11,  the  chambermaid,  finding  the  door 
of  the  room  locked,  and  being  unable  to  oi>en  it,  notifled  the  office. 
The  door  was  opened  and  the  occupant  found  dead,  upon 
the  bed.  The  room  was  filled  with  gas,  both  burners  being 
wide  open.  A  lace  handkerchief  had  been  crowded  into  the  key- 
hole of  the  door  leading  to  the  adjoining  room,  and  pieces  of 
cloth  had  been  put  into  the  keyhole  of  the  door  leading  into  the 
hallway.  Cloth  had  also  been  crowded  closely  under  the  doors 
with  some  thin  instrument  like  a  knife,  and  especial  care  had 
been  taken,  by  crowding  in  newspapers,  to  stop  all  ventilation 
aronnd  the  windows.  The  physicians  said  that  the  woman 
had  been  dead  since  the  evening  before  the  discovery  of  the 
body. 

John  F.  Lynch  of  Attleborough  registered  at  the  City  Hotel, 
Taunton,  August  4,  and  at  2  o'clock  in  the  morning  was  discovered 
suffering  from  the  effects  of  inhaling  gas.  He  was  cared  for  by 
the  night  clerk  of  the  hotel,  and  in  a  few  hours  was  all  right.  On 
retiring  he  had  blown  out  the  gas  instead  of  turning  it  off. 

James  G.  Ryan  of  Salem  was  made  seriously  ill  by  illuminat- 
ing gas  on  Sunday  afternoon,  September  27.  It  appeared  that 
Mr.  Kyan  went  to  his  chamber  and  took  with  him  a  young 
son.  Both  lay  down  on  the  bed  and  quickly  fell  asleep, 
the  child  I.  sleeping  but  a  short  time.  On  waking,  the  child  took 
hold  of  the  gas  stop-cock  and  began  turning  it  backward  and  for- 
ward, but  soon  got  off  the  bed,  leaving  the  burner  open,  and  went 
into  another  room.  Over  an  hour  afterward  Mrs.  Ryan  detected  a 
strong  odor  of  gas,  and,  opening  the  door  of  the  chamber,  found 
her  husband  on  the  bed,  face  downward,  his  body  rigid.  She 
immediately  opened  the  windows,  turned  off  the  gas  and 
summoned  a  physician,  who  worked  over  Mr.  Ryan  for  some  time 
and  succeeded  in  restoring  him  to  consciousness,  but  he  suffered 
from  the  effects  of  the  gas  for  several  days. 

James  Reardon  and  Michael  Lordon  were  found  about  6.30  a.m. 
OQ  October  27,  the  former  in  bed,  dead,  and  the  latter  on  the  floor 
aoooDBoioos,  in   the  room   occupied    by    them  at  199    Harrison 
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Avenae,  Boston.  They  went  to  bed,  as  near  as  can  be 
ascertained,  about  11  o'clock.  Failing  to  answer  when  called 
by  the  keeper  of  the  boarding-house  at  the  usual  hour,  6.30 
o'clock,  the  door  was  forced  open  and  the  men  found. 
Both  were  laboring  men ;  Heardon  about  seventeen  years  old, 
of  slight  build,  and  Lordon  about  thirty,  of  rugged  physique. 
When  the  room  was  entered  the  gas  burner  was  found 
about  one-third  open  and  the  room  filled  with  gas.  The 
door  and  window  both  fitted  tightly.  The  room  contains 
about  six  hundred  cubic  feet.  Lordon  was  removed  to  the  City 
Hospital,  and  was  discharged  from  there  October  31,  well. 

Daniel  McElligeth,  aged  forty,  a  fruit  peddler,  roomed  at  7 
Briggs  Place,  Boston,  and  was  found  by  the  lessee  of  the  house 
about  1.30  P.M.  on  Saturday,  November  14,  lying  on  the  floor  of 
his  room,  partially  unconscious  and  suffering  from  gas  poisoning. 
It  was  found  that  McKlIigeth  went  to  his  room  about  9  p.m.  on 
Friday,  November  13,  and  being  missed  by*  his  friends,  an 
inquiry  at  his  boarding-place  led  to  an  investigation.  The  room 
contains  about  fifteen  hundred  cubic  feet  and  has  two  large  win- 
dows and  a  door  fitting  loosely ;  there  are  two  five- foot  burners, 
one  of  which  was  fully  open.  McElligeth  cannot  account  for  the 
gas  having  been  left  flowing.  After  a  few  days'  treatment  at  the 
hospital  he  was  discharged  well. 

On  the  night  of  December  10,  after  midnight,  C.  H.  McDowell 
of  Swansboro',  N.  C,  arrived  at  the  United  States  Hotel,  and 
registered  as  John  Williams,  Providence.  The  next  morning 
about  10  A.M.,  after  repeated  calls,  a  failure  to  respond  awakened 
the  suspicions  of  the  hotel  porter,  who  looked  through  the  transom 
and  saw  the  man  lying  upon  the  bed.  The  room  was  forcibly 
entered,  and  a  three- foot  gas  burner  found  fully  open  and  the 
room  filled  with  gas,  rendering  McDowell  insensible.  He  was 
removed  to  the  Emergency  Hospital,  and  thence  to  the  City 
Hospital,  where  he  remained  until  December  18,  when  he  was 
discharged,  well.  The  room  contains  about  eight  hundred  and 
fifty  cubic  feet.  McDowell  says  that  he  probably  blew  out  the 
gas  on  retiring. 

On  the  night  of  Dec.  24,  at  about  11  o'clock,  a  young 
man  about  twenty-one  years    of    age    registered   at  the  Hotel 
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Marion,  comer  of  Pleasant  and  Eliot  streets,  Boston,  as  Tom 
Holt,  and  was  assigned  to  a  room  on  the  foarth  floor.  On  tbe 
afternoon  of  the  25th,  about  3.30  o'clock,  the  son  of  the  pro- 
prietor noticed  a  strong  smell  of  gas,  and  traced  the  same  to 
Holt's  room.  An  entrance  was  effected  and  the  occupant  found 
insensible,  with  the  burner  wide  open.  A  physician  was  summoned 
and  finding  a  slight  movement  of  the  heart  endeavored  to  restore 
consciousness,  but  was  unsuccessful,  and  the  man  died  shortly 
afterward.  From  information  obtained  it  appears  that  the  name 
of  the  young  man  was  Thomas  Herbert,  and  that  he  came  from 
Providence,  R.  I.  The  medical  examiner  believes  the  case  to  be 
suicide.  The  young  man  was  well  dressed,  and  evidently  in 
good  health. 

The  Brockton  Gas  Light  Company  reports  that  on  the  evening 
of  Dec.  25,  two  girls,  aged  ten  and  eight  years,  occupied 
room  6  at  the  Hotel  Elmore.  Before  retiring  one  of  the  girls 
turned  off  the  gas  ;  the  other  tried  to  lock  the  door  of  the  room,  but 
was  unable  to  do  so  on  account  of  a  defect  in  the  lock.  The  girl 
then  turned  on  the  gas,  under  the  impression  that  it  would 
light  by  so  doing.  Not  feeling  the  effects  of  the  escaping  gas 
both  girls  retired  and  were  soon  asleep.  The  night  porter 
in  his  rounds  about  eleven  o'clock  discovered  an  odor  of  escaping 
gas,  and  notified  the  proprietor  (the  father  of  the  girls)  who, 
failing  in  his  attempts  to  get  an  answer  from  the  occupants 
of  the  room  to  his  repeated  calls,  opened  the  door  and  removed 
the  girls  to  another  room ;  the  effects  of  the  gas  were  but  tem- 
porary, and  the  girls  soon  recovered.  The  room  contains  about 
fifteen  hundred  and  fifty  cubic  feet. 

On  January  18,  George  Clark,  Margaret  Clark  and  Mary  E. 
Gillis  were  found  dead  in  bed  in  the  basement  of  21  North  Grove 
Street,  Boston.  Clark  was  about  twenty-six  years  of  age,  Margaret 
Clark  about  thirty-five  and  Mary  E.  Gillis  not  over  five. 
The  discovery  of  escaping  gas  was  made  by  Officer  Glawson  of 
the  third  division  while  patrolling  his  beat,  and  traced  to  the  above 
house.  Entering,  he  aroused  the  inmates  of  the  house  above 
the  basement,  two  of  whom  were  in  such  a  stupefied  condition 
from  the  effects  of  gas  that  they  had  to  be  carried  to  the  street. 
The  other   inmates   reached    the   street  without  assistance,   and 
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on  breathing  the  fresh  air  fully  recovered.  The  escaping  gas 
came  from  a  drain  pipe  running  from  a  sink  in  the  room 
occupied  by  the  Clark  family  and  connected  with  an  old  drain 
constructed  of  planks,  used  as  a  part  of  the  former  sewage 
system  of  Parkman  Street.  A  break  was  found  in  the  gas  main 
in  Parkman  Street,  about  one  hundred  feet  from  the  house, 
and  about  one  foot  above  the  so-called  surface  sewer  connected 
with  the  house,  at  a  point  where  by  decay  the  sewer  had 
fallen  in.  This  removed  the  necessary  support  for  the  gas 
main  and  caused  tlie  break.  The  old  so-called  surface  sewer 
had  been  placed  there  before  1836.  The  gas  main  was  laid 
more  than  fifteen  years  ago,  but  no  defect  or  break  had 
occurred  at  that  point  before,  so  far  as  known,  and  no  smell  of  gas 
had  been  noticed  in  the  house.  The  dwelling  is  old  fashioned  and 
had  three  tenants. 

The  Fall  River  Gas  Works  Company  reports  that  on  March  1 
several  persons  were  slightly  affected  by  an  escape  of  gas  from  a 
broken  main,  one  man  having  been  made  insensible  for  a  short 
time.  The  main,  which  was  a  six-inch  one,  was  probably  broken 
by  the  passage  of  a  heavy  engine  some  weeks  before.  The  smell 
of  gas  had  been  noticed  for  some  days  and  the  freezing  of  the 
ground  probably  caused  the  gas  to  pass  into  the  houses,  on  the  line 
of  the  main. 

Peter  Jones,  a  bootblack,  occupying  the  basement  of  the  four- 
story  brick  building  22  Chapman  Place,  corner  Bosworth  Street, 
Boston,  entered  the  building  on  the  7th  of  December  a  little  after 
7  o'clock  A.M.,  and  detecting  the  smell  of  gas  opened  the  windows 
in  the  basement.  Satisfied  that  the  room  had  been  freed  from  gas 
he  lighted  a  match,  causing  an  explosion.  He  was  thrown 
against  the  wall  and  after  being  assisted  to  the  sidewalk  was 
sent  to  his  home.  Just  before  Jones  entered  the  building 
William  Haynes,  the  occupant  of  a  room  in  the  fourth  story,  went 
in,  and  noticing  a  strong  odor  of  gas,  opened  the  windows  on  each 
landing  as  he  went  up.  Shortly  after  opening  the  windows  he 
heard  the  explosion  and  at  once  started  for  the  street  which  he 
reached  in  time  to  see  Mr.  Jones  coming  from  the  basement.  The 
glass  in  the  front  of  the  firat  floor  occupied  by  John  Mack  &  Co. 
was  completely  shattered,  the  floor  torn  up  and  the  walls  badly 
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torn.  The  basement  occupied  by  Mr.  Jones  was  also  damaged. 
The  gas  came  into  the  building  under  the  front  wall  on  Chapman 
Place  from  a  broken  gas  main.  The  break  in  the  pipe  was  caused 
by  a  settling  in  the  street  in  front  of  the  building. 

The  following  cases,  which  were  omitted  from  the  report  of 
1890,  have  been  furnished  the  Board  by  Dr.  S.  W.  Abbott,  Secre- 
tary of  the  State  Board  of  Health,  and  are  here  inserted  in  order 
to  make  the  report  of  these  cases  as  complete  as  possible. 

John  S.  Fuller  of  Wareham,  aged  61,  took  a  room  at  the  hotel 
No.  41  Kneeland  Street,  Boston,  at  11.30  p.m.  on  Jan.  4,  1890, 
aod  was  found  dead  in  bed  at  10  a.m.  on  January  5,  with  the 
room  full  of  gas,  the  cock  being  half  open.  The  man  was  just 
recovering  from  a  spree  and  the  medical  examiner  made  a  return 
of  accidental  death. 

August  Jno.  Mulsen,  aged  27,  was  found  dead  in  his  room  in 
Boston  on  Aug.  10,  1890,  with  the  gas  turned  on  and  all  the 
windows  and  transoms  shut.  He  had  no  money  and  the  medical 
examiner  reported  the  case  as  one  of  suicide. 

The  total  number  of  deaths  caused  by  inhaling  illuminating  gas  in 
the  United  States  during  the  year  1891,  as  reported  to  the  Board 
from  various  sources,  was  two  hundred  and  eleven.  In  the  reports 
thus  given,  it  appears  that  of  this  number  thirty-three  were  cases  of 
suicide,  and  one  hundred  and  seventy-eight  are  supposed  to  have 
been  accidental.  The  accidental  deaths  from  illuminating  gas, 
omitting  those  in  this  State,  occurred  in  the  following  cities 
and  towns ;  — 

New  York  City,  32  ;  Chicago,  111.,  34  ;  San  Francisco,  Cal.,  16 
Baltimore,  Md.,  6;  Washington,  D.  C,  10;  Philadelphia,  Pa.,  7 
Sioux  City,  la.,  and  Omaha,  Neb.,  4  each;  Toledo,  O.,  Minne 
apolis,    Minn.,    Brooklyn,  N.  Y.,  and   Milwaukee,  Wis.,  3  each 
Hartford,  Conn.,  Terre  Haute,  Ind.,  Norfolk,  Neb.,  Hoboken,  N 
J.,  Detroit,   Mich.,   Providence,    Pa.,   Poughkeepsie,  N.  Y.,  and 
Des  Moines,  la.,  2  each;  St.  Joseph,  Mo.,  Wellsville,  Newport, 
and   Columbus,    O.,   Joliet  and   Urbana,  III.,    Los  Angeles  and 
Sacramento,  Cal.,  McKeesport,  Carlisle  and  Reading,  Pa.,  Woon- 
Bocket  and   Pawtucket,  R.    I.,  Plainfield,  Atlantic  City,  Asbury 
Park  and  Long  Branch,  N.  J.,  Yonkers  and  Albany,  N.  Y.,  Mar- 
quette, Mich.,  Waterbury  and  Bridgeport,  Conn.,  Memphis,  Tenu., 
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LIdcoId,  Neb.,  Burlington,  la.,  St.  Paul,  Minn.,  and  Superior, 
Wis.,  1  each. 

Following  is  the  number  of  fatal  accidents  occurring  in  each 
month  during  the  year:  January,  23;  February,  17;  March,  17; 
April,  17 ;  May,  17 ;  June,  21 ;  July,  11  ;  August,  8 ;  September, 
19  ;  October,  22 ;  November,  21 ;  December,  18. 

Of  the  fatal  accidents  from  gas  two  occurred  where  oil  gas  is 
made,  six  where  coal  gas  only  is  made,  seventy-one  in  places 
where  there  is  only  water  gas  and  ninety-nine  where  both  coal  and 
water  gas  are  used. 

The  following  table  shows  the  corporate  name,  the  localities 
supplied,  the  capital  and  the  par  value  of  the  shares  of  the  com- 
panies in  active  operation  on  the  thirtieth  day  of  June  last :  — 


CORl*OKATE  N.\ME. 


Localities  SuppliPil. 


CapltAl. 


Par 
Vulne. 


Adams  Gas  Light  Co., 
Amesbury  &  Salisbury  Gas  Co  , 

Amherst  Gas  Co 

Arlington  Gas  Light  Co.,    . 


Afhol  Gas  &  Electric  Co.,  . 
Atileborough  Gas  Light  Co., 
Bay  State  Gas  Co.,*    . 
Beverh'  Gas  Li<jht  Co  , 
Boston  Gas  Light  Co., 
Brockton  Gas  Light  Co., 
Broukline  Gas  Light  Co., 


Cambridge  Gas  Light  Co., . 
Charlestown  Gas  Co., . 


Chelsea  Gas  Light  Co., 
Chicopeo  G.is  Works, . 
Citizens'  (Jaa  Light  Co.  of  Quincy, 
Citizens'  Gas  Light  Co.  of  South 
Reading, 


Clinton  Gas  Light  Co., 
Cottage  City  Gas  &  Electric  Co., 


Adams,  . 
Amesbury, 
Amherst, . 
Arlington, 
Belmont, . 
Winchester, 
Athol, 
Attleborough,  . 

Beverly,   . 
l^ston(city  proper) 
Brocktftn, 
Brookline, 
Boston  (Brighton 
District), 

Cambridge, 
SoniervilTe  (in  part) 
Charlestown,    . 
Somerville  (in  part) 
Med  ford  (in  part), 
Chelsea,    . 
Chicopee  Centre, 
Quincy,    . 

W^akefield, 
Reading,  . 
Stoneham, 
Clinton,  . 
Cottage  City,    . 


$17,300 
60.000 
2o,0(M) 
70,000 


25,ono 

46,400 
600,000 

60,000 

2,o0().<  00 

100,OmO 

600,000 


700,000 
600,000 


3  0,000 
30,000 
63,000 

95,300 


60,000 
25.000 


$25 
100 
100 
100 


100 
100 
100 
100 
600 
100 
100 


100 
60 

ItO 
100 
100 


600 
100 


*  Sells  only  to  other  companies. 
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LouUllet  SqppUcd. 

CluJUl. 

Pir 

Diovere  C.:\s  1A<^hl  Co..      . 

Daavers,  . 

130,000 

♦50 

Dedlikin   &   Ilvlf   Piirk  Gm  & 

Electric  Light  <o 

Dedhani,  . 

100.000 

00 

Hyde  Park.      . 

Dorcheeter  Goa  Light  Co., . 

B.iston   (Dorchester 

District), 

100,000 

100 

Milton,     . 

Eut  Boston  Gas  Co 

Bi>sU>n  (E,  Boston), 

220.000 

26 

£M(b:imptnn  GnsCo., 

30,000 

1ft) 

f»l  Riin-r  Gx.B  Worka  Co., 

Fall  Kiver  (in  part), 

288,000 

100 

Fiu-libursGasCo 

Filchborgh,      . 

100,000 

60 

Tram  ill  gh:i,m    Light,     Heat     & 

Power  Co 

Framingham,  . 

75,000 

100 

fiirdner  Ga«  Lljtht  Co.,       . 

Gardner,  . 

3' 1,000 

100 

Gloucester  Gaa  Light  Co., . 

Gloucesler, 

80,UW0 

60 

Creenlield  Gas  Light  Co.,  . 

Greenfield,       . 

80,000 

50 

Haveihill  Gas  Light  Co.,    . 

Haveihill,         .         . 

76,000 

60 

Bradford, . 

Ipswich  Gas  Light  Co.,       . 

Ipswich.    . 

16,000 

100 

Jamaica  Plain  Gas  Light  Co.,    . 

Boston  (Ward  23),  . 

200,000 

100 

Uwrence  Gas  Co.,     . 

Lawrence, 

600,000 

100 

Methuen,  . 

- 

North  Andover, 

Lee  Elpctric  Co 

Ue 

20.000 

100 

I^r.niin!^ter  Gas  Light  Co., 

LeoniinstcT, 

.WyiM 

100 

Liinsion  Gas  Light  Co.,  . 

Lexington, 

:iO,(M)0 

100 

Lowi-11  Gaa  Light  Co.. 

I^well,     . 

flOO.OuO 

lUO 

Dracut.     . 

Tewtsbury, 

LTnn  Gas  &  Electric  Co.,   . 

Lynn,        .         .         . 

375.IIUO 

100 

MalUen  &  Melrose  Gas  Light  Co., 

Mi.ldon,    . 
Melrose,    . 
Medford  (in  part).  . 

2-JO,0U0 

100 

I 

Everett,    . 

llanuracturers'  Gaa  Light  Co.,    . 

Fall  River  (in  part), 

50,000 

100 

MarblrfieaJGusA  Elecirie  Light 

Ca.                   .        .        -        . 

M:irblehead,     . 

«,0iiO 

100 

Mftrihoroufih  Gas  Light  Co..  .     . 

Mitrl  bo  rough,   . 

ao.uoij 

100 

MdJltborough  Gas  &  Electric 

Co.,.         .".... 

Middlcborough,       . 

no.ooo 

100 

Ullford  Gas  Light  Co., 

Milf..rd.    . 

72,31.0 

100 

llopedale. 

Nanlucket  Gas  Li<,'hl  Co.,  . 

Nantucket, 

.ie.o(-o 

1(10 

JlaiictGH-^LiirlilC-.. 

Nutick,     . 

20,000 

100 

.\  w  fiedforil  Gas  and  Edison 

Light  Co 

New  Redforil,  . 

6.^0,000 

100 

Sewburvpjort  Gas  &  Electric  Co  , 

Scwburjport,  , 

140.000 

100 

KewionA  Wolertown  Giis  Light 

Co 

Newton,  . 

200,000 

100 

Watertown, 

Wellesley, 

- 

_ 

Weston,    . 

" 

" 
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CORPORATE  NAME. 


Localities  Supplied. 


Capital. 


I    Tar 
i  Value. 


North  Adams  Gas  Light  Co., 
Northampton  Gas  Liurht  Co., 
North  Attleborough   Gas  Light 
Co., 


Norwood  Gas  Light  Co.,  . 
Pittsfield  Coal  Gas  Co., 

Plymouth  Gas  Light  Co.,  . 

Roxbury  Gas  Light  Co.,  . 

Salem  Gas  Light  Co., 

South  Boston  Gas  Light  Co., 

Southbridge  Gas  &  Electric  Co., 
Spencer  Gas  Co., 
Springfield  Gas  Light  Co., 
Stoughton  Gas  &  Electric  Co.,  . 
Taunton  Gas  Light  Co., 
Waltham  Gas  Light  Co.,    . 
Webster  Electric  Co., 

Woslfield  Gas  Light  Co.,    . 
Williamstown  Gas  Co., 
Woburn  Gas  Lijjht  Co., 
Worcester  Gas  Light  Co.,  . 


North  Adams, . 
Northampton,  . 

North  Attleborough, 

Attleborough  Falls, 

Wrentham, 

Norwood, 

Pittsfield, . 

Plymouth, 

Boston  (Roxbury 
District), 

Salem, 

Peabody,  . 

Boston  (South  Bos- 
ton), 

Southbridge, 

Spencer,  . 

Springfield, 

Stoughton, 

Taunton,  . 

Waltham, 

Webster,  , 

Dudley,    . 

Westfield, 

Williamstown, 

Woburn,  . 

Worcester, 


f50,000 
50.000 

68,100 


12,000 
62,500 
40,0j0 

600,000 
300,000 


440,000 
40,000 
85,000 

500,000 
24,000 
80,000 

140,000 
45,000 

54,000 

20,000 

45,100 

500,000 


$100 
25 

100 


100 
100 
100 

100 
100 


100 
50 
100 
100 
100 
50 
100 
100 

100 
100 
100 
100 


The  company  at  Fitchburg  furnishes  water,  that  at  Gloucester 
maintains  a  wharf  and  supplies  water,  and  that  at  Springfield 
furnishes  steam  for  heating.  In  addition  to  these,  the  companies 
in  Amherst,  Athol,  Beverly,  Brooklinc,  Charlestown,  Chelsea, 
Clinton,  Cottage  City,  Easthampton,  Fitchburg,  Holyoke,  Law- 
rence, Lee,  Lynn,  Middleborough,  New  Bedford,  Newburyport, 
Newton,  North  Adams,  Southbridge,  Spencer,  Stoughton,  Wake- 
field, Waltham,  Webster  and  Westfield,  furnish  electric  light. 
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The  following  table  shows  the  names  of  the  owners  of  gas 
works  not  owned  by  gas  companies,  the  localities  supplied,  and 
the  estimated  value  of  the  plant :  — 


Chieopee  Manufacturing  Co.,       .        .    Chicopce  Falls, 
Holyoke  Water  Power  Co.,  .        . .      .    Holyoke, 
OiisCo., Ware, 


125,000  00 

100,000  00 

10,000  00 


The  following  companies  have  bonds  and  notes  outstanding :  — 


Amher&t,  .        .        • 

Athol, 

Bay  State  (Boston), 

Beverly  (special  stock), 

Beverly  (notes), 

Brockton, 

Brookline, 

Charlestown,   . 

Chelsea,  . 

Citizens^  (Quincy), 

Citizens'  (Wakefield), 

Clinton,   . 

Cottage  City, 

Dan  vers,  . 

Dedham,  . 

Easthampton, 

Fitch  burg, 

Framingham, 

Gardner,  . 

Greenfield, 

Haverhill, 

Ipswich,  . 

Jamiica  Plain, 

Lawrence, 

Lee, 

Lexington, 

Lowell,    . 

Lvnn, 

Maiden,    . 

Marblehead, 

Middleborougl 

Naiick,     . 

New  Bedford, 

New  bury  port, 

Newton,  . 

North  Adams, 

North  Attleborough, 

PitUfield, 


(18.500  00 

26,000  00 

4,612,000  00 

11,><00  00 

19,606  00 

112,000  00 

350,000  00 

34,600  00 

70,000  00 

64,350  61 

76,616  97 

65,000  00 

5,730  26 

3,00!)  00 

9,000  00 

1,000  00 

66,000  00 

76,400  00 

22,860  00 

1,500  00 

42,500  00 

8,985  00 

42,500  00 

200,000  00 

16,242  52 

67  CO 

80,(.00  00 

103,500  00 

7,753  41 

6,200  00 

80,(K.O  00 

8,500  00 

165,300  00 

10,000  00 

161,000  00 

45.800  00 

47,670  00 

26,500  00 
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South  Boston, 

Southbridge, 

Spencer,  . 

Springfield, 

Waltham, 

Webster,  , 

Westfield, 

Williamstown, 

Worcester, 


$48,000  00 
18.600  00 
85.000  00 
60,000  00 
49.000  00 
82,454  24 
21,600  00 
11,503  60 
40,000  00 


The  following  table  shows  the  whole  number  of  stockholders, 
the  number  resident  in  Massachusetts,  and  the  value  of  the  stock 
held  within  the  Commonwealth  :  — 


Whole  Xamber 

Namber  of 

Value  at  Par  of 

NAME  OF  COMPANY. 

of 

Stockholders 
resident  in 

Stock  held  ia 

Stockboldera. 

Massachasetts. 

Massachasetts. 

Adams,      ..... 

8 

8 

$17,300 

Amesbury, 

1                • 

15 

6 

27.800 

Amherst,  . 

37 

37 

25,000 

Arlington, 

64 

41 

44,100 

Athol, 

8 

2 

2,000 

Attleborough,  . 

21 

18 

45.600 

Bay  State  (Boston), 

8 

6 

600 

Beverly,    . 

38 

38 

60.000 

Boston, 

6 

4 

2.000 

Brockton, . 

44 

42 

99.400 

Brookline, 

186 

126 

439,2^X) 

Cambridge, 

398 

350 

6-28.-i00  . 

Charlestown,    . 

242 

280 

470,9.50 

Chelsea.    . 

130 

124 

289,700 

Chicopee. . 

3 

3 

30,000 

Citizens'  (Quincy),  , 

6 

8 

52,800 

Citizens'  (Wakefield 

).      ' 

46 

44 

94.400 

Clinton.     . 

25 

25 

60,000 

Cottage  City, 

10   • 

10 

25,000 

Danvers.   . 

22 

21 

1 1 ,950 

Dedhnm.  . 

40 

33 

66,650 

Dorchester, 

26 

22 

367.800 

East  Boston, 

132 

112 

195,375 

Easthiimpton, 

41 

34 

26,700 

Fall  River. 

19 

13 

12,000 

Fitchburg. 
Framingnum, 

36 

33 

91.300 

19 

17 

42,300 

Gardner.   . 

5 

4 

24.000 

Gloucester, 

76 

71 

76,550 

Greenfield, 

37 

27 

43,700 

Haverhill, 

58 

62 

63,950 

Ipswich,    . 
Jamaica  Plain,. 

28 

28 

16.000 

137 

131 

189,600 
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:<AUE  OP  COMPART. 

«t 

Block  bald  Id 

Btoeklulitan. 

HUUcbBMU. 

206 

184 

$447,700 

Lee 

11 

11 

20,000 

60 

56 

48,200 

Ulineion 

19 

18 

19.9U0 

Lowell 

266 

228 

449,600 

16S 

160 

367.200 

Mild^D 

U7 

126 

187,100 

Manuractiir«rs' (F«mtiTeO>  ■ 

7 

7 

60,000 

Uarbiehead.     .        .        .        . 

29 

23 

32J00 

UarlbnroitKfa,    .           ,          .          , 

12 

12 

60.000 

Middleborongh, 

13 

62 

48 

34,600 

K«ick.   :    .     .     .    . 

21 

21 

20.000 

354 

S22 

493.700 

Hewbnrjport,  ■        .        .        . 

97 

87 

131,600 

North  Adama 

40 

46,600 

Korth.iroptoo 

43 

32 

31.200 

Sunh  Attlsborough, 

I^tblield 

fid 

Pljrooulh,         .        .        .        . 

Koibury,  

4 

Salem 

28 

24 

43.800 

Souihbritlge,     .          .         .         . 

59 

39,000 

]2<1 

112 

476,.^00 

SiooghtoD 

100 

75,000 

WuUham, 

Webster, 

18 

18 

4.'i,000 

21 

18 

47,700 

3 

3 

2(t,000 

Woliun. 

4fi 

44,600 

Worcester         .         .        .        . 

187 

177 

465,400 

46 


GAS  COMMISSIONERS. 


[Jan. 


The  following  statlBtics  exhibit  the  aggregate  receipts  and  ex- 
penses of  all  the  companies  in  the  State,  compiled  from  the  items 
relating  to  the  manufacture  and  sale  of  gas  in  the  last  two  returns 
made  to  the  Board  :  — 


Ybas  Ekdixg  Jckb  80. 


1S90. 


19»1. 


Receipts  :  — 

For  gas  sold  by  meter. 

For  gas  supplied  to  public  lamps. 

From  sales  of  coke,    .... 

sales  of  tar,       .... 

sales  of  ammoniacal  liquor,    . 

rem  of  meters, .... 

rent  of  gas  stoves  and  engines, 

rent  of  gas  lamps,    . 

public  lamps  other  than  gas  lamps 

ether  sources,   .... 


Total, 


Expenses  :  — 

1.  v^orils,    •.•••«• 

2.  Enrichers, 

8.  Purifying  materials,     .        .        .        . 

4.  Water, 

6.  Wages  at  works, 

6.  Repairs  and  mrtintenanceof  works  (in- 

cluding renewal  of  retorts),    . 

7.  Apparatus  and  machinery,  . 

8.  Wages  of  meter  takers,  clerical  labor 

in  distribution,  and  salary  or  com- 
misi-ion  of  collectors, 

9.  Repairs,  renewals,  and  maintenance  of 

mains  and  service  pipes, . 

10.  Repairs  and  renewals  of  meters, 

11.  IJt^hting   and  repairing   (gas  lamps 

only), 

12.  Lighting  and  repairing,  and  materials 

used  for  other  lamps, 

13.  Directors'  allowances,  . 

14.  Salaries  of  officers, 

15.  General  salaries,  .... 

16.  Rent  of  offices,      .... 

17.  General  office  expenses, 
lo.  1  axes,  ...... 

19.  Fire  insurance,     .... 

20.  Law  expenses,      .... 

21    Claims, 

2'2,  Bad  debts, 

23.  Incidental  expenses,    . 

24.  Gas  bought, 

Total 


$4,432,899  30 

327,4.S8  06 

344,897  46 

117,603  71 

29,636  68 

1.265  28 

1,910  84 

2,076  70 

12,788  53 

474  49 


15,270,991  04 


11,299.030  83 

140,017  84 

30,734  13 

23,701  60 

633,707  66 

240,580  22 
52,130  15 


98.350  74 

130,4'U  95 
52,986  83 

10,823  69 

12,319  15 
10,593  28 

143.902  06 

105,116  22 
10,961  61 
41.718  20 

268,949  68 
9,419  61 
27,879  51 
10,390  77 
17.002  37 
39,068  44 

242.561  64 


13,662.372  98 


$5,040,438  78 

292,544  62 

266,581  10 

157.182  52 

22,812  31 

1,657  65 

4,553  .^3 

2,314  76 

9,273  25 

592  47 


$5,797,950  79 


$1,170,720  54 

266,437  69 

28,576  76 

22,352  38 

647,062  30 

235,428  06 
64.769  34 


105,827  93 

151,411  55 
47,.597  36 

12,081  45 

8,734  78 

16,890  02 

144,705  68 

100,2  in  84 

12,119  09 

44.098  98 

272,^84  78 

9,684  10 

34.630  09 

26,2.56  90 

8,976  53 

26.492  08 

842,332  69 


$4,200,281  92 
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Fos  Ykak  Evdimo  Jdme  80. 

1S»0. 

1S»1. 

Leaving  an  apparent  net  profit  on  their 
gas  business  of 

The  J  have  also  received  for  interest, 

They  have  also  received  for  rents,  cic,     . 

They  have  also  received  as  profits  from 
electric  lighting, 

$1,608,618  06 

16,(85  00 

151,003  43 

110,871  40 

$1,597,668  87 

24,644  58 

211,414  61 

143.240  78 

Making  a  total, 

From  these  receipts  were  paid  interest  on 

bonds  and  loans, 

Diridends, 

Other  items, 

$1,886,637  89 

$144,128  98 

1,017,785  CO 

107,248  67 

$1,976,968  74 

$521,886  81 

1,026,950  00 

85,380  60 

Leaving  a  snrplus  for  the  year  of 

$1,269,157  65 
$617,480  24 

$1,684,216  41 
$392,752  33 

Seven  of  the  companies  appear  not  to  have  earned  expenses, 
and  twelve  others  have  npt  earned  sufTicient  to  warrant  the  declara- 
tion of  any  dividend. 

The  receipts  for  gas  sold  by  meter  show  an  apparent  increase  of 
about  $G08,000  ;  but  the  sales  made  by  various  Boston  companies 
to  one  another,  and  thus  counted  twice  as  sold,  reduce  this  amount 
to  about  $8,000.  Receipts  from  public  lamps  continue  to  fall  off, 
this  year  showing  a  decrease  of  about  $35,000. 

In  the  appendix  will  be  found,  under  date  of  June  30,  1891,  the 
separate  balance  sheets  of  the  companies,  as  taken  from  the 
annual  returns,  with  corrections  as  made  by  the  Board  after  ex- 
amination and  correspondence  with  the  officers  of  the  several 
companies. 
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Aggregates  from  these  balance  sheets  and  those  in  the  returns 
of  1890  show  the  following  facts :  — 


Fob  Year  Exdino  Junk  90. 


1S»1. 


Surplus, 


Assets  :  — 
Real  estate,  machinery,  street  mains  and 

meters. 
Cash  on  hand, 
Due  for  gas,  . 
Other  accounts  due, 
Materials,  etc.. 
Notes  receivable,  . 
Investments,  . 
Electric  assets,      • 


Liabilities:  — 
Capital  stock. 
Bonds,    . 
Notes  payable, 
Unpaid  bills, . 
Unpaid  dividends, 
Deposits, 
Interest  due  and  unpaid, 
Other  items,  . 


Reserved  and  depreciation  funds, 


$22,629,075  72 
657,037  67 
491,668  38 
112,865  77 
635,648  04 
224,694  63 
475,559  16 
1,650,427  31 


126,576,266  58 


$13,158,300  00 

449,970  00 

5,641,782  93 

141,121  55 

«0,353  50 

32,752  41 

3.945  80 

42,784  99 


$19,390,961  18 
618,289  68 


$20,009,250  86 
I      6,567,015  72 


$26,576,266  58 


$23,075,991  07 
618,663  53 
492,861  55 
262,167  81 
815,315  10 
164,623  31 
356,376  29 
2,182,042  57 


$27,968,641  23 


$13,361,000  00 

1,148,556  08 

5,862,007  42 

371,603  40 

19,851  50 

38,864  13 

10,228  88 

49,857  04 


$20,861,868  45 
620,386  14 


$21,382,254  59 
6,586,386  64 


$27,968,641  23 


Of  these  companies  — 


56*  show  an  aggregate  surplus  of 
11*  show  an  aggregate  deficit  of  . 

Leaving  total  net  surplus,  as  shown 
above, 

Which,  added  to  reserves  carried  as 
liabilities, 

Would  show  an  actual  surplus  of 
Equivalent  to  per  cent  on  capital  of 
about  


$6,684,922  97 
117,907  25 


$6,567,015  72 
618,289  68 


$7,185,305  40 
63 


$6,824,571  26 
238,184  62 


$6,586,386  64 
620,386  14 


$7,106,772  78 
53 
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The  foUowiDg  table  shows  the  vahiation  of  the  property  ot  each 
compfuiy  as  assessed  by  the  local  oasesBors :  — 


Ah»h<1 

SAME  <Jf   roMPASTY.        1         v'^u, 
1 

NAME  or  WMI'ASV. 

Aihms,                          .  ■     ♦14,100 

Lexington, . 

r^wen,     . 

•3,278 

Aniesbary.    . 

18,700 

993,620 

Amherst, 

6,460 

ten,  :    :    : 

235,500 

Arlington,     . 

36.160 

133,700 

AihoiT  .... 

16,000 

Manufacturers'    (Fall 

Altlpborough,       . 
B»j  Slate  (BoBton),     . 

S6,S00 

River),    . 

63,900 

526,.ino 

Marblehead,       . 

13,800 

Beierlv.        .        .        . 

54.226 

Marlborough,     . 

14,000 

Bo»-ton.         .        .        . 

4,365,800 

Midilleborough, . 

23.200 

Srockton, 

84,276 

Milfonl,      . 

76,400 

Brooklitie.     . 

432,100 

Nantucket, . 

C.000 

Cambridge,  . 

81G,100 

Xatick, 

12,200 

Charleitown.        .        . 

662,700 

New  Bedford,     . 

441,:j00 

Chdite.1.         .         .         . 

310,760 

Newburypoit,     . 

136,200 

Chieopee,      . 

30,000 

Newton. 

361,100 

Chicopee  Falls.    . 

10,000 

North  Adams,     . 

24,000 

Citizens'  (Quincy),      . 
CiiizeDa- (Wakefield),. 

13,500 

Northamiitoti,     . 

61,800 

59,000 

North  Attleborongh, . 

57,300 

CliDlnn, 

75.000 

Korwood,    . 

11,000 

Collage  City. 

10,400 

llttefield.    . 

78,600 

Danvers, 

4,000 

Plymouth,  . 

22,350 

iJedham,       . 

32,500 

Roxbiiry,    . 

633,600 

IVpn-lipster,  . 

29H,200 

!in1eta, 

;t()3.000 

En«t  Boston, 

220,000 

South  BoBtoi),     . 

:w(;,iioo 

33,600 

Southbridge, 

21,000 

Fall  River,    . 

25a,l()0 

Spencer,      . 

22,400 

Fitcbbure,    . 
Fraiuingnnm, 

101,325 

Springfield, 
Stoughton, . 

544,670 

8,500 

(isrfner. 

Taunton,     . 

64,400 

(lluuoeHt«r,  . 

79,000 

WalUiam,   . 

193.000 

Creenfield,    . 

29,000 

Ware 

9.150 

Haverhill,     . 

164,000 

Webster.     . 

3i,mHi 

Holynke, 

202.000 

Westfield,  . 

52,500 

IlKWicIl, 

5.400 

3,750 

.hmnka  I'lniti, . 

193.300 

Wnbum,     . 

46,100 

Uwrence,    . 

451,000 

Worcester, . 

576,000 

Ue,     . 

10,600 

Leominster,  . 

20,000 

Total,  . 

115,295,794 
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Included  in  the  above  are  certain  companies  which  have  electric 
light  plants,  and  the  following  shows  the  assessed  value  of  such 
wherever  separately  returned  :  — 

Amherst, $2,000 

Athol, 0,000 

,    Beverly, 33,300 

Hrookline, 10,600 

Clinton 28,800 

Cottage  City, 8,160 

Easthampton, 4,000 

Fitchburg, 68,000 

Holyoke, 102,000 

Lawrence, 60,449 

I^e, 8,600 

Lynn, 95,600 

Middleborough, 16,000 

New  Bedford, 136,200 

Newton, 82,100 

North  Adams, 8,000 

Webster, 21,600 

Westfield, 16,600 

Total, $686,609 

The  value  of  the  gas  plants,  as  assessed  by  the  local  assessors, 
is  then  in  round  numbers  $14,000,000,  as  there  are  electric  plants 
at  Charlestown,  Chelsea,  Newbury |X)rt,  Southbridge,  Stoughton, 
Wakefield  and  Waltham,  which  are  not  given  in  the  above  table. 
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The  following  tabic  shows  the  amount  paid  by  each  company  for 
taxes,  after  deducting  the  amounts  belonging  to  the  electrical 
departments  and  the  amount  for  each  thousand  feet  of  gas  sold :  — 


Amount 

Amount  of  Taz«i 

Per 

NAME  OF  COMPANY. 

Paid. 

Thonsand 
Mdd. 

Adams,       ........ 

(441  69 

$0  0873 

Amesbury,         .... 

588  88 

1259 

Amherst,    ..... 

108  Si 

1323 

Arlington, 

1,026  89 

1701 

Athol, 

157  35 

0638 

Attleborough,    .... 
Bay  State  (Boston),  . 

496  96 

0675 

8,300  27 

0133 

Beverly,     

557  56 

0779 

Boston, 

78,950  65 

0558 

Brockton, 

1,405  12 

0823 

Brookline, 

4,497  78 

0786 

Cambridge,        .... 

20,497  49 

1625 

Charlestown,     .... 

10,279  48 

1354 

Chelsea, 

5,042  87 

1662 

Chicopee, 

532  10 

0603 

(Mtizens'  (Quincy),    . 
Citizens'  (Wakefield),       . 

254  68 

0385 

375  52 

0665 

Clinton, 

409  05 

0529 

Cottage  City,      .... 

193  93 

0965 

Danvers,     ..... 

81  31 

0413 

Dedhain, 

524  67 

0939 

Dorchester, 

6,058  74 

0901 

East  Boston,       .... 

5,009  59 

1321 

Easthampton,     .... 

524  00 

1298 

Fall  River, 

6,371  59 

1498 

Fitchburg, 

1,177  12 

0718 

Gardner,     .... 

470  70 

5224 

Gloncestcr, 

1,501  90 

1048 

Greenfield, 

472  62 

1319 

Haverhill,  .... 

2,733  09 

0484 

Holyoke,    .... 

1,848  22 

0384 

Ipswich,     .... 

78  08 

0517 

Jamaica  Plain,  . 

4,517  63 

1326 

Lawrence,  .... 

9,390  70 

i:wi 

i^ee^    ..... 

47  54 

3087 

Leominster, 

416  79 

2320 

Lexington, 

164  33 

1539 

Lowell,       .... 

18,415  22 

0821 

Lynn,          .... 

4,723  72 

0726 

.Maiden,      .... 

4,312  78 

1320 

Manufacturers'  (Fall  River), 

1,090  52 

0821 

Marblehead, 

451  99 

1303 

Marlborougli,     . 

305  92 

0677 

Middlel)orough, 

i_ 

o 

Mil  ford 

1,353  r)0 

1357 

Nantucket, 

129  29 

0765 

Natick,       .... 

419  76 

1147 

>  Betnm  covered  liz  months  only. 


52 


GAS  COMMISSIONERS. 


[Jan. 


NAME  OF  COMPANY. 


AmoantofTazM 
Paid. 


Amoant 

Per 

Tboaaand 

•old. 


New  Bedford,     . 
Newburyport,    . 
Newton,     . 
North  Adams,    . 
Northampton,    . 
North  Attloborough, 
Norwood,  . 
Pittsfield,  . 
Plymoath, . 
Roxbury,    . 
Salem, 

Soath  Boston,    . 
Southbridge, 
Spencer,     . 
Sprins^eld, 
Stougnton, 
Taunton,    . 
Waltham,  . 
Ware, 
Webster,    . 
Westfield,  . 
Williamstown,  . 
Wobum,    . 
Worcester, 


$2,901  74 

1,188  66 

4,878  67 

717  98 

857  85 

1,630  88 

207  90 

1,697  43 

339  66 

13,011  60 

5,886  62 

6,300  71 

218  03 

886  58 

7,369  70 

62  71 

1,762  75 

1,823  06 

150  29 

147  58 

639  10 

110  41 

953  74 

12.758  12 


{272,709  78 


10  0722 
1357 
0859 
0460 
0770 
1288 
1881 
1241 
0815 
0802 
1651 
0893 
1671 
1054 
0937 
1662 
0465 
0661 
0375 
0925 
0991 
2442 
1229 
1025 


The  total  sum  paid  by  the  companies  for  taxes,  including  State 
inspection,  after  apportioning  to  electric  account  that  part  of  the 
gas  companies'  taxes  belonging  to  their  electrical  departments, 
was  $272,709.78,  an  average  of  7  cents  per  thousand  feet  of  gas 
sold ;  being  an  increase  over  the  previous  year  in  the  total  amount 
of  $2,785.02,  and  a  decrease  of  1.2  cents  per  thousand  feet  sold. 
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Dividends. 

The  dividends  declared  by  the  several  companies  during  the 
year  are  shown  in  the  following  table :  — 


Rate  per 

Amount  of 

Amount  per 

NAME  OF  COMrAN'T. 

Cent, 

Dividends. 

Thousand 
Hold. 

Adams, 

20 

>$3,460 

10  6839 

Amesbury, 

k                          ■ 

1 

4 

2,400 

6132 

Amherst,  . 

• 

— 

t_ 

>- 

Arlington, 

• 

'. :     6 

4,200 

6957 

Athol, 

■ 

^ 

f  _ 

— 

Attleborough, . 

* 

• ''.    ^^ 

4,040 

6302 

Bay  State  (Boston), 

• 

10 

60,000 

0799 

Rpvprlv    5  ^Vecm\  Stock, 
neyeny ,  j  Ordinary  Stock, 

■ 

G 
6 

708 
3,660 

: 

Boston,     . 

■ 

74 

187,600 

1326 

Brockton, 

• 

7 

7,000 

4098 

Brookline, 

• 

7 

31^00 

— 

Cambriflg'e, 

1 

10 

70,000 

6660 

Charlestown,  . 

1 

10 

60,000 

— 

Chelsea,   . 

• 

•  1     « 

18,000 

— 

Chicopee, 

■ 

12 

3,600 

4078 

Citizens'  ((Juincy), 

1 

6 

2,580 

3899 

Citizen.s'  (Wakefield),    . 

1 

— 

i_ 

('linton,    .... 

» 

2 

1,200 

Cottage  City,  . 

1 

- 

i_ 

— 

Danvers,  . 

! 

t  _ 

— 

Dociham,  . 

. 

»- 

— 

Dorchester, 

» 

8 

32,(M)0 

4757 

East  Bo.ston,     . 

10 

22,000 

5800 

lilasthampton,  . 

10 

3,000 

7433 

Fall  River, 

9 

25,920 

6090 

Fitch  burg. 

t 

10 

10,000 

— 

Framingham,  . 

— 

t_ 

. 

Ganlner,  . 

t 

— 

t_ 

— 

Gloucester, 

i 

>9 

6,138  ; 

4282 

Greenfield, 

i 

*(j 

120 

(1335 

Haverhill, 

I 

10 

7,500 

1328 

Ipswich,  . 

1 

— 

f_ 

— 

Jamaica  Plain, 

• 

9 

18,0<K) 

5285 

Lawrence, 

■ 

i        8 

40,000  • 

— 

Lee,. 

• 

. 

f_ 

mm 

Leominster, 

• 

i    2 

1.000 ; 

5567 

I^xington, 

• 

1 

3 

600 

5610 

■  In  addition  to  this  dividend,  n  rebate  is  allowed  to  milb  owning  stock.  Tbis 
rebate  amoanted  to  $2,410.01. 

^  No  dividend  declared. 

'An  additional  dividend  of  three  per  cent,  was  declared  fh}m  tbe  earnings  of 
wharf  property. 

*0n  preferred  stock  only. 
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Amount  per 

B«tep«r 

Amonnt  of 

NAME  OF  COHFANT. 

Cent. 

Dividend. 

Thoasand 
Sold. 

Lowell, 

12 

160,000 

10  2672 

Lynn, 

Maiden, 

9 

88,760 

- 

8 

17,600 

6386 

Manufacturers^  (Fall  River),. 

10 

5,000 

3764 

Marblehead,    .... 

— 

i_ 

— 

Marlborough,  .... 

- 

i_ 

— 

Middleborough, 

— 

i_ 

- 

Milford, 

10 

7,230 

7249 

Nantucket,       .... 

4 

1,440 

8522 

Natick, 

— 

i_ 

— 

New  Bedford, .        .        .        , 

7 

38,600 

— 

Newburyport, . 

6 

8,400 

Newton, 

8 

16,000 

— 

North  Adams, . 

6 

8,000 

— 

Northampton, .... 

8 

4,000 

3591 

North  Attleborough, 

6 

4,086 

3228 

Norwood, 

— 

i_ 

— 

Pittsfield, 

12 

7,600 

6483 

Plymouth, 

5 

2,000 

4801 

Roxbury,         .... 

10 

60,000 

3699 

Salem,      .... 

H 

19,600 

6470 

South  Boston,  . 

5 

22,000 

3118 

Southbridge,    . 

6i 

2,200 

- 

Spencer,  .... 

i_ 

- 

Springfield, 
Stoughton, 

8 

40,000 

5087 

- 

i_ 

— 

Taunton, .... 

10 

8,000 

2109 

Waltham, 

7 

9,800 

~ 

Webster,  .... 

— 

i_ 

• 

Westfield, 

8 

4,320 

— 

Williamstown, 

— 

i_ 

_ 

Wobum,  .... 

8 

3,608 

4651 

Worcester, 

8 

40,000 

3213 

— 

$1,024,660 

— 

>  No  dividend  declared. 


Pricb  of  Gas. 

The  following  companies  have  reduced  the  price  of  gas  during 
the  year  ending  June  30,  181)1  :  — 

Brookline,  Roxbury, 


South  Boston, 
Springfield. 


Citizens'  (Wakefield), 

Dorchester, 

Maiden, 

At  Spencer,  the  price  of  gas  lias  been  raised  from  $1.26  to 


$1.60. 
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The  following  pages  show  the  price  charged  by  the  several 
companies,  June  30,  1891  ;  the  average  candle-power  as  shown  by 
the  tests  made  by  the  State  inspector  of  gas ;  and  the  average 
price,  per  thousand  feet  sold  by  meter,  received  in  the  two  years 
endiDg  June  30,  1891. 

The  gas  made  is  coal-gas,  except  where  otherwise  noted. 
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60  GAS   COMMISSIONERS.  [Jan. 

The  average  price  to  consumers  for  coal  gas,  of  twenty-five 
companies  making  annually  more  than  30,000,000  feet  each,  is 
81.3110  per  thousand  feet.  The  average  price  of  the  remainder 
of  the  coal-gas  companies  is  $1.9645,  making  an  average  for  all 
of  8 1. 35.57  per  thousand.  The  average  price  for  oil  gas  is  83.7568 
per  thousand  feet. 

The  average  price  for  coal  gas  in  1886  was  81.72  ;  in  1887,  $1.66  ; 
in  1888,81.56;  in  1889,81.45;  in  1890,  81.39;  and  in  1891, 
81.31,  —  a  steady  gain  for  the  consumer. 

The  following  table  shows  the  amount  of  gas  made  in  the  year 
ending  June  30,  1891,  and  in  the  year  ending  June  30,  1890 ;  the 
amount  sold  by  meter  and  to  public  lamps  in  both  these  years ; 
the  amount  used  at  works  and  offices ;  and  the  amount  of  gas 
unaccounted  for  during  the  year  ending  June  30,  1891,  and  the 
percentage  of  unaccounted-for  gas  in  both  years :  — 
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GAS  COMMISSIONERS. 


[Jan. 


The  following  table  shows  the  capacity  of  the  works,  the  greatest 
and  least  daily  output,  and  date  of  the  same  for  each  of  the 
companies :  — 


KAME  OF  COMPANY. 


Daily 

Cupaclty  of 

Works. 


Greatoftt 
Output. 


Date. 


Least 
Output. 


Date. 


Adams, 
Ameshury, 
Amherst,  . 
Arlington, 
Athol, 

Attleborough,  . 
Bay  State  (Boston) 
Beverly,    . 
Boston, 
Brockton, . 
Brookline, 
Cambridge, 
Charlestown,    . 
Chelsea,     . 
Chicopee,  . 
Chicopee  Falls, 
Citizens'  (Quincv), 
Citizens'  (Wakefield) 
Clinton,     . 
Cottao^e  City,    . 
Dan  vers,   . 
Dedh.un,   . 
Dorchester, 
East  Bostm, 
Kasthampton,   . 
Fall  River, 
Fitchhurg, 
Framingham,    . 
Gardner,    . 
Gloucester, 
Greenfield, 
Haverhill,. 
Holyoke,   . 
Ipswich,    . 
Jamaica  Plain, . 
Lawrence, 
i^ee,  •        •        • 
Leominster, 
Lexington, 
Lowell, 
Lynn, 
Maiden,     . 
Manufacturers'  (Fall 

River,    . 
Marblehead, 
Marlborough,    . 
Mi«ldleborough, 
Milford,    . 


Feot. 

o(),0()0 
100.000 
5,000 
60,0i)0 
25,000 
1(K),0()0 
'4,000,()00 
50,000 

ir>,oo<j,ooo 

120,000 

I  850,000 

1,000,000 

I  500,000 

,  250,000 

80,000 


70,000 
35,000 
90.000 
(10,000 
20.000 
80,000 
800,0(X) 
250,000 
■40,0(M) 

500,000 
100.0(J0 
250,000 

125,000 

50.000 

820,000 

500.000 

t  _ 

200,000 

l,00O,(K)0 

5,000 

30.000 

20,000 

1,000,000 

700,000 

200,000 

55,000 
100,000 

80,000 


Fe<^. 
i_ 

89,500 

6,000 

38,000 

19, MOO 

42.000 

3,469,000 

44,100 

5,984,297 

101,196 

807,000 

710,000 

385,000 

164,500 

74,(X)0 
1  „ 

46,900 

40,000 

60,100 

34,(H)0 

12,800 

38,800 

287,070 

192,155 

40,000 

815,400 

99,000 

28,940 

82,900 

22,700 

805,000 

288,564 

8,400 

167,859 

409,798 

1,500 

t_ 

3  „ 

1,278,000 
867,()00 
170,800 

141,800 

30,590 

8,000 

69,810 


1. 

Feb.  4, 
Nov.  - 
Dec.  20 
Dec.  28 
Jan.  17 
Dec.  18 
Jan.  2 
Dec.  17 
Dec.  24 
Dec.  24 
Dec.  12 
Dec.  24 
Dec.  24 
Dec.  18 

Dec.  27 
Dec.  25 
Jan.  1 
Aug  9 
Dec.  28 
Jan.  5 
Dec.  ^4 
Dec.  24 
Dec.  18 
Dee.  17 
Dec.  18 
Feb.  14 

Dec.  6 
Jan.  4 
Jan.  22 
Dec.  17 
Dec.  2 1 
Dec.  24 

Jan.  2 

t_ 

3_ 

Dec.  17, 
Dec.  23, 
Dec.  18, 


Feet. 
1  _ 

9,000 

1,0<I0 

9,970 

2,300 

12.000 

350,000 

8,000 

995,558 

21,288 

83,000 

180,000 

112,000 

42,500 

4.800 
1  _ 

9,200 
15,000 

4,000 
0 

2,7(K) 

9,980 
90,868 
58,415 

4,000 
48,700 
19,200 

6,210 

15,000 
5,100 
55,000 
48,890 
2,500 
58,761 
41,257 

400 

i_ 

3_ 

288.000 
67,400 
56.800 


Dec.  18,      18,100 


Dec.  20, 
Dec.  24, 
Dec.  80, 


8,760 
t_ 

11,0)0 


1  _ 

July  4 
July 

June  14 

July  11 

July  28 

June  14 

June  14 

Aug.  8 

Julv  4 

July  15 

July  4 

July  27 

Aug.  18 

Aug.  14 

June    12 
12 
15 
5 
2.J 
14 
8 
6 

80 
14 
14 
19 


Julv 

• 

8t?pt. 

Jan. 

June 

July 

Julv 

Julv 

July 

June 

June 

April 

June 
July 
July 
Aug. 
June 
July 
Aug. 

fl  „ 

3  _ 

Aug. 
July 
June 


14 
9 
27 
10 
21 
4 
81 


3 

4 

11 


June      2 

Aus:-     4 

June  14 


»  No  record  kept.  »  Not  returned. 


*  No  station  meter. 
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NAME  OF  COMPAXr. 


Dally 

Capacity  of 

Works. 


Greatest 
Oatpiit. 


Dat«. 


Least 
Ontpat. 


Date. 


Nantucket, 

Nadck, 

New  Bedford, 

Newbury  port, 

Newton,    . 

North  Adams, 

NorthamptoQ, 

North  Attleborough 

Norwood, . 

Piitsfield,  . 

Plymouth,. 

Rnxbury,  . 

Salem, 

South  Boston, 

Southbridge, 

Spencer,    . 

Springfield, 

Siougbton, 

Taunton,   . 

Waltbam, . 

Ware, 

Webster,   . 

Westfield, . 

Williamstown, 

Wuburn,   . 

Worcester, 


Feet. 

28,000 
36,000 
300,000 
100,000 
250.000 
130,000 
76,000 
110,000 

240,000 
20,000 
500,000 
800,000 
426,000 

226,000 

600,000 

10,000 

300,000 

200,000 

70,000 

24,000 

40,(K)0 

3.500 

80.000 

1 ,050,000 


Feet 
1 1 ,580 

23,900 
214,200 

61,780 
267,000 
103,900 

66,830 

72,388 

68,000 

24,440 

803,106 

198,000 

367,996 

iJ      • 

48,700 

432,000 

4,000 

236,000 

164,300 

29,730 

12,000 

42,000 

fl  _ 

42(K)0 
698,000 


Feet. 

Aug.  14, 

2,890 

Dec.  17, 

3,500 

Dec.    2, 

64,600 

Dec.  17, 

11,970 

Dec.  28, 

75,000 

Dec.    6, 

25,200 

Dec.    6, 

12,861 

Dec.  17, 

11,192 

t 

Dec.  23, 

20,000 

Jan.    2, 

6,430 

Dec.  24, 

163,671 

Jan.    4, 

42,000 

Dec     - 

1 

98,470 

Dec.  31, 

1     —i 

11,100 

Dec.  17, 

72.000 

i_ 

1,000 

Dec.  26, 

65,000 

Dec.  17, 

22,400 

Dec.  18, 

4,370 

Dec.  23, 

6,000 

Dec.  18, 

7,600 

Dec  25, 

10,000 

Dec.  17, 

118,000 

May  17 

July  6 

July  1 

June  8 

July  14 

Aug.  4 

Aug.  8 

July  13 

June  19 

June  28 

July  8 

July  17 

July  - 

June  14 

July  13 

» _ 

June  14 

Aug.  10 

June  15 

Aug.  3 

Aug.  4 

July 
July 


6 
5 


1  Not  returned. 


«  No  station  meter. 
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GAS  COMmSSIONERS. 
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The  following  tables  show  the  total  quantity  of  gas  sold  during 

the  year  ending  June  30,  1891;   the*  percentage  of  increase  in 

sales  over  the  previous  year ;  the   capital  (including  bonds)  per 

thousand  feet  sold,  omitting  those  companies  which  have  electric 

light  plants  ;  the  avers^e  price  received  for  all  gas  sold  during  the 

year  ending  June   30,    1891 ;   and  the  average  price   the  year 

previous :  — 

Coal-gas  Companies. 

[Boldface  figures  show  decrease.] 


NAME  OF  COMPANY. 


Total  Sales 
of  Qa8« 


41  O 

O 

If" 

|l3 


^J^ 

m 

52^ 

§2^ 


8*22 


8' 


•3 


Adams, 
Amesbury, . 
Arlington,  . 
Athol, .  . 

Attleborough,     . 
Bay  S^ate  (Boston),* 
Beverly, 
Boston, 
Brockton,    . 
Brookline,  . 
Cambridge, 
Charlestown, 
Chelsea, 
Chicopee,    . 
Citizens'  (Quinev), 
Citizens'  (Wakefield) 
Clinton, 
Cottage  City, 
Dan  vers,     . 
Dedham, 
Dorchester, 
East  Boston, 
Easthampton,     . 
Fall  River, . 
Fitchburg,  . 
Framinghara.      . 
Gloucester, . 
Greenfield,  . 
Haverhill,  . 
Holyoke,     . 
Jamaica  Plain,   . 
Lawrence,  . 
Lowell, 
Lynn, . 
Maiden, 

Manufacturers'    (Fall 
River),    . 


F66t. 

6,059,000 

4,676,690 

6,037,090 

2,467,900 

7,862,400 

626,484,000 

7,168.660 

1,414,788,122 

17,088,200 

67,190,036 

126,126,876 

76,898,486 

80,342,078 

8,827.964 

6,617,600 

6,646,000 

7,738,620 

2,009,900 

1,968,000 

6,686,300 

67,269,760 

37,928,632 

4,035,900 

42,632,609 

16,386,800 

1,129,600 

14,333,750 

3,682,600 

66,488,800 

48,149,984 

34,069,970 

67,981,211 

224,526,000 

66,082,200 

32,683,300 

13,282,800 


3.85 

$3,420 

$2  41 

9.63 

12.829 

1  76* 

0.67 

11.696 

2  76 

8.89 

— 

2  36 

14  66 

6.302 

2  00 

849.20 

8.013 

1  00 

12.77 

— 

2  81 

6.99 

1.767 

1  20 

21.88 

12.410 

2  06 

6.76 

— 

I  92 

6..S0 

6.660 

1  67 

0.98 

— 

1  69 

1.61 

— 

1  94 

6.74 

3.398 

1  82 

10.23 

8.009 

1  92 

8.10 

~ 

2  02 

2.40 

• 

2  07 

18.35 

• 

2  00 

18.16 

11.687 

2  66 

6.80 

19.612 

1  93 

9.61 

6.946 

1  69 

3.34 

6.800 

1  72 

9.76 

7.681 

2  60 

10.88 

6.771 

1  61 

4.57 

• 

1  91 

— 

— 

•0  68 

10.62 

6.681 

1  81 

20.66 

14.376 

2  03 

4.82 

2.071 

1  39 

3.44 

— 

1  64 

1.81 

7.120 

1  96 

1.74 

— 

1  41 

0.01 

2.361 

1  10 

6.99 

— 

1  68 

6.85 

6.968 

1  91 

0.92 

3.764 

1  44 

$2  39 


1 
2 
2 
2 
1 
2 
1 
2 


74 
76 
37 
00 
00 
31 
23 
09 


1  94 


1 
1 
1 
1 
2 
2 
2 
1 
2 
2 
1 
1 
2 
1 
1 


64 
69 
96 
80 
34 
46 
12 
96 
61 
27 
93 
72 
62 
66 
90 


1  79 

2  35 
1  38 

68 
96 
41 
10 
1  75 
1  96 


1 
1 
1 
1 


1  62 


1  Sells  only  to  other  companies. 


3  Non-illaminatlng  fuel  gas. 
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llarhlehead,        . 

3.468.400 

9,57 

»1 3.320 

12  50 

«2  54 

M.ir]  borough,      . 

4..W2,(}0(> 

&T5 

11.057 

2  31 

2  32 

Jliifor.1,       . 

B,973,900 

133 

7.249 

1  86 

1  96 

Nmlucket,  . 

IfiSVffiO 

IIM 

SI. 304 

2  55 

2  66 

Stlict. 

3,668,300 

14  65 

7.791 

1  67 

2  10 

Xew  Bedford,     . 

40,178,568 

680 

1  59 

1  48 

Xewhurjport, 

8.760,600 

080 

_ 

2  0,t 

2  01 

JJewton.      . 

60,958.300 

8.64 

1  95 

1  91 

Sorth  Adams,    .        . 

lfiji92,800 

10  58 

1  74 

1  72 

11.138,000 

7.14 

4  489 

1  88 

1  90 

Nortli  A  It)  ■:  borough,  . 

12,659,800 

1&& 

6.379 

1  99 

2  00 

Korwnod,    . 

l.lOo.lOO 

20  !S 

10,&58 

S  44 

3  43 

Pillslield,     . 

13.078,150 

384 

4.569 

1  89 

1  89 

Plvmoulh,  . 

4.105,900 

4.0 1 

9.602 

2  10 

2  10 

Roibury,     . 

165.221,077 

4.S4 

8.699 

1  53 

1  69 

Salem, 

35,651,094 

1.29 

8.415 

1  76 

1  80 

70,563.099 

7.11 

6.916 

1  5.5 

1  72 

Spencer.      .        .        . 

8,412,000 

use 

1  49 

I  25 

SpringMeld, 

78,637  J(00 

2.42 

6.994 

1  69 

1  66 

Taanlon,     . 

37,926,000 

2.13 

2.109 

1  47 

1  47 

Waltham,    . 

27,566.500 

8-2a 

1  S9 

1  84 

Ware 

2,179.173 

l.OS 

'2  24 

'2  31 

\\«bsler,      . 

1,695,500 

12  34 

2  28 

2  29 

Weslfiel.1.    . 

6.445,933 

8.30 

2  U 

2  29 

Wolmrn,      . 

7,768.150 

2.01 

6.813 

1   78 

1  78 

Worcester, . 

124,510,400 
:i,892,529,260 

4.61 

4.337 

1  50 

1  .50 

'  Average  ft-om  gte  told  lo  public. 


Oil-gas  Companies. 


Amherst, 
thicopee  Falls. 

Ipswich, 

Leominster, 

llidill^horutigh, 

SiiiitL  bridge, 
Stmighlon.  . 
Wiltiaiubtown, 


819,207 
777.0(X1 
901,000 

1,611.200 
154.000 

1,796,367 

1,067.790 
700.000 

1,304,694 

426,800 


190 

063 

0.27 

»33.296 

3.93 

16..533 

183,91 

21.69 

27-834 

9,87 

18.730 

1.J6 

- 

241.46 

69,682 

5  3.1 

»5  22 

3  51  ' 

'3  33 

4  54  1 

4  50 

2  99 

3  0] 

5  (10  1 

5  50 

3  94 

4  00 

4  45  ' 

4  47 

2  54  1 

5  00 

2  86 

2  82 
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The  folloving  tables  Bhow  the  capital  (iocludiDg  boD<)e),  the 
gas  eold,  the  gas  unaccounted  for,  and  the  number  of  consumers 
per  mile  of  main ;  also  tbe  gas  sold  per  coDsumer  and  per  meter 
ligbt.  Where  capital  is  employed  for  both  gas  and  electric  light, 
the  amount  per  mile  of  main  is  omitted. 

Cotd-gaa    Corapanies. 


F»  MIL 

.  or  U..». 

a.. 

a.. 

Gam. 

Komtw 

CipltsL       OU  Kid. 

ConiuiDir 

LlBbl. 

Feet. 

Feet. 

Feet. 

Fept. 

Adams,        .         .        . 

J3,160 

1,011,800 

284.200 

26.4    1 

38,:!2a 

3.a-.7 

Atnfshury, , 

9,740 

759,203 

57,664 

28.8 

■jj.,y.s 

■i,:iH.l 

Arlingion.   .         .        . 

3.177 

273.915 

61.019 

19.3 

Ji;:tt 

Athol,. 

766,428 

61,779 

42.2 

L!,727 

10,716 

1.700,323 

180,923 

58.2 

6,105 

Bewly.      .'     .       . 

l,I01,3lfi 

95,038 

70.8 

14,71**; 

2,919 

BoBlon, 

1R.943 

10.721,303 

647,4.^6 

223.1 

46.527 

*,4M 

Rrorkiun,   . 

12,848 

I,035,34fi 

291,200 

52.0 

19.910 

3,230 

Brook  line,  . 

827,183 

147,248 

30.3 

21.926 

3.\Sl 

Camhrtdge, 

8,310 

1,497,220 

142,747 

68.5 

20.0S4 

3828 

-         1,832.411 

2i2,784 

96.7 

16,407 

3,384 

Chelsea,      .       .       . 

-      ;     842,8.T5 

141,451 

4S.7 

18.434 

3.821 

8,000     2,3M.123 

600,889 

56.0 

41.909 

3,737 

CltS^<Qu[ncil,    '. 

4,588       B72.5iW 

181,78S 

33,1 

14.667 

2,5.B 

Citizens'  [WakeBcId}, 

310,50C 

9}.:m 

19.6 

14,599 

2,109 

Clinton,      . 

-         1,682.308 

48.196 

49.8 

33.707 

2.02S 

Coii«KC  Ciiy,     . 

8B1.MS 

301,31.1 

79.4 

9,861 

2,324 

S,077  1     434,437 

111.192 

298 

h,5r: 

1.883 

ueX":  :    :    : 

7.933       40(i,572 

112,885 

21,9 

18,40- 

2,fi38 

Donliefler, 

6,424  1  l,a)lO,4<U 

200 

61.7 

13.621 

2.701 

Ea>l  Bobton,       .       . 

lO.MOO     1,861, 98a 

220,)U6 

76.3 

17,862 

4,R3fl 

8.616     1.10H.763 

28,373 

47.8    1 

23,1  ?I5 

2.0.'i8 

Fall  River, . 

12,898  1  l,880.l»4 

66,329 

62.9     1 

27,673 

2.277 

FltcLliurR,  .       .       . 

-       ;  1,411,392 

14,720 

55.8 

24,iS0 

3,392 

32.413  '      243.44K 

68.168 

21.6 

Gtoucmrrr,. 

N.138     1,458,163 

111,622 

88.-'i 

20'l84 

4,505 

Greciifleld.  .       .       . 

10,774  1      749.498 

102,238 

46.9 

15,994 

3,91.1 

Havcrliill,  .       .       . 

M49     2,631,057 

14H.I22 

106.3 

22,918 

3,868 

lolyike.    .       .        . 

2,547.618 

207.782 

81,6 

30,970 

3.932 

aniBlca  Plain,   .       . 

9,011  ;  I,26*,R99 

118.766 

62.7 

18,348 

2.987 

liwrencE,  , 

-       1  1,914,424 

198,309 

69,3 

27.61.5 

4.068 

^wel).       .        .       . 

6,871     2,911,007 

157.535 

103,9 

27,ti02 

3,745 

2,14«,(W5 

284,957 

25,877 

ifi-a 

Maiden.       '.         '.         '. 

3,898        BJB,3.-i8 

50,171 

33^1 

16,382 

3,203 

MBiinfBfturers'    (Fall 

Klver),     .        . 

10.530  ,  2.796.273 

253.305 

63.2 

41.805 

2.2M 

MiirlilelicBd, 

7.Hn7         M-9.864 

211,7H 

3.^,7 

14.4.32 

2,134 

Mnrltxiruugh,     ■ 

14.881      1,34S.83.1 

270,279 

fi8.9 

2i,687 

2  761 

MilforJ.      .       .       . 

9,329  1  l,-iS6,B-'.4 

8-',297 

60.8 

20,279 

2,978 

Nanlucket, .       .       . 

7.438  ,      349.1S2 

100.079 

28.9 

R,028 

2,135 

Naiirk,        .        . 

6,291       807,571 

43,863 

48.3 

15,000 

1,895 

Nev  Bcdrnrd,     . 

-      '  1,371,281 

118,202 

B5..1 

13,80S 

2,729 

New  111)  rf  pun,     , 

-      1     978,827 

216,9-a 

61.6 

18,982 

3,215 

Newton,      . 

-      1      766,290 

85,633 

35.1 

19,296 

3,149 

North  Adam.,    .       . 

-        l..M6,lfi7 

426,896 

63,3 

28,516 

4,052 

NoMbami>t..n,     . 

6,160      1.1W.132 

12-2,174 

48  9 

23.498 

3,219 

7,382  ,  l,36H,n21 

134,642 

40,6 

33.040 

4,777 

NnrwoiHl,    . 

2.778        1!.-«,810 

10.2 

■Jj.ll5  1      1,765 

Plttufleld.    .        .        . 

7.af>2      l,718,WO 

206'610 

80,2 

4.'>06 

Plymmil! 

71.906 

rjU 

Ruxbarr,   . 

8,329 

2,251,819 

14.732 

101.4 

17.848 

3,309 
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Ph  Mil 

.CM.,. 

Om 

tu. 

*r. 

ConHmin. 

Csniumu. 

Light. 

FMt. 

Feet. 

FMt. 

FMt 

P13,190 

1. 448,644 

262,743 

103.7 

13673 

2,M9 

Spfiiwr,      . 

B58.731 

20,501 

17.063 

6prii«fleld, 

12,800 

.830,060 

69.641 

86.0 

21.0&4 

2.402 

Tbdhiod,     . 

.904,872 

100.808 

66.8 

27.919 

.736,093 

201,488 

2n.707 

Wuiliflrl,    . 

1,198.128 

124.807 

60.6 

lfl,3«4 

3,660 

Wobura.      . 

I,!B7,398 

70,404 

76.2 

16.W7 

2.909 

WorcesWr, , 

Oil-ga»  Companies. 


Ambtnt.    . 

187.033 

27 -B 

6.W12 

1,388 

Chiropn  ftlll, 

e69,8« 

82.8 

1.B7H 

Girdncr,      . 

$2,817 

84,601 

7.1D1 

1,820 

Iwraitwier. 

6.RB1 

244.070 

16,626 

8,5fift 

1,009 

LexlntiTun, . 

364.681 

38.4 

Southhridge, 

2,639 

WUlliniitoiTn, 

70 
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The  following  tables  show  the  materials  and  quantity  of  each 
nsed  in  the  manufacture  of  water  and  oil  gas,  also  the  process 
used,  and  the  quantity  of  water  gas  made :  — 

Water  Ods. 


Naxb  of 

Process 

Materials  used 

Quantity 
used. 

En  richer 

QuanUty 
used. 

Gas 

made. 

COXPAMT. 

used. 

In  Generator. 

Tons. 

used. 

Gallons. 

Feet. 

Amesbury,    . 

Bay   State, 
Boston, 

Lowe- 
Q  ranger, 

Flannery, 

Anthracite,  . 
Anthracite,  . 

1210 
*  14,527 

Naphtha,    . 
Petroleum, . 
Petroleum, . 
Naphtha,    . 

7.940 
16,441 
113,375  > 
2,788,639 

5,064,900 
625,929,000 

Charlestown, 

Granger, . 

Coke,    . 

s  _ 

Naphtha,    . 

60,531 

11.244,000 

Cottage  City, 

Loomis,  . 

Anthracite,  . 

*  192 

— 

-. 

2,696,000 

Fall  River,     . 

Lowe, 

Anthracite,  . 

8  829 

Petroleum, . 

207,986 

43,492,500 

Framingham, 

Loomis,  . 

Cumberland 

coal,  . 

•67 

— 

-. 

2,237,900 

Lawrence, 

Lowe, 

Anthracite,  . 

»318 

Petroleum, . 

58,662 

13,490,405 

Lynn,     . 

Granger 

Coal,     . 

172 

Lima  oil,     . 

47.093  ; 

10,025,500 

and  Lowe, 

Coke,    . 

8  . 

Naphtha,    . 

40,165 

Pittsfield,       . 

Lowe, 

Anthracite,  . 

•110 

Petroleum, . 

47.659 

6,917,000 

Spencer, 
Worcester,     . 

Bvans, 

Coke,    . 

10. 

Petroleum, . 

46,706 

9.021 ,900 

Granger, . 

Coke,    . 

u  _ 

Naphtha,    . 

249,170 

46,886,000 

>  28  tons  of  screenings,  cinders  and  anthracite  used  for  generating  steam. 

*  747  tons  coke  and  screenings  from  generator  used  for  sieam. 

>  306  chaldrons  coke  used  in  generator;  steam  obtained  from  electric-light  boilers. 

*  Steam  taken  from  electric-light  boilers.    Non-illuminating  gas  made. 

B  For  generating  steam,  814  tons  pea  coal,  19  tons  buckwheat  coal,  3  tons  coke,  51  tons 
screenings,  22  tons  slack. 

"  24  tons  Cumberland  used  for  generating  steam.  Non-illuminating  gas  made.  In  opera- 
tion from  Jan.  13, 1891. 

'  Steam  taken  from  electric-light  boilers. 

*  4,837  bushels  of  coke  used  in  generator.    Coke  used  for  steam ;  quantity  not  given. 

*  Coal  and  coke  breeze  used  in  generating  steam.    Quantity  not  given. 

i<>  Made  in  works  and  not  measured.  90  tons  of  coal  used  for  generating  steam. 

11  46,763  bushels  coke  used  in  generator,  and  one-sixth  of  a  bushel  per  M  uaed  for  steam. 


Oil  Oas. 


Najib  of  Coxpant. 

Materials 
used. 

Quantity 

used. 
Gallons. 

Fuel  used. 

Quantity 
used. 

Amherst 

Chicopee  Falls,     . 
Gardner,        .... 

Ipswich 

JL<ee,        ..... 
Leominster,  .... 
Lexington, 

Middleborough,*  . 

Southbridge, 

Stoughton 

WiUiamstown,      . 

Naphtha, 
Petroleum,     . 
Naphtha, 
Petroleum,     . 
Petroleum,     . 
Gas  oil,  . 
Petroleum,    . 

Naphtha, 

Petroleum,     . 

Naphtha, 
Naphtha, 
Petroleum,     . 

12,302 

81,131 

21,015 

24,673 
I  _ 

18,956 
11,168 

6,008 

12,603 
1  _ 
6,750 
258 

Coke,  . 
Anthracite, 
Wood, 

Cumberland  coal, 
Bituminous  coal, 
Cumberland  coal. 
Anthracite, 

Steam  coal. 

Wood, 

Anthracite, 

Wood,      . 
Bituminous  coal, 

j  Wood,     . 

2,821    bushels. 

86   tons. 

120    cords. 

88    tons. 

114   tons. 

78   tons. 

25    tons. 

16    cords. 

1  51]  tons. 

}   24  cords. 
1  . 

38i  cords. 

1  Not  given. 


*  For  six  months  only. 
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Street  Mains. 

The  returns  by  the  various  companies  of  their  street  mains  are 
still  somewhat  deficient  in  detail.  During  the  year  fifty-one  com- 
panies laid  about  forty-nine  miles  of  mains,  varying  in  the  several 
cases  from  less  than  one  hundred  feet  to  nearly  eight  miles. 

The  following  table  dhows  the  lengths  and  sizes  of  the  mains, 
as  returned  by  the  companies  :  — 
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High-power  Gas  Lamps. 

Tlie  following  table  shows  the  number  of  Lungren  or  other  high- 
power  gas  lamps  in  use  June  30,  1891  :  — 


Adams,    . 

.    67 

Marblehead 1 

At  hoi, 

.      6 

Marl  borough,  . 

.  110 

Altleborough,  . 

.     11 

Middleborough, 

1 

Bevorl}',   . 

.     U 

Milford,    . 

.  130 

Bioiklon, 

.  11-9 

Natick,     . 

6 

Cambridge, 

about  110 

New  B»  dtord, . 

.     13 

Chelsea,    . 

.     15 

Newbur}  port, . 

.       4 

Chicopee, 

.      2 

Newton,  . 

.  112 

CliiitoD,    . 

.     13 

N<»rth  Adams, . 

130 

Dedham, . 

.       9 

X»)rlhampton,  . 

22 

Dorohoster, 

.       6 

North  Atileborough, 

50 

East  Boston,    , 

about  161 

Pittsfield, 

16 

Fall  River,       . 

.     32 

Plymouth, 

.     84 

Fitfhhurg, 

.       7 

Salem, 

6 

Gloucester  (Albo-carbo 

n).      .  150 

Spencer,  . 

4 

Greenfield, 

.     21 

Springfield, 

14 

Haverhill, 

.  145 

Taunton,  , 

;u^ 

Holyoke,  . 

.      4 

Waltham, 

.     20 

Jamaica  Plain, 

.      4 

Ware, 

5 

Lawrence, 

.  216 

Westfield, 

nbout 

:    20 

Leominster, 

.       1 

Woburn,  , 

Lowell,     . 

.     18 

Worcester, 

.     14 

Maiden,    . 

.  150 

The  companies  reporting  more  than  fifty  gas-stoves  in  use  on 
June  30,  1891,  ai*e  as  follows:  — 


Chelsea, . 

about 

50 

New  Bedford 

.    510 

Citizens'  (Quincy) 

1        •        • 

75 

Newton, 

.     131 

Dedham, 

■                 •                 • 

61 

North  Adams, 

,        .        about      75 

East  Boston,  . 

about 

70 

Northampton, 

about     120 

Fall  River, 

>        •        • 

286 

Plymouth, 

.      96 

Fitchbiirg, 

•        •        • 

84 

Salem,    . 

about     150 

Framingham, 

1        •        • 

104 

Spencer, 

.     3»2 

Gloucester,     . 

1        •        • 

140 

Springfield, 

.2,043 

(ireenfield. 

1        •        • 

65 

Taunton, 

.     138 

Ilolvoke, 

about 

825 

Waltham, 

.     195 

Lawrence, 

I        •        • 

428 

Westfield, 

about      80 

Lowell,  . 

about  1 

,700 

Woburn, 

about      50 

Lvnn, 

about 

100 

Worcester, 

.1,160 

Nalick,   . 

1        •        • 

58 

Public  Lamps. 

The  number  of  public  gas  lamps  supplied   by  the  companies 
shows  a  decrease  of  1,384  for  this  year. 

The  oil-gas  companies  show  a  loss  of  2  for  the  year. 
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The  following  table  shows  the  number  of  lamps  supplied  June 
30,  181*1,  the  net  increase  or  decrease  during  the  year,  the  average 
price  per  thousand  feet  received  from  gas  used  in  street  lamps, 
and  also  the  cost  per  thousand  feet  of  the  care  of  the  lamps  when 
this  is  done  by  the  companies  :  — 

Public  Lamps  —  Coal-gas. 


'  Increasr  or  Dkckkahe 

1 
Average 

rrlce 
rectrlvod 

Kxpenso  nt 

Number 

Dusixo  THK  Year. 

Ligtillnif 

N'AME  OF  COMr.VN'Y. 

of  Lamps 

ptT  M, 

and  Care 

aapplied. 

Including 

of  I^inips 

Increase. 

■ 
1 

J>ocrpa»c. 

Kxpi'nBtfs. 

IVr  M. 

Aniesbuiy, 

u 

' 

91  94 

|0   36 

Bttverly,   .... 

51 

— 

* 

2  20 

^ 

Boston,     .... 

2,662 

- 

322 

1  00 

— 

Knmkiino, 

7,')1 

35 

— 

2  <r2  . 

24 

Cjinjbridjfe, 

6ol 

— 

58 

1  35 

^ 

Churlvsit.wn,    . 

6H« 

— 

94 

1  55 

^ 

Chicopvo, 

4 

— 

— 

2  00 

^m 

Ci:izen>'  (Qnincy), . 

69  ; 

— 

1  38  ' 

30 

Cinzen>'  (Wakefield),     . 

6.1 

— 

13   : 

2  16  , 

^ 

Clinloii,    .... 

- 

— 

6 

2  25  i 

^ 

C(.it.Mg«f  City,   . 

29 

9 

— 

2  22  ! 

. 

l)orr!ii«st«'r, 

1,4';4 

— 

18 

1  58 

^ 

Ka^t  B«»ston,     . 

61H 

— 

^•» 

/  / 

1  60 

^ 

Full  Hivcr, 

2'iO 

- 

45 

1   VJ 

^ 

yitrhliuijr^ 

o6 

— 

6 

1   55 

_ 

Glnucc>t«*r, 

100 

— 

— 

1  52 

^^ 

H:iwrliill, 

IIH 

— > 

10 

1   25 

^. 

Hn'.ynke,  .... 

49 

— 

27 

1   30 

.. 

.I;imaiV;i  Pl.iin, 

6;;h 

— 

137 

1  85 

^B 

Lowell,     .... 

968 

16 

— 

1    10 

_ 

Maiden,    .... 

— 

1                    — 

2 

— 

^ 

M an  u  1  a«  t urers'        (Fall 

i 
1 

1 

River) 

70 

1 

1     i-i 

1  40 

^ 

iM:irhleliea«l,     . 

80 

1 

^ 

2  40 

_ 

Marll)oroU;:h,  . 

4 

— 

4 

2  76 

^ 

.Milfur.l. 

4  J 

1 

_ 

2  00 

nij 

Niiiitneket, 

76 

— 

— 

2  35 

46 

Natick 

o7 

4 

-^ 

1    13 

oy 

New  I>e*lford,  . 

41.0 

j           — 

IV2    ! 

;       1  73 

46 

Newton.   .... 

816 

1         29 

^ 

1   (13 

67 

North  Ailams,  . 

18 

. 

91 

1  .^0 

75 

Ni>rih  Atlleborough, 

0 

1           6 

^ 

2  0(f 

Pittsiii-l<l, 

1 

i           "" 

.30 

I   50 

31 

Roxhiirv, .... 

1,6'3.S 

1 

201     1 

1   49 

_ 

S.ileni 

— 

10 

1   60 

_ 

South  Hoston,  . 

591 

^ 

1:}8 

1  .^0 

,„ 

Sprinj:liel(l, 

56 

2 

1 

1 

1  50 

^ 

Taunton,  .... 

129 

6 

1  50 

^^ 

Waltham, 

166 

^ 

9 

3  07 

1  50 

Ware,       .... 

1 

1 

— 

2  29 

. 

Worcester, 

397 

110  ; 

1   50 

- 

;  l:J,926 
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Oil-gas. 


NAME  OF  COMPANY. 


Amherst, 
Chicopee  Falls, 
Ipswich,  . 
LexinortoD, 
Middleborough, 
South  bridge,    . 


Namber 
of  Lamps 
supplied. 


45 
18 
12 
87 
18 
1 


181 


IMCRBA8B  OR  DKORRASK 
DCTBIKO  THB  YkaR. 


Increase.  '   Decrease. 

I 


Average    I  Expense  of 
Price       I    LIghUng 

I    "^"*:J^      and  Care  of 
I     per  M, 

;  Including        Lamps, 
Expenses.         Per  M. 


94  55 
8  50 

2  68 

3  00 


Purity  op  Gas. 

The  law  provides  that  when  the  gas  of  any  company  is  found 
on  three  consecutive  inspections  to  give  less  light  than  fifteen 
standard  English  candles,  or  to  contain  more  than  twenty  grains 
of  sulphur  or  ten  grains  of  ammonia  per  hundred  cubic  feet  of 
gas,  or  more  than  ten  per  cent,  of  carbonic  oxide  or  any  sul- 
phuretted hydrogen,  a  fine  of  one  hundred  dollars  shall  be  paid 
by  such  company  to  the  city  or  town  supplied  by  it.  (Pub.  Stats., 
chap.  61,  sect.  14.) 

By  chapter  252  of  the  Acts  of  1890,  the  provision  of  the  Public 
Statutes  relating  to  carbonic  oxide  was  stricken  out,  so  that  it  is 
no  longer  illegal  to  manufacture  gas  containing  more  than  ten 
per  cent,  of  this  substance. 

The  following  table  shows  the  amount  of  impurities  found  on 
the  given  dates,  and  the  whole  number  of  inspections  during  the 
year,  of  the  gas  of  the  several  companies  therein  named,  as 
reported  to  this  Board  by  the  State  Inspector  of  Gas  :  — 
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1 

■ 

T«.tul 

Kind  or    , 

1 

NAME  OF  COMPANY. 

Amoant  of 

Date  when 

XuDilM'r  of 
'  lnHi>fctioiig 

lopantJoji. 

Impurity. 

found. 

UiiriiiR  the 
Yeiir. 

=  =  *: 

Charlestown,     .... 

u.o 

Aug.  7. 

15 

^  s  s.  ■ 

I 

"* 

1 

■ 

«  c 

■i=  S 

New  Bedford,    .... 

22.5 

May  22, 

.  1         9 

X  ?  ^  1 

^-  bf- 

»                                   •                                  •                                   • 

15.9 

Dec.     8, 

1 

Brockton,   . 

4 

Ch«lsea, 

17.3 

June    2, 

7 

Chelsea, 

62.6 

Nov.  27, 

. 

East  Boston, 

12.8 

June    2, 

!          8 

Ka>t  Boston, 

21.3 

July     3, 

^ 

jii^ 

Haverhill,  . 

17.2 

July    21 

!     11 

. 

llnlyoke. 

B 

23.6 

July    22 

10 

Hf>l}oke, 

1                                   I 

15  9 

Nov.    19, 

. 

g 

L<fn'«OI, 

» 

\         10.4 

Jan.    23, 

39 

wi 

Nantucket, 

• 

16.4 

Aug.  27, 

2 

North  Adams,    . 

12.5 

Dec.    23, 

5 

X 

Norlhampton, 

16.6 

Jan.    29, 

4 

c 

Northampton,    , 

213 

Dec.    16 

5c 

Plymoiuli,  . 

16.7 

Mar.    1.3, 

\          2 

Qiiinov, 

U.H 

Mar.    12 

3 

2 

Qnincy,       . 

11.6 

Sept.  ;J0, 

mm 

#« 

St.uth  Boston,     . 

18.9 

June  20, 

13 

E 

Taunton,    . 

12.0 

Mar.     4, 

H 

«•• 

Taunton,     . 

4SA 

April     9, 

.. 

'^ 

Taunton,     . 
Wakefield, . 
Wallham,  . 
Waltham,  . 

21.7 
54  9 
12  2 
10..5 

May    22, 
Kt'b     2*;, 
Aug.    19 
Dec.    2», 

3 
6 

Worcester,. 

13.0 

July    22 

22 

1 

• 

! 

North  Adams,    ....     Trace. 

Jan.    2«, 

North  Adams, 

Dec.    23 

tc 

Plymouth, . 

" 

Mar.    13, 

!           2 

Plymouth, , 

Dec.      4. 

_ 

>» 

*ii^ 

Salem, 

ti 

April    4, 

H 

»»• 

Salem, 

May      7, 

1 

^^ 

Salem, 

i 

Sept.   11, 

,  ',         — 

Z* 

Salem, 

ti 

Oct.     15 

,           — 

Spencer,     , 

Nov.     3, 

3 

•5 

Spencer, 

1         " 

Dec.    \(), 

_ 

*:; 

Wakefield, 

1         (J 

Fel).    26, 

'         3 

X 

Wakefield, 

» 

It 

i)in\    30 

1 

Of  the  inspections  for  ammonia  cited  above,  the  two  at  Kast 
Boston,  the  two  at  Quiucy,  and  the  three  at  Taunton  were  con.secu- 
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tive  ;  as  was  also  the  case  with  the  two  for  sulphuretted  hydrogen 
at  Plymouth  atod  Spencer.  At  Salem,  two  were  consecutive  ;  and 
then  after  two  inspections,  where  no  sulphuretted  hydrogen  was 
found,  the  next  two  were  consecutive. 

A  comparison  of  the  inspections  made  during  the  five  years  from 
1887  to  1891,  inclusive,  shows  the  following  results :  — 

1SS7.       ISSS.       1M9.       199%.       lft»l. 

Number  of  inspections  made,      .    44)        458        451        443        4S3 

Namber  of  companies  subject  to 

inspection 59  60         59  59  5S 

Number  of  companies  showing 

deficiency  in  candle-power,    .1  14  2  1 

Highest  candle-power,  not  includ- 
ing ten  oil-gas  companies,     .      23.3       21.6       22.1       25.4       27.3 

Lowest landle-power,  not  includ- 
ing ten  oil-gas  companies,     .      12.5       13  3       14.2       13.8       14.0 

Average  candle-power,  not  includ- 
ing ten  oil-gas  companies,     .     17.74     17.60      17.59     17.79      18.13 

Number  of  companies    showing 

sulphuretted  hydrogen, .        .       4  1  4  9  5 

Number  of  companies  showing 

excess  of  sulphur, ...       4  1  1  1  1 

Number  of  companies  showing 
excess  of  ammonia. 

Largest  amount  of  sulphur,. 

Smallest  amount  of  sulphur. 

Average  amount  of  sulphur. 

Largest  amount  of  ammonia. 

Smallest  amount  of  ammonia, 

Average  amount  of  ammonia, 

The  inspections  of  the  ten  oil-gas  companies  showed  :  — 

1RS7.   198S.   lf«S9.     1S99.        1891. 

Highest  candle-power,  .  ,  .  59.7  52.4  55.0  70.5  53.6 
Lowest  candle-power,  .  .  .  22.1  21.5  20.8  21.1  20.2 
Average  candle-power,         .        .    30.36      33.73     34.72       39.04      33.62 


9 

13 

9 

15 

16 

25.2 

23.1 

22.9 

24.1 

22.0 

1.4 

3.2 

1.5 

1.4 

09 

8.81 

9.26 

7.32 

1008 

9. .^3 

43.4 

76.0 

32.3 

37.0 

54.9 

1.- 

1.- 

1.- 

1.- 

1.- 

8.29 

3.07 

2.82 

3.01 

342 
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ELECTRIC   LIGHT. 

The  following  table  gives  the  names  of  those  companies  in 
active  operation  on  June  30  last,  together  with  the  localities 
supplied  and  the  amount  of  capital  stock  :  — 


NAME  OF  COMPANT. 


Localities  surruKD. 


Adams  Electric  Light  and  Power  Co  , 
Amherst  Gas  Co., 
Aiiduver  Electric  Co.,   . 
Ailiol  Gas  and  Electric  Co., 
Btvcrlv  Gas  Ligbt  Co., 
Blue  Hill  Electric  Co.,  . 
Bo^ton  Electric  Light  Co., 
Bndircwater  Eleciric  Co , 
brook  line  Gas  Light  Co., 

Camt»ridge  Electric  Light  Co , 

CbarIei>U)wn  Gas  Co.,    . 

Chelsea  Gas  Light  Co., . 

ChiC'jpee  Eleciric  Co.,  . 

Citizens'  Gas  Light  Co., 

Clinton  Gas  Light  Co.,  . 

Cohasset  Eleciric  Co.,  . 

Cottage  City  Gas  and  Electric  Light  Co., 

Dedbam  Electric  Co.,    . 

£a«itbaiiipton  Gas  Co  , . 

Edison  Eleciric  Illuminating  Co.  of  Boston 

Kdi?on  Electric  Illuminating  Co.  of  Broik 

tun,  ....... 

EditMin   Electric   Illuminating  Co.  of  Fall 

Jliver, 
Edition  Electric  Illuminating  Co.  of  Law 

rence,  ..#... 
Electric  Light  and  Patent  Flooring  Co 
Fall  River  Electric  Light  Co., 

Fiii'bburj?  Gas  Vo 

Fmiuinghani  Electric  Co.,    . 

Franklin  Electric  Light  Co., 

Gardner  Electric  Light  Co  , . 

Gloucester  Electric  Co., 

Grt-sjt  Barrinpton  Electric  Light  Co., 

Greenticld  Electric  Ligbt  and  Power  Co., 

Haverhill  Electric  Co  , 

H(.lvoke  Water  Power  Co., . 

Hudson  EIe<tric  Light  Co  ,  . 

Hyde  Park  Electric  Ligbt  Co., 

Lawrence  Gas  Co., 

Lee  Electric  Co.,    . 

Leia'.>'ter  Electric  Co.,  . 

Leomiuhter  Electric  Light  and  Power  Co. 

Lowell  Electric  Light  Corporation, 

Lynn  Gas  and  Electric  Co.,  . 

Maiden  Electric  Co.,     . 

Marlborough  Electric  Co.,   . 
>  Middleborough  Gas  and  Electric  Co., 
MiUord  Electric  Light  and  Power  Co., 
Millburv  Electric  Co.,  . 
Milton  Light  and  Power  Co., 
Nantucket  Klecuic  Light  Co., 
Naiick  Electric  Co  ,      . 
New  Bedford  Gas  and  Edison  Light  Co., 
Newburyport  Gas  and  Electric  Co.,    . 


Adams,      ... 
,  Aniherst,   . 
Andover,   . 
Athul, 
Beverly,     . 
('anton, 
Boston, 
Bridgewater, 
Brookline,  Boston  (Brlgh 

ton), 
Cambridge, 
Charlcbtown,     . 
CheUea,     . 
Cbicopee,   . 
Wakctield,  Reading, . 
Clinton, 

Cohasset,  Scituate,    . 
Cottage  City,     . 
Dedbam,    . 
Easihampton,    . 
Boston, 

Brockton,  . 

Fall  River, 

Lawrence,  . 
Amesbury, 
Full  River, 
Fitch  burg, . 

Frarningbam,  Ashland, 
Turner's  Falls,  . 
Gardner,     . 
Gloucetter, 
Great  Barrington, 
Greenfield,  Dcerficld, 
Haverhill,  . 
Hol>oke,   . 
Hudson,     . 
Hyde  Park, 

Lawrence,    No.  Andover 
Mctbucn, 

l-iVX'  f  •  •  •  • 

Leice.»iter,   . 
Leominster, 

Lowell,DrHcut,Tyngsboro 
Lynn,  SwHinpscoit,   . 
Maiden.  Melrose,  Medford 

Everett,  . 
Marlborough,     . 
Middleborough, 
Milf'ord,  llopedale,   . 
Miltbury,   . 
Milton, 
Nantucket, 
Nailck,  Wayland, 
New  Bedford,  Fairhaven, 
Newburyport,     . 


CAPITAt. 


$8,500 
30.000 


20,000 

1,076,000 

15,000 


200,000 

10,000 

30,000 

60,000 

1,263,500 

92,500 

90,000 

65,000 

42,400 

120,000 

80,000 
10.000 
30,000 
38, 700 
23,SO0 
30,000 
8r),(X)0 

9,12.-) 
100,000 


4,000 

r>o,ooo 

274,600 


145.100 
30.000 

40,000 

ir),ooo 

60,000 
25,000 
40,000 
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NAME  OF  COMPANY. 


LOCALITIKS  SUPPUBD. 


Capital. 


Newton  and  Watertown  Oas  Light  Co., 
Kortb  Adams  Oas  Light  Co., 
Northampton  Electric  Lighting  Co.,    . 
North  Attleborough  Steam  and  Electric  Co., 

North  Shore  Electric  Co  ,    . 

Orange  Electric  Light  Co.,  .... 

Palmer  Electric  Co., 

Pittafield  Electric  Co 

Plymouth  Electric  Light  Co 

Quincy  Electric  Light  and  Power  Co., 
Salem  Electric  Lighting  Co  , 
Somerville  Electric  Light  Co.,     . 

Soathbridge  Oas  and  Electric  Co., 
South  Had  ley  Palis  Electric  Light  Co., 

Spencer  Oas  Co., 

Stoughton  Oas  and  Electric  Co.,  . 
Suburban  Light  and  Power  Co., . 
Taunton  Electric  Lighting  Co  ,    . 

Union  Electric  Light  Co 

United  Electric  Light  Co  ,    . 
Uxbriilgc  and  Nonbbridge  Electric  Co.,    . 
Waltham  Oas  Light  Co.,      .... 
Walworth  Light  and  Power  Co., . 

Ware  Electric  Co., 

Webster  Electric  Co., 

Westlx)rouuh  Electric  Light  and  Power  Co., 
Westfield  Oas  Light  Co.,  .... 
Weymouth  Light  and  Power  Co., 

Whitman  Electric  Co., 

Winchendon  Electric  Light  and  Power  Co., 
Woburn  Electric  Light  Co 

Worcester  Electric  Light  Co., 


Newton,  Watertown, 
North  Adams,  . 
Northampton,    . 
Attleborough,  North  Attle 

borough,  Wrentham, 
Revere,  Winthrop,    . 
Orange, 

Palmer,  Monson, 
Pittsfield,    . 
Plymouth, 
Quincy, 

Salem,  Pcabody, 
Somerville,  Arlington,  Bel 

mont, 
Soutbbridge, 
South  Hadley,  . 
Spencer,     . 
Stoughton, 
Boston, 
Taunton,    . 
Franklin,   . 
Springfield, 

Lxbridge,  Northbridge, 
Waltham,  . 
Boston, 
Ware, 

Webster,  Dudley, 
WestlK)rough,    . 
Westfield,  . 
East    Weymouth,    Wey 

mouth,  ilingham,  . 
Whitman,  . 
Winchendon,     . 
Woliurn,         Winchester 

Stnneham, 
Worcester,        ,. 


$58,700 

80,000 

12.'),(JO0 

25,000 

30,000 

100,000 

40,000 

67,5<K) 

140,000 

161,400 

7,000 


83,000 
40.000 
20.000 
372,700 
34,200 

15,000 
20,000 

25,000 


M),000 
20.00  > 
12,000 

120,000 
200,000 


In  the  case  of  the  several  gas  companies  doing  electric  lighting, 
the  capital  will  be  found  in  the  table  of  gas  companies. 


The  following  companies  have  bonds  And  notes  outstanding  :  — 


Adams,  . 

Blue  Hill  (Canton), 

Boston, 

Bri(lo:ewater, 

Cambridge,    . 

Chicopee, 

Cohasset, 

Dedham, 

Edison  (Boston), 

Edison  (Brockton), 

Edison  (Fall  River), 

Edison  (Lawrence), 

E.  L.  &  Patent  Flooring  Co.,  (Araesbury), 


$9,875  00 
10,000  00 

388,078  62 
12,000  00 

155,878  50 

2,300  00 

500  00 

31,^48  02 

713,000  00 

111,.511  07 
23,000  00 
42,500  00 
62,600  00 
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Fall  River.     . 

Framinghiim, 

FninkliD  (Turner's  Falls) 

Gardaer, 

Gloucester,    . 

Great  Barrington, 

Grcentitfld,     . 

Haverhill, 

IIud<M)n, 

Hyde  Park,     . 

I^icester, 

Leominster,    . 

Lowell,  . 

Maiden, 

Mtrl  borough, 

Middloborough, 

Mil  lord, 

Mill  bury, 

Natic'k,  . 

North  Adams, 

Northampton, 

North  Attleborough, 

North  Shore  (Revere), 

Oranjre, 

P.i]m«;r, 

IMltsMtOd, 

Plymouth, 

Q'liiicy,  . 

S:il«*m,    . 

Sumerville, 

Sul)urban  (Boston), 

Taunton, 

Union  (Franklin), 

United  (Springfield), 

Ux bridge  and  Northbridge, 

Will  worth  (Boston), 

Ware, 

We.-^tborough, 

Weymouth,    . 

Wohurn, 

Worcester, 


|2,0()0  00 

54,4GH  39 

400  00 

43/J()0  00 

■4,674  44 

4/.0()  00 

10,000  00 

35,600  00 

7,000  00 

64,277  96 

21,209  45 

38.775  04 

140,090  23 

136,099  17 
27,500  00 
80,000  00 
14,5(X)  00 
16,000  IK) 
84,«37  00 
45,800  00 
22,951  82 
39,353  36 

100,269  02 
15,000  00 
20,300  00 
29,.^02  39 
30  000  00 
33,36 1  79 
40,500  (M) 
55,0(.M)  00 
12,792  52 
12,500  00 
30,000  00 

103,<MM)  00 
19,000  00 
10,12)  00 
15,500  00 
18,MM)  0() 
75,000  00 

156,3s7  69 
75,(K)0  00 


In  these  amounts,  the  borrowed  money  which  the  gas  companies 
have  invested  in  electric  lighting  is  not  included,  it  being  already 
jjiven  in  the  table  relating  to  gas  companies. 


86 


GAS  COMMISSIONERS. 


[Jan. 


The  following  table  shows  the  whole  number  of  stockholders, 
the  number  resident  in  Massachusetts,  and  the  value  at  par  of  the 
stock  held  in  the  State  on  June  30,  1891 :  — 


KAME  OF  <^'OMPANY. 


Whole  Num- 
ber of  Stock- 
holden. 


Nambcr  resi- 
dent In  Mas- 
sachusetts. 


Value  of  St(»ck 

held  In 
Massachusetts. 


Adams, 
Andover,    . 
Blue  Hill  (Canton), 
Boston, 
Brid^ewaler, 
Cambridge, 
Chicop€»G,  . 
Cohasset,   . 
Dedham,    . 
Edison  (Boston), 
Edison  (Brockton). 
Edison  (Fall  River), 
Edison  (I^awrence), 
E.  L.  &  Patent  Fl< 

(Amcsbury), . 
Fall  River, 
Fram  Ingham,     . 
Franklin  (Turner's 
GarducT,    . 
Glouce-iter, 
Great  Harrington, 
Green  fi<ild, 
Haverhill,  . 
Hudson, 
Hvtle  Park,. 
Leicester,   . 
Lcomi  Mater, 
Lowell, 
Maiden, 

Marlhorough,     . 
Middlehoi'ough, 
Milford, 
Millburv,    . 
Nantucket, 
Natick, 

Northampton,    . 
North  Alileborough, 
North  Sh(»ro  (Revert 
Orange, 
Palmer, 
IMttsheld,    . 
Plymouth, . 
Quincy, 
Salem, 
Somerville, 
South  Hadley  Falls, 
Suburban, . 
Taunton,     . 
Union  (Franklin), 
United  (Springfield) 


ooring 


Falls) 


). 


Company 


406 
14 
33 

6 
26 
29 
78 
25 
48 

7 

26 
63 

8 
29 
35 

8 
21 
41 
42 
13 
12 
13 

9 
358 
39 
10 
13 
21 
21) 

7 
08 
19 
12 

4 
13 
37 

8 

85 

lOt) 

208 

3 

5 
17 

4 
101 


137 

14 

33 

6 

26 
29 
69 
23 
42 
7 

21 
44 

8 
29 
34 

8 

9 
32 
42 
13 
12 
13 

9 

324 

36 

9 

13 
21 
26 

7 
68 
19 
12 

4 
12 
36 

8 

85 

UU 

202 

3 

5 
17 

4 
93 


$8,000 

20,(K)0 

415,300 

15.000 

200,000 

10,000 

oO.WO 

60.000 

731,<100 

07,000 

'.0,200 

65,000 

38,-400 
102,oO0 
80OO0 
10,OnO 
28,400 

3.S,7O0 
(;,s()() 

2:J,4O0 
8\0n0 

9,1_>5 

100,(MH) 

4  000 

50  0(H) 
223,  KM) 
133,<MM) 
2SJ,0iK) 
80,01  »0 
40,000 

15,000 

40000 
58,700 
SO,(iOO 

125,0(10 
25,000 
2!).9oo 
92.500 
40,000 
67,500 

134,*<O0 

159,100 

7.000 

83,000 

40.000 

20.000 

329,7(J0 
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Whole  Num- 

Number  resi- 

Value of  Stock 

KAME  OF  COMPANY.                        ^  borof  Stock- 

dent  in  Mns- 

holil  In 

b(»Idfrs. 

Mchusctts. 
47 

Maftanchuit-ttii. 

Uxhrul^e  and  Northbriilge, 

48 

?:J:],800 

Walworth  (Boston),. 

8 

8 

1/).(M)0 

Ware,          .... 

20 

20 

2i.),()(»0 

WVsilK»rou<^li,    .... 

19 

18 

24.990 

We  V  mouth. 

10 

lu 

.^»0  (KM) 

Whilman, 

9 

9 

20,000 

Winchendon,      .... 

27 

20 

4,.SO0 

Woburn 

• 

67 

56 

119,700 

Worcester,         .         .        .        , 

81 

79 

199,600 

The  following  show  the  aggregate  reHults  of  the  operation  of 
the  electric  light  central  stations  in  the  State  for  tlie  year  ending 
June  30,  1890,  and  for  the  year  ending  June  30,  1891  :  — 


YKAK   K.NblNG  JCKK  3i). 


1890. 


IH91. 


Receipts. 

For  light  and  power, 
From  other  sourc«iS, 


Expenses. 
For  manufacture,     .... 
iIi'itril)Ution,      .... 
oflioe  expensi's  and  management, 

iniscellaneou«<, .... 


Leaving  a  balance  of      . 

Of  this  profit,  the  gas  companies  made 
in  their  electrical  department.'^,  . 

Leaving  for  the  electric  light  companies. 
To  which  should   i)e  added  the  income 
from    rents,   jobbing,    etc.,    amount- 
ing to,  . 

Mukins:  •'*  total  of 

Ajr.iinst  which  the  following  charges 
w«Te  made :  — 

Interest, 

Dividends 

Depreciation, 

Sundry  items, 


Le-iving   a   surplus  to   be  carried   for- 
W:inl  of 


1,908,:H94  00 
li>.:)0.s  o;^ 


7,1M  ."/) 


$1,9l'0,702  Oo       8-^•^40,;J60  fio 


i7.02,8:n  18 

L>81,()4<;  IVS 

11(),:;;')0  \)J 

67,f)-jn  IM 


l,;34n,si4  GO 
$o79,>^»7  4o 


110,871  4{) 


$l,ni},L>l-i  8S 

l.v.).'j;:o  HO 

nJ,i  4.)  /  i 

VJ'JXtoiy  'JO 


i.7.sr),-jnii  i;i 
*70.'>,U4  .02 


143,-210  78 


$409,016  Oo  $o()  1,903  74 


4.'»,OJ2   10 


firn)(i,925  84 


8il44/)78  87 

L^i;2,9()8  (  0 

41,:^2o  21 

^4oO,;')4.S  Go 

l&i:>0,;5S-J  10 
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Aggregates  from  the  balance  sheets  of  the  electric  companies 
only,  for  the  year  ending  June  30,  1891,  show  the  following 
figures :  — 

Assets  :  — 
Construction  accounts,   including  patent  rights  and 

franchises 19,031,520  47 


Cash  on  hand, 
Due  for  light  and  power, 
Other  accounts  due. 
Materials,  etc.. 
Notes  receivable,    . 
Investments,    . 


262,284  10 

178,034  22 

67,475  82 

240,933  02 

84,269  09 

67,370  94 


$9,931,887  66 
Liabilities  :  — 

Capital, 15,866,300  00 

Bonds, 1,923,125  00 

Notes  payable, 1,243,349  96 

Unpaid  bills,    . 374,818  77 

Unpaid  dividends, 438  07 

Interest  due  and  unpaid,         ......  11,37450 

Other  items, 37,654  81 


Reserved  and  depreciation  funds, . 


Surplus,  . 


Of  these  companies  — 
Forty  show  an  aijgregate  surplus  of 
Twelve  show  an  aggregate  deficit  of    . 

Leaving  total  net  surplus,  as  shown  above. 
Which,  added  to  reserves  carried  as  liabilities, 

Would  show  an  actual  surplus  of  . 
Equivalent  to  per  cent,  on  capital  of  about  . 


?9,457,061  11 
80.249  97 


$9,587,311  08 
394,576  58 

$9,931,887  66 

$126,759  95 
32,183  37 


$394,576  58 
80,249  97 


$474,826  55 
9 
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The  following  table  shows  the  value  of  the  plant  of  each  com- 
pany, as  assessed-  by  the  local  authorities :  — 


AsseMed 

AueiMd 

KAME  OF  COMPANY. 

NAME  OP  COMPANY. 

Valuation. 

Valaation. 

Adams, 

$18,000 

Middleborongb, . 

$23,200 

Andutrer,        .        .         .        . 

13,000 

Milford,      .        .        .        . 

26,500 

Bloe  Hill  (Canton),      . 

- 

Mlllbury 

15,000 

Boiton 

52i5.5dO 

Nantucket, .        .        .        . 

» 

Bridgewater, 

15,(jOO 

Natick,        .        .        .       . 

~ 

Cambndgc,   .        .        .       . 

200,000 

Northampton,     . 

40,000 

Cohasaet,      .... 

2,000 

Ni)rth  Attleboronirb,  . 

47,560 

Dedbaro 

M.OOO 

North  Shore  (Revere), 

70,000 

Ediion  (Boston),. 

418,500  i 

Orange,       .        .        .        . 

7.500 

£di«on  (Brockton), 
Edison  (Fall  Kirer),    . 

46.iK)0 

Palmer 

6,600 

53,000 

PittsHeld 

100,000 

Edison  (Lawrence),    . 

60,000 

Plymouth,  .        .        .        . 

26,650 

£.  L.  and   Patent  Flooring 

Qulncy,       .        .        .        . 

45,300 

Co.  (Amesbnry), 

28,000 

8Hlem 

161,600 

FtllRiTcr 

80,000 

Somerville, . 

ifO.UOO 

Fnniinfrham, 

50,000 

Sonth  Hadley  FalU,  . 

3,5(K) 

Fniiklin  (Turner's  Falls),  . 

9.000 

Suburlmn  (Boston),   . 

1,500 

(}irdner,       .... 

25,0«) 

Taunton,     .        .        .        . 

20.000 

Gloat-ester,    .... 

14,000 

Union  (Franklin),      . 

13,600 

Great  Barrington, 

3.500 

United  (Springfield ),  . 

268,400 

Greenfield,    .... 

27,000 

Uxhridge  &  Northbridge,  . 

15,000 

45,000 

WHlworih  (Boston),  . 

— 

Hud2K>n 

2.500 

Ware, 

20,000 

68,000 

We8tl)orough,     . 

9,300 

Leitoter,      .... 

15,750 

Weymouth, 

40.100 

Leominster,  .... 

22,700 

Whitman,    .        .        .        . 

12,000 

Lowell, 

130,160  : 

Winchendon, 

5,000 

Milden,         .... 

1<K),000  1 

Wobum,     .        .        .        . 

47.040 

Miirltwroagh, 

13,000  , 

1 

Worcester,  .... 

228,00J 

The  following  table  sbowB  the  amount  paid  by  each  company 
for  taxes :  — 


N.\iIE  OK  COMPANY. 


Adams. 

Ambcrst, 

Andover, 

Atbol.    . 

BeverJT 

Blaeliill  (Canton), 

Boston, . 

Bridgewater, 

Brookline,     . 

Cambridge,  . 

Cbarlestown, 

Chelsea, 

Chicopce. 

Citizens'  (Wakefield), 

Clinton, 

Cottage  City, 

Bedbam. 

£diiM)n  (Boston),  . 

Bdison  (Brockton), 


Taxes  paid. 


$154  76 

162  56 

293  65 

125  00 

298  02 

823  31 

16,227  84 

157  82 

l.*255  66 

2.874  41 

1,612  47 

900  00 

130  57 

175  00 

162  11 

96  96 

618  20 

7,090  16 

798  03 


NAME  OF  COMPANY. 


Edison  (Fall  River),  . 
Edison  (LaMTCiice),  . 
E.  L.  and  Patent  Flooring 

Co.  (Amcsbury),     . 
Fall  River,  . 
Fitchburp,   . 
Framin^rhaim. 
Franklin  (Turner's  Falls), 
Gardner, 
Gloucester,  . 
Great  Barrington, 
Oret-nfield,  . 
Haverhill,    . 
Holvoke, 
Hudson, 
Hyde  Park, 
Lawrence,   . 
LjO^,      .... 
Leicester,    . 


Taxes  paid. 


$981  50 
951  28 

627  96 

1,763  68 

62?)  12 

793  88 

164  53 

654  36 

327  27 

176  37 

396  73 

1,384  90 

420  49 

55  96 

1,044  76 

1,474  67 

208  21 

148  32 


90 


GAS  COMMISSIONERS. 


[Jan. 


NAME  OF  COMPANY. 

Tazea  paid. 

NAME  or  OOMTANY. 

Taxes  paid. 

Leominster,  .       .       .       . 

9514  05 

Salem,         .       .       .       . 

$2,855  38 

Lowell,. 

2,694  97 

Somerville,  .       .       •       . 

1,775  08 

Lynn 

Maiden, 

2,361  86 

Soothbrldge, 

South  Hadley  Falls,  . 

436  05 

1,217  04 

144  72 

Marlboroogh, 

364  36 

Spencer,      .       .       .       . 

159  22 

Milford, 

538  03 

Stonghton,  .... 

59  50 

Millbary,      .        .        . 

225  00 

Suburban,   .... 

662  18 

Nantucket,    . 

m. 

Taunton 

528  01 

Natick. 

669  06 

Union  (Franklin), 

145  53 

New  Bedford, 

5,000  96 

United  (Springfield),  . 
Uxbridge  and  Northbridge, 

3,392  81 

Newburyport, 

873  19 

316  92 

Newton, 

700  00 

M^altham,    .        .       .       . 

911  53 

North  Adams, 

142  65 

Walworth  (Boston),  , 

16  69 

Northampton, 

633  28 

Webster,      .... 

273  07 

North  Attleboroagb,    . 

872  84 

Westborough, 

150  45 

North  Shore  (Revire), 

565  89 

Westfleld 

253  28 

Orange, 

351  11 

Weymouth 

666  64 

Palmer, 

360  00 

Whitman,    .       .       .       . 

275  04 

Pltutield,      . 

670  00 

Whlncbendon,    .       -• 

160  27 

Plymouth,    . 

366  98 

Wobum,      .... 

1,883  39 

Qaincy,         .... 

715  43 

Worcester,  .... 

3,210  77 

• 

DlYIDEKDS. 

The  dividends  declared  by  the  several  companies  during  the  year 
are  shown  in  the  following  table :  — 


NAME  OF  COMPANY. 


Kute  Per 
Cent. 


Amount  of 
Dividends. 


Adams, 

Andover, 

Blue  Hill  (Canton), 

Boston,       ....... 

Brid^ewater.      ...  .        . 

Cambridge, 

Chicopee, 

•Coll  asset, 

Df'dham, 

Edison  (Boston), 

Edison  (Brockton), 

Edison  (Fall  River S, 

Edison  (Lawrence), 

E.  L.  and  Patent  Flooring  Co.  (Amesbury), 
Fall  River,  .  .... 

Framinghum, 

Franklin, 

Gardner, 

Gloucester, 

Great  Barrington, 

Greenfield, 

Haverhill, 

Hudson 


6 
6 


3 

6 

7 

3 
6 


8 


162,280  00 
12,000  00 

1,800  00 

63,fc00  00 

6,100  00 

5,980  00 

1,143  00 
6,860  00 

400  00 

♦  _ 


6^00  00 

♦  _ 


*  No  dividend  declared. 
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Kate  Per 

AmoDot  of 

haiie  of  company. 

Cent. 

Dlvidendi. 

Hyde  Park 

n 

|1,.')00  00 

Leicester,   . 

*  . 

Leominster, 

-. 

♦  _ 

Lowell,       .        . 

8 

ir,,872  00 

Maiden, 

8 

wm  00 

Marlborough,     . 

3 

900  00 

Mil  ford. 

2 

800  00 

Millbury,    . 

— 

♦  _ 

Nantucket, 

- 

- 

Xatick, 

— 

•  _ 

Northampton, 

5 

2,98.5  00 

North  Attleborongh,  . 

10 

6,160  00 

North  Shore  (Revere),      , 

- 

•  _ 

Orang:e,      .... 

- 

♦  _ 

Palmer,       .... 

- 

♦  _ 

PittsHeld,   . 

— 

♦  ^ 

Plymouth, .... 

- 

♦  _ 

Qainoy,      .... 

6 

2/m  00 

Salem,        .... 

6 

8,4(K)  (K) 

Somerville, 

6 

8.208  00 

South  Hadley  Falls,  . 

- 

♦  « 

Suburban,  . 

- 

♦  _ 

T.tunton,    . 

7 

2,WH)  00 

Union  (Franklin),     . 

- 

♦  ^ 

United  (Springfield), 

6 

18,0(K)  00 

Uxbridge  and  Northbridgt 

B, 

- 

*  _ 

Walworth  (Boston), . 

— 

♦  _ 

Ware,          .        .        • 

- 

¥   _ 

Wftstborough, 

1 

2*)0  00 

Weymouth, 

— 

*  _ 

Whitman,  . 

— 

♦  _ 

WiDch«3ndon, 

— 

*  _ 

Woburn,     . 

i\ 

1,S()()  00 

Worcester, 

1 

8 

16.0<MJ  00 

1262,91)8  (K) 

•  No  diTidend  declared. 
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The  following  table  elmwa  the  system  used,  the  maximum 
dynamo  capacity  and  nomiaal  candle-power  of  the  lamps  of  each 
company,  Juno  30,  1891  :  — 


AnilKTst,  ■ 

Andover,  . 

Athol, 

Buveilj,    . 

Blue  Hill  (Canlou),. 


BriHge  water,     ■ 
Bmoklioe, 

CsHiltriJge,' 
Cliarlestown,     . 
Chrlscn,    . 

Citizens'  (WakcfieM), 
Clinton,     . 
CuhiiHsut.  .        . 
Ciitinjfu  City,    ■ 
IlecJIiam,    .         , 
KHKthiimpton.    .        . 
K(li»ut]  (^biistonj, 

Edison  (liiwklon),'. 

Ellison  (Fall  River), 
Edison  (Lawrence), 


ThoDiaon-Houston, 
Weatinghonse, 
Thomson-Houston, 
Tbomsrin-IIoiiston, 
Tho  iiison-  H  o  uston, 
S  Waterhoiiae. 
Westinghouse. 
Thonison-noUBli 
Brush,  . 
AnieiicBn,     , 
Thuinson-IIo  listen, 
Weston, 

Watcrhousc, 

Westinghouse, 

American,     . 
.  Thorn »on- Houston, 

T  ho  msn  n  -  n  o  uston, 
.Westinghouse,     . 

Thomson-lTousttm, 


Thouwon-IIoiisUm, 

Tboniaoii-IloDston, 

Tbonisoii-Ilouston, 
J  Schuyler, 
{  'J' horn  son- Houston, 

Thoinson-IIoustOD, 

Hall,     . 

T  ho  ni  son -Houston , 

Wnlerhouae, 

f  Thomson -Houston, 

I  Edison, 

;  Kdison  Municipiil, 

^  E.ti.on.         .        . 

!  f  American,    . 
i  Kdison, 
I  (, Kdison  Municipal, 


2,000 

2,0lH) 
2,000 


00 

1,61)0 

60 

1,200 

i.atM. 

16 

40 

1,800 

il,200 

16 

no 

2,000 

2,0t)0 

15 

4,500 

16 

4,G40 

16 

•  Motor  geoeraton  80  H.  P. 
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£.  L,  and  Palunt  Flooring 
Co.  (Amosbury),  . 


Fall  River, 
Filciiburg, 
Franiingbam, 
Frankliu  (Tui 
Gardner,    . 
Gloucester, 
Greut  Barringtoi: 
Greenfield, 


Hoi  joke,  . 
Hudson,  . 
Hyde  Piirk, 
Lswrenee, 
Leicester,  . 
Leominster,' 
Lowell,      . 

JJnlden,     . 
Marlborough,    . 
Middieboroiigh, 


Tbomson-IIouston, 
ThomsoD'IIoi 
ThomsoD-IIouslun, 
Thomson-Houston, 
Th  omson-Houston, 

'Sehnyli;r,       . 

[  FAhon. . 

^  Westinghiiiise, 

I  Tbom son- Houston, 

|.We8tingliouse,  . 
TbomsoD-IIouston, 

^  Bnish,  . 

',  Sebuyler,      . 

1^  Kdison, 

Thomson-Houston, 
TboioBon-Honston, 
T  bo  m  son- H  ou  at  on , 
Thonisou-Hoiiston, 
Thorn  son-Houstuii, 
Thomson-Houston, 
TLomaoD-Houston, 
T  homiw  n  - 1 1  o  11!^  ton , 
Thoinsoii-lliiuston, 

I  Si^hiijler, 

'Edison, 

I  Thomson- Houston, 

!_  Waterhouse, 


'Motor  gtatnOof  K  H.  P. 


>  Motor  gencrikton  23£  H.  P. 
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Hulmmu 

Homln.1 

NAME  or  COMPANY. 

8T1<C«>  DMd. 

C.p«IV. 

(.'■nd)*- 

MiHoi-d 

Thoinsdii -Ho  u- ton , 

95 
7S0 

1.200 
16 

Millbury 

Thomson-Houston, 

60 

650 

1,200 
16 

Milton 

Thomaoii- Houston, 

Nantucket, 

- 

NatJck,      .... 

Thomson-Houston,       . 

Now  Bedford,'  . 
Newburyport,  . 

''  Thomson-Houston, 
American,    . 
Kdison,. 

iWostinghouse,      . 
Thomson-Houston, 

<       265 

i       118 
110 

7,410 

i    100 

5,800 
170 

800 

a.ooo 

1,200 
2,000 

16 
1.600 

16 
1,200 

16 

Newton 

Thomson-Houston, 

8,000 

16 

North  A<1an)g,  . 

Tliom  son -U  ou  s  ton , 

135 

500 

1.200 
16 

Thomson  -  Houston, 

140 

1,200 

North  Attleborough, . 

5  Schuyler.      . 

i  Thomson -Houston, 

'      '90 

310 

1,200 
1,200 

North  Sbore  (Revere),*    . 

T  h  omson  -  Hou  Blon , 

i     1.950 

16 

Orange 

Palmer 

Thomson -Houston, 
Thorn  son -Houston, 

J         60 

1,000 

50 

1,200 

16 

1.200 

Pitl.<lipl.l,' . 
Plymouth,* 

(Thomson-Houston, 
i  Westinghouse. 

Thomson -Houston, 

125 

3,000 
S       100 
J     1,000 

1,200 
16 

1.200 
16 

Quiniy.     .... 
Salciii 

)  Tho  m  so  u  -  H  ouston, 

Thomson-Houston.       . 

S       130 

)     1,000 

1,600 

S       360 

1,200 
16 
16 

2.000 

Sotoi^rville.       . 

f  Thomson-Houston,       . 

i  American,     . 

I,  Elcctvo-Uvnaniic  Co.,  . 

5       350 

>     1,000 
50 
600 

2.000 
16 

2,000 
25 

Soulhbridge,    . 

Somh  Ilndky  Falls. 
Spenocr 

Siihuiban. 

Thomson-Houston, 

Ball 

Ball 

J  Watcrhouse. 

)  Westinghouse,     . 

900 
70 
70 
70 
3,760 

16 

1,200 

800 

1300 

16 

>  Motor  genentori  220  H.  F 

•  Motor  gen 
■Motorgw 

«rftton!80 

1««OT*140 

H.  P. 
H.P. 
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NAME  or  COUPAHT. 


Unired  (Spring6elJ). 
I'xbriiige      and      North- 


Wallham 

Walworth  (Boston),' 

Ware 

Webster 

Westborough,  . 

Westfidd 

Wev  mouth,       .        '. 

Whitman 

W  inch  fti  (ion,     . 

Wobum 

Worcester. 

Anioux  Hocbhaasen, 

Brush,  . 

Tbomftoti-  H  ooston , 

Thomson-IIonston, 
J  ThoniKon'-IIouBloa, 
i  Westinghuu^e,     . 

Westinghouse, 
ThomsoD-HoustOD , 

J  Amprionn,     . 

}  TboniBon- Houston, 
Tbomson-IIouston, 
Thomson-l  loiiaton, 
Thomson-IlouEton, 

Csohujler,      . 

^  Thonison-IlouBton, 
Thomsoo-HouatoD, 
Thomson- Houston, 
Thoniaoii-IIoustoD, 

■ 
Thomson-Houston, 

Itrii.sh,  , 

KdiS..!!.. 

Thomson-ilouslon, 


'  Motor  generaion  30  H.  P. 


llie  following  tabic  shows  tbe  number  of  electric  lights  of  various 
candle-power  reprcBented  by  the  dynamo  capacity,  June  30,  188D- 
IfiyO  and  1891  :  — 


IS  candle-power. 


(10,075       140,fJ70       18l,-i70 
2,800  1,700  8,630 


8,425  8,401 

6,085  6,447 


liOO      ■* 
1,800      " 
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The  following  table  shows  the  number  of  boilers,  their  total 
rated  horse-power,  the  number  of  engines,  and  the  total  rated 
horse-power  of  the  same,  and  the  number  of  dynamos  of  the 
different  companies  on  June  30  last ;  also  the  number  of  tons  of 
coal  used  during  the  year  ending  on  that  day  :  — 


^  . 

Tout 

0« 

Total 

»g 

KAaiE  OF  COMPANY. 

rated 

in  tHa 

rated 

If 

Coal  used. 

U 

Horse- 

82* 

Horse- 

Tons. 

0  z 

power. 

l« 

power. 

^5 

Adams,  ...... 

2 

150 

2 

225 

2 

845 

Amherst, 

1 

100 

1 

75 

1 

250 

Andover, 

• 

2 

200 

2 

180 

8 

489 

Athol,    . 

1 

,     1-20 

1 

65 

1 

'95 

Beverly, 

2 

154 

2 

210 

2 

«225 

BJue  Hill  (Canton), 

1 

l.SO 

1 

180 

8 

280 

Boston,  . 

21 

2,675 

84 

8,841 

78 

18,296 

Bridgowater, 

1 

75 

1 

80 

2 

1>89 

Brookline, 

8 

875 

5 

4^0 

8 

»818 

CHmbrido:e,  . 

8 

1,000 

6 

1,140 

19 

7,000 

CharlestowD, 

5 

62o 

5 

800 

10 

*77l 

Chelsea, 

2 

250 

4 

844 

7 

*h68 

Chicopee, 

1 

100 

1 

65 

1 

e_ 

Citizens'  (Wakefield), 

2 

250 

1 

125 

2 

7  _ 

Clinton,. 

2 

250 

2 

8-25 

4 

618 

Cohaj^set, 

1 

150 

1 

100 

1 

*9l 

Cottage  City, 

1 

60 

1 

50 

2 

» 6:i 

Dedham, 

2 

220 

2 

170 

4 

«>892 

EasthamptoD, 
Edison  (Boston).  . 

»i_ 

— 

— 

— 

~ 

16 

3,600 

82 

4,.S20 

64 

12,000 

Edison  (Brockton), 

6 

720 

5 

1     475 

12 

2,186 

Edison  (Fall  RiviT), 

4 

426 

4 

460 

8 

1,2'<1 

Edison  (Lawrence V 
Electric  Light  &  Patent 

4 

488 

6 

560 

11 

"1,762 

t  Fh) 

oring 

Co  (Amesbury), 

2 

250 

8 

485 

6 

1,2C0 

Fall  River,     . 

4 

400 

5 

850 

9 

1.847 

Fitchbure:,     . 

8 

800 

8 

800 

6 

"276 

Framingham, 

2 

250 

2 

250 

7 

u_ 

Franklin, 

»_ 

_ 

. 

2 

Gardner, 

2 

160 

8 

200 

4 

716 

Gloucester,    . 

2 

185 

2 

128 

6 

>«  8/,0 

Great  Barrington,. 

1 

95 

2 

160 

6 

4.S7 

Greenfield,    . 

2 

225 

8 

226 

4 

»7  800 

Haverhill, 

8 

875 

8 

866 

8 

1,667 

Holyoke,* 

— ■ 

^ 

•^ 

"" 

20 

■" 

>  Nine  months  only.  *  Also  186  bushels  coke. 

*  Also  coke  fh>ni  gas  works.  *  Also  367  tons  coke. 

*  Also  117^  tons  screenings,  11  tons  hreese. 

•  6,831  busheUi  coke. 

7  Coke  from  gas  works  used.    Works  ran  only  a  portion  of  the  jear. 
<     "  Also  61  tons  screenings.    Works  in  operation  nine  and  one-half  months. 

*  Works  run  only  in  summer.  '^  Also  165  tons  screenings  and  sparks. 
"  Power  leased.                                >*  Also  214  tons  screenings. 

"  Also  384  tons  coke.  i«  Not  returned. 

>•  Water  wheel,  40  H.  P.  i*  Also  205  tons  screenings. 

^  Al»o  fifty  cords  wood.  "  2  water  wheels  370  H.  P. 
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xutK  or  coMPANT. 

"8  . 

rill 

Huh-  1  1? 

Total 
Uorw- 

II 

Tom. 

Hadson. 
Hjde  Park,    . 
Uwrence.     . 
Lee.       .        .        . 
Uicester,       . 
I..eomiGster,  ■ 
Uwell, . 

1 
2 

11 
3 

:  2 

1 

2 
4 

2 
5 
2 
4 

80 
2ftO 
300 
180 

80 
2.'.0 

i.aw 

77fl 
600 
210 
80 
170 
100 
180 

2.'0 
I,SO0 
2(M 
bOO 
150 
2110 
370 
4i>A 
1-20 
125 
410 
■^50 
S75 

am 

550 
loa 

60 
3110 

:y>r, 
•m 

1,1G0 

lag 

581 

13 
1*4 

2 
11  _ 

2 
3 
a 
4 
2 
4 

CO 

375 
300 

80 
60 
250 
1.260 
I. ISO 
625 
200 
ISO 
120 
100 
150 

fiOO 
l,6<».i 
180 
425 
210 
305 
440 
515 
1K5 
IW 
f>'.t<) 
375 

m) 

470 

1M5 
100 

50 
90"  1 
3:^5 
150 
1.6M 

1N5 

475 

2 
6 
6 
2 
2 
5 
If> 
21 
U 
7 
3 
b 
2 
2 

4 
33 
7 
6 
4 
6 
9 
8 
3 
2 
11 

14 
ll> 
3 

2 
1 
5 
8 
3 
18 
3 
8 

177 

•52fi 
•2-0 
150 
207 
»481 
•4.000 

Maiden, 
Marihorou^, 
lt1id<tleborx>uzh,     . 
Uiirord.. 
Willbury,       . 
Milton,  . 
Nantucket,     . 
NHiicb,  . 
New  Bedford, 
Kewburjport, 

Korth  Adamsi 
Northampton, 
North  AttlebiiroujEh, 
North  Shore  (Revere), 
Orange, . 
P.iliin-r.  . 
I'itlBlicd,        . 
Plvimmlh,      . 
yuincy,  .         .         . 

2^0 1 
'356 
•96 

700 
277 

"44S 

"  6,"70 

625 

"  1,420 

"132 

"SiK) 
1,S71 
"MS 
379 
337 
760 
92H 
1.432 
3.W-6 

SomervilK    . 

SouLlibtid^e. . 

$»Mh  Iludlej  Falls. 

SjH-D<-er, 

Sidugliton,     . 

Suburban  (Boston), 

Taunton, 

Uni....  (Franklin). 

United  (Springfield), 

Uibriiigu  and  SJortlibri 

Wallham,       . 

flge. 

],W5 
3»1 

1,350 
600 
3M 

4.121 
505 

"3»1 

■  Alio  221  loni  apojkB. 
■  Alio  770  torn  breeic.    Sleim  qmiI  iu  gas  wurka  bJio. 
■AIn>  warer  wheel,  60  M.  P.  •  Also^  wnter  >vN!-^'fn.Ga  H.  P. 

'Also  41  tons  of  Other  fuel.  •  Also 'lOil  ioimi;r  oilier  fuel. 

'Alio218li>n9£crtCnlnBi.  ■  Also'J  wsttr  \>^00lx,  180  IL  P. 

■Helarn  Tor  gix  mimtliB  onlj,  ■■  A]«o7fl5  toni  Bparltx. 

"AIM  1,232  toniofotberfasl.  "  Also  862  ftialdroni  cnke. 

»  Alio  23,«^  buiLela  coke.  '•  Also  lOU  cords  of  wood. 

i>  Alao  water  wheel  30  H.  P.  '•  Alio  7S  torn  acreenlnfri. 

''  Sl«tm  boagbt.  i>  S  16  II.  P.  gaa  engine* ;  uacd  1,203,000  feel  of  gai. 

■•  Alio  41,241  bDibeli  cuke. 
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t  . 

Total 

Total 

09 

NAME  OF  COMPANY. 

|i 

rated 

It 

rated 

1° 
-2 

Coal  nted. 

§  3 

5» 

Horse- 

.=1 

Hone- 

n 

Tons. 

a^ 

power. 

'A^ 

power. 

2;^ 

Walworth  (Boston), 

6 

330 

2 

200 

4 

1,566 

Ware,     . 

1 

125 

1 

125 

2 

125 

Webster, 

2 

230 

2 

140 

3 

sn 

West  borough. 

2 

160 

2 

150 

3 

^ 

Westfield,      . 

2 

130 

2 

140 

4 

354 

Weymouth,    . 

2 

300 

2 

325 

6 

'678 

Whitman, 

f  _ 

— 

1 

90 

2 

. 

Winchendon, 

1 

60 

1 

40 

2 

171 

Woburn, 

4 

500 

6 

575 

U 

2,228 

Worcester,     . 

8 

1,200 

2 

900 

19 

2,607 

^  Also  122  tons  screenings. 


*  Steam  booght. 
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The  foUowiDg  table  shows,  in  feet,  the  total  length  of  wire ;  the 
length  of  underground  conduit,  the  length  of  the  wires  in  the 
Bame ;  the  number  of  poles  set  in  streets  and  ways,  and  the  length 
of  streets  with  overhead  wires  of  each  company,  on  June  30 
last :  — 


* 

Leoffth 

LMlgtb 

Nnaber 

Length 

ToUl  Length 

of  Wlrei 

of  UDder- 

of  Polee 

of  Street 

NAME  OF  COMPANY. 

of  Wlrt. 

In  CondDlt. 

gronnd 

Mt  In 

with   Over- 

Feet. 

Feet. 

Conduit. 

Streets. 

head  Wlree. 

Feet 

Feet. 

Adams,      .        •        •        « 

80,460 

_ 

^ 

160 

29,700 

Amherst,    .        .        .    *    . 

22,560 

- 

- 

75 

7,000 

Andover,    .        .        .        . 

60,736 

- 

- 

448 

20,242 

Athol,         .        .         .        . 

80,000 

- 

- 

160 

80,000 

Beverly,     .        .        .        . 

52,200 

- 

- 

204 

28,148 

Blue  Hill  (CaDton),  . 

171,600 

- 

- 

690 

171,600 

Boston,       .        .        .        . 

•2,042,818 

- 

- 

'961 

- 

Briflgewater,     . 

101.480 

— 

- 

288 

38,580 

Brookline, 

461,660 

— 

- 

1,230 

237,600 

Cambridge, 

711,400 

- 

- 

997 

184,800 

CharlestowD,     . 

209,0110 

-> 

— 

805 

- 

Chelsea,     .        .        .        . 

317,040 

- 

- 

1,464 

179,620 

Chieopee,  .        .        .        . 

21,120 

- 

- 

200 

21,120 

Citizenb^  (Wakefield),      . 

262,Ot0 

- 

- 

580 

79,200 

Clinton,      .        .         .     '  . 

834,200 

— 

- 

600 

89,200 

Cohasset,    .         .         .         . 

258,440 

— 

- 

914 

108,098 

Ctrttage  City,     . 

121,440 

- 

— 

60 

21,120 

])edh:im,     .         .         .         . 

512,994 

~- 

- 

1,162 

168,680 

Easthampton,    . 

87,0<» 

— 

- 

225 

28,000 

Edison  (Boston), 

578,160 

530.640 

176,880 

«40 

15,*<40 

Edison  (Brockton),  . 

468,908 

21,000 

7,000 

1,650 

182,000 

Edison  (Fall  River), 

96,450 

27,000 

9,000 

42 

12,000 

Edison  (Lawrence), . 

507,647 

72,797 

7,200 

1.198 

218,840 

E.  L.  and  Patent  Flooring 

1 

Co.  (Amesbury),    . 

200,640 

- 

- 

250 

52,800 

Fall  River, 

277,200 

- 

- 

741 

97,680 

Fitchhurg, . 

179,740 

- 

- 

448 

67,850 

FntmiD<;ham,    . 

— 

— 

— 

900 

182,000 

Franklin  (Turner's  Falls), 

12,000 

— 

— 

86 

9,000 

Gardner,     .         .         .         . 

iy2,5<  0 

<- 

— 

445 

45,000 

Gloucester, 

97,0()0 

— 

- 

185 

70,000 

Great  Barrington, 

1      70,848 

— 

— 

278 

40,840 

Greenfield, 

'      81,000 

— 

- 

157 

25.000 

Haverhill,  .        .        .        . 

206,500 

— 

- 

500 

;    158,400 

Holyoke,    .        .        .        . 

806,817 

— 

- 

800 

lOO.OOO 

Hudson 

85.285 

— 

- 

71 

10,798 

Hjde  Park, 

186,880 

- 

- 

620 

67,600 

Lawrence, .... 

205,920 

— 

- 

406 

68,640 

Leo,    .        .         .        .        . 

52,800 

- 

— 

140 

15,840 

L»Moester,  ,         .        .        . 

152,794 

- 

— 

465 

50,160 

Leominster, 

267,550 

- 

— 

476 

51,780 

Lowell,       .         .        .        . 

550,000 

— 

^^ 

1,000 

— 

Lynn,         .         .        «        . 

1,008,780 

"" 

2,900 

475,200 

1  Roof  stractures,  1,022.    «  Roof  structures,  20. 
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TM>1  t^nftb 

Lenim 
»fW(m 

of  UDder- 

--; 

tjiuno 

or  Ktnel 

OfWlK, 

rOKnd 

,„h„„. 

r«t. 

fwt 

ConrJoll. 
FUL 

^. 

■nr- 

««1da» 

1,704,500 

_ 

„ 

4.000 

520.000 

106.<I65 

200 

60.000 

Middleborough, 

82,200 

336 

Milford,      . 

1.16,600 

Millbury.    . 

73,920 

160 

21.120 

Milton.       .        . 

422.400 

660 

422,400 

Nantucket, 

Natick,       . 

242,fteO 

600 

63„<i60 

KewBedfonl,    . 

67u,860 

24.000 

8,000 

1,032 

17.5.000 

Henrbm-jport,   . 

211.000 

400 

160,000 

Newton,    . 

l,096.fi00 

1,600 

1,600 

3.643 

North  Adnma,    . 

91.708 

300 

46.000 

Northampton,    . 

Si2,l76 

600 

134,000 

372,H60 

901 

North  Shore  (Revere).      . 

67.S,aiO 

1,357 

196.360 

Orange 

64,231 

240 

26.000 

Palmer.      . 

80,!180 

20.j 

Sl<,260 

PittBfi^l.i,  . 

S8K,9S8 

1,000 

600 

712 

98,500 

Plymouth, . 

169,336 

407 

64  027 

QuincT, 

491,040 

1.100 

268,720 

Salem,        .        . 

424^^00 

730 

200.000 

Somerville, 

1.0:12  200 

2,600 

Soulhbridyre,      . 

ll'i!,26'2 

36-2 

16.840 

South  llailley  FullB, 

400.100 

- 

226 

38.000 

Spencer.     .         . 

41,676 

397 

StouKhton, 

47.620 

260 

47,520 

Suliurban  (Boston), 

39.600 

Tiiunton.    . 

1.58.400 

300 

Union  (Franklin). 

11.5vS20 

400 

42..^00 

United  (Spri»pa«l.l). 
UxlTidge  andNorthbridgo 

475.690 

38,2.'.0 

9,500 

617 

225,<'0ii 

132,410 

425 

43,000 

Waltham 

I6S.300 

366 

49..570 

Walworth  (Boston), 

19,400 

- 

- 

- 

- 

Ware 

51.760 

209 

Webster,    . 

70,920 

325 

48.000 

Weslborough,   . 

102,-194 

248 

Wesifleld. .        . 

79.360 

206 

38.000 

Wevmouth, 

743,100 

1,375 

Whiiman,  . 

116,160 

720 

95,040 

Winebendon,     . 

91  00.5 

185 

28.680 

Woburn,    . 

796.660 

3,1  lOO 

348.480 

Worcester, 

672,760 

- 

" 

1,612 
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The  following  table  shows  t%  number  of  motors  furniBhed  off 
arc,  iQcandescent  and  power  circuits,  the  number  of  single  and 
doable  arc  lamps,  and  the  number  of  plain  and  copper-coated 
carbons  used  during  the  year :  — 


1  ■  1^    -'^^ 

fi 

Lai^ 

'v:t 

UtMt. 

Adams. 

, 

. 

., 

80 

10,000 

AUrol,  . 

34 

7.000 

Btrerly,        . 

30 

B 

13.000 

BIqc  Hill  (Canton),    . 

6 

3.1 

•i 

u.H;fl 

Brvokline.    .        .        . 

N 

20 

202 

130,000 

Csmhrtdge, .        . 

41 

26 

177 

12.^000 

1 

21 

133 

CiiiMsn.'  (Wakefleld). 

4S 

S.0O0 

16,000 

29 

400 

Clinton.        .       . 

« 

S2 

20,680 

Cottar  City, 

0.000 

30 

11,013 

East  bam  pton,     . 

Edison  (BMion), 

flftH 
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The  following  table  shows   the  price   charged  by  the   several 
electric  light  companies  for  commercial  lights  on  June  30, 1891 :  — 


NAME  OF  COMPANT. 


Price  for  Commercial  Light*. 


AdAlD£,      . 


Amberst,  . 

Aodover,  . 
Atbol, 

Bererly,  . 


•{ 


f 

•      •  •! 
I 

Blue  HiU  (Canton),   j 


BoitOD, 


.  i 


Bridgewater, 


Brookline, 


Cambridge. 


CbarlestowD 


Chelsea,    . 


I   ••        •  "j 


Ciiiiens' (Wakefield), 


For  16  c.  p.  incandescent  lights  for  business  places  open 
eTcry  ni^ht,  $13.00  each  per  year;  open  6  nifibts  per 
week,  f  12.00;  open  4  nights  per  weelc,  $9.00;  wiring 
and  renewals  free. 

Incandescent  lights,  one  cent  per  honr.  16  c.  p.  lamps  hy 
meter ;  dwelling  bouse  wiring  at  cost ;  commercial  wir- 
ing and  renewals  f^. 

Incandescent  lights,  $10  00  per  year.    Wiring,  stores,  f^ee. 

Arc  lights,  $75.00  per  year. 

Arc  lights,  50  cents  per  night.  Incandescent  lights,  16  c. 
p.;  6  nights  per  week,  $1.00  each  per  month;  4  nights  per 
week,  87^  cents  each  per  month.  Cubtumers  furnish 
renewals. 

Incandescent  lights,  one  cent  per  ampere  hour.  Wirin«r, 
$2  00  and  $2.70  per  light;  lamp  renewals,  70  cents  each. 

Arc  lights  under  contracts,  1  lamp  for  12  mos.,  75  cents; 
for  6  mos.,  80  cents ;  for  3  mos.,  90  cents ;  2  lamps  for  12 
mos., each  70 cents;  for  6  mos.. each  75 cents;  forSmof.. 
each  85  cents;  3  or  4  lamps  for  12  mos.,  each  65 
cents ;  for  6  mos.,  each  70  cents ;  for  8  mos.,  each  80  cents ; 
5  to  7  lamps  for  12  mos.,  each  60  cents;  for  6  mos., 
each  65  cents ;  for  3  mos.,  each  75  cents  per  day ;  8 
or  9  lamps  for  12  mos.,  each  55  cents ;  for  6  mos.,  each 
60  cents;  for  3  mos.,  each  70  cents;  10  lamps  tor 
12  mos  ,  each  50  cents;  for  6  mos.,  each  5;')  rents;  for  3 
mos.,  each  65  cents  per  day.  Incandescent  lights  under 
contracts,  125  c.  p.  for  12  mos.,  each  lamp  50  cents  per 
day ;  65  c.  p.  for  12  mos.,  30  cents  per  day  ;  32  c.  p.  for 
12  mos.,  20  cents  per  day;  16  c.  p.,  1  cent  per  hour  hy 
meter.  Inside  incandescent  wiring  (barged  to  customer 
at  cost;  lamps  furnished  and  renewed  free. 

Arc  lights,  $100.00  per  year  of  300  nights.  Incandescent 
lights,  1  cent  per  am|)erc  hour  or  $10.00  per  year  for  16 
c.  p.  lamps;  wiring  $2.00  per  lamp,  open  wiring;  $2.75 
per  lamp  for  concealed  work.    Lamp  renewals  free. 

Arc  lights,  $65.00  to  $100.00  per  year  according  to  hours 
burnt.  Incandescent  lights,  $1.00  to  $1.50  per  mo., 
16  c.  p.  lamps,  according  to  hours  burnt. 

Arc  lights,  6  days  per  week  to  10  p.m.,  $100  00  per  year  per 
lamp;  7  davs  per  week,  $120  00;  6  davs  per  week 
to  12  p  M.,  $120.00  |)er  year;  7  days  per  week,  $140.00. 
Incandescent  lights,  20  c.  p.,  yearly  contract,  I  lamp 
$10.00,  5  lumps  $9.50,  10  lamps  $9.00,  15  lamps  $8.50, 
20  lamps  $8  00  each ;  32  c.  p.,  $24.00  to  $30.00 ;  65c.  p., 
$40.00  to  $48.00.  Consumers  pay  cost  of  wiring,  lamps 
and  renewals. 

Arc  lights,  50  cents  per  night.    Incandescent  lights,  50  cents 

f>er  night  per  group  of  8,  16  c.  p.  lamps.    Wiring  and 
amp  renewals  at  company's  expense. 

Arc  lights,  40  cents  per  lamp  per  night  until  12  p.m.,  30 
cents  until  6  p.m.  Incandescent  lights,  16  c  p.,  $1.25 
per  mo.  for  stores.  Houses,  by  meter  1^  cents  per  hour 
Renewals  70  cents  each. 

Incandescent  lights,  1  cent  per  hour,  16  c.  p.  lamps  by 
meter.  $1.00  per  month  by  contract  for  16  c.  p.  lamps; 
$1.75  for  32  c.  p.  lamps.  Wiring  $2.00  per  lamp  for  o|)en 
work,  $4.00  and  $5.00  for  concealed  work.  Meter  cus- 
tomers, first  lamps  free,  renewals  60  cents.  Contract 
customers,  renewals  free. 
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The  following  table  shows   the  price   charged  by  the   several 
electric  light  companies  for  commercial  lights  on  June  30, 1891 :  — 


5AME  OF  COMPANr. 


Price  for  Commercial  Light*. 


Adams, 


Amherst, 

Aodover, 
Athol, 

BeTcrly, 


r 


■{ 


I 

Blue  HUl  (Canton),    | 


Boston,     . 


.   i 


Bridgewater,     . 


Brook  line, 


I 

.1 


I. 


Cambridge, 


CbarlestowD 


»   ••        •  i 


Chelsea,    . 


Ciilzens' (Wakefield),  ^ 


For  16  c.  p.  incandeacent  lights  for  business  places  open 
every  night,  $13.(X)  each  per  year;  open  6  nifihtR  per 
week,  f  12.00;  open  4  nights  per  week,  $9.00;  wiring 
and  renewals  free. 

Incandescent  lights,  one  cent  per  bonr,  16  c.  p.  lamps  by 
meter ;  dwelling  bouse  wiring  at  cost ;  commercial  wir- 
ing and  renewals  f^. 

Incandescent  lights,  $10  00  per  year.    Wiring,  stores,  f^ee. 

Arc  ligbts,  $75.00  per  year. 

Arc  lights,  50  cents  per  night.  Incandescent  lights,  16  c. 
p. ;  6  nights  per  week,  $1.00  each  per  month ;  4  nights  per 
week,  87^  cents  each  per  month.  Cubtumers  furnish 
renewals. 

Incandescent  lights,  one  cent  per  ampere  hour.  Wirincr, 
$2  00  and  $2.75  per  light;  lamp  renewals,  70  cents  each. 

Arc  lights  nn<ier  contracts,  1  lamp  for  12  mos.,  75  cents ; 
for  0  mos.,  80  cents ;  for  3  mos.,  90  cents ;  2  lamps  for  12 
mos., each 70 cents ;  for 6 mos.. each 75 cents;  forGnioF.. 
each  85  cents;  3  or  4  lamps  for  12  mos.,  each  65 
rents ;  for  6  mos.,  each  70  cents ;  for  8  mos.,  each  80  cents ; 
6  to  7  lamps  for  12  mos.,  each  60  cents;  for  6  mos., 
each  65  cents;  for  3  mos.,  each  75  cents  per  day;  8 
or  9  lamps  for  12  mos.,  each  55  cents ;  for  6  mos.,  each 
60  cent^;  for  3  mos.,  each  70  cents;  10  lampK  tor 
12  mos.,  each  50  cents;  for  6  mos.,  each  5r)  renth;  for  3 
mos.,  each  65  centn  per  day.  Incundc!»cent  liirhts  under 
contracts,  125  c.  p.  for  12  mos.,  each  lamp  50  cents  per 
day ;  65  c.  p.  for  12  mos.,  30  cents  per  dav  ;  32  c.  p.  for 
12  mos.,  20  cents  per  day;  16  c.  p.,  1  (ent  per  hour  by 
meter.  Inside  incandet>cent  wiring  diarged  to  customer 
at  cost;  lamps  furnished  and  renewed  free. 

Arc  lights,  $100.00  per  year  of  300  niphts.  TncAndescent 
lights,  1  cent  per  ampere  hour  or  $10.00  per  year  for  16 
c.  p.  lamps;  wiring  $2.00  per  lamp,  open  wiring;  i^2.75 
per  lamp  for  concealed  work.    Lamp  renewals  free. 

Arc  lights,  $65.00  to  $100.00  per  year  according  to  hours 
burnt.  Incandescent  lights,  $1.00  to  $1.50  per  mo., 
16  c.  p.  lamps,  according  to  hours  burnt. 

Arc  lights,  6  days  per  week  to  10  p.m.,  $100  00  per  year  per 
lamp;  7  davs  per  week,  $120.00;  6  days  per  week 
to  12  p  M.,  $120.00  per  year;  7  days  per  week,  $140.00. 
Incandescent  lights,  20  c.  p.,  yearly  contract,  1  lamp 
$10.00,  5  lamps  $9.50,  10  lantps  $9.00,  15  lamps  $8.50, 
20  lamps  $8  00  each ;  32  c.  p..  $24.00  to  $30.00 ;  65c.  p., 
$40.00  to  $48.00.  Consumers  pay  cost  of  wiring,  lamps 
and  renewals. 

Arc  lights,  50  cents  per  night.    Incandescent  lights,  50  cents 

f>er  night  per  group  of  8,  16  c.  p.  lamps.    Wiring  and 
amp  renewals  at  company's  expense. 

Arc  lights,  40  cents  per  lamp  per  night  until  12  p.m.,  30 
cents  until  6  p.m.  Incandescent  lights,  16  c.  p.,  $1.25 
per  mo.  for  stores.  Iloases,  by  meter  1^  cents  per  hour 
Renewals  70  cents  each. 

Incandescent  lights,  1  cent  per  hour,  16  c.  p.  lamps  by 
meter.  $1.00  per  month  by  contract  for  16  c.  p.  lamps; 
$1.76  for  32  c.  p.  lamps.  Wiring  $2.00  per  lamp  for  open 
worlj,  $4.00  and  $5.00  for  concealed  work.  Meter  cus- 
tomers, first  lamps  free,  renewals  60  cents.  Contract 
customers,  renewals  free. 
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NAME  OF  COMPANY. 


Price  for  CommercUl  Ligbta. 


Clinton,     .        •        .   H 

Cohasset,  . 
Cuttage  City,    . 

Dedbam,  .       .       .  •! 
Edison  (Boston),      .   | 

r 

Edison  (Brockton), .  -{ 

I 
Edison  (Fall  River) «   | 


Edison  (Lawrence), . 


Electric  Light  and 
Patent  Flooring  Co. 
(Amesbary),. 


Fall  River,        .       .   j 


Fitchburg, 


Framingbam,    . 


Franklin  (Turner's 
Falls),    . 


Gardner,    . 


Gloucester, 

Great  Barrington,     . 

Greenfield, 


V 

{ 

i 

{ 


Arc  lights,  I  light,  $8.33  per  mo. ;  2  lights.  $7.50  each ; 
3  lights,  $7.00  each ;  4  or  more  lights,  $^  bO  each.  Incan- 
descent lights,  $1.00  per  light  per  month,  1  cent  and  l^ 
cents  per  hour,  meter  rates.    Wiring  and  renewals  free. 

Incandescent  lights,  rates  for  each  customer. 
Arc  lights,  $50.00  per  season  of  90  days. 

Arc  lights,  $70.00  per  vear.  Incandescent  lights  on  leAses, 
$10.00  per  year  until  10  p.m.  ;  by  meter,  20  cents  per  1 ,000 
watt  hours. 

Incandescent  lights,  1  cent  per  hour,  16  c.  p.  lamp.  Lamp 
renewals  f^e ;  inside  wiring  charged  to  customer. 

Arc  lights,  4  nights  per  week,  each  lamp  $9.00  per  mo.; 
7  nights,  $10.00.  Incandescent  lights,  $0,015  per  16 
c.  p.  lamp  hour.  Discounts  to  large  consumers.  Lamp 
renewals  free. 

Incandescent  lights,  1|  and  li  cents  per  16  c.  p.  lamp  hour 
by  meter.    Inside  wiring  at  net  cost ;  renewals  free. 

Arc  lights,  every  night  till  midnight,  $10.00  per  mo. ;  6 
niebts  per  week,  $8.00 ;  3  nights  per  week,  $6.00.  Incan- 
descent lights,  1^  cents  per  16  c.  p.  lamp  hour  by  meter. 
Renewals  free. 

Arc  lights,  3  nights  per  week,  each  lamp  $57.00;  4  nights, 
$63.00 ;  5  nights,  $69.00 ;  6  nights,  $75.00 ;  7  nights,  $81.00 
per  year.  Incandescent  lights,  16  c.  p.  lamps,  3  nights 
per  week,  $8  00  per  year,  and  $1.00  per  year  additional 
for  each  additional  night  per  week;  20  c.  p.  lamps,  3 
nights  per  week,  $9.00  per  year,  and  $1.00  i)er  year 
additional  for  each  additional  niffht  per  week ;  32  c.  p. 
lamps,  3  niehts  per  week,  $16.00  per  year,  and  $2.00 
per  year  additional  for  each  additional  night  per  week, 
wiring  for  stores  free,  for  houses  at  owner's  expense. 
All  lamp  renewals  at  consumers*  expense. 

Arc  lights.  $8.00  per  mo.  Incandescent  lights,  20  cents 
per  1,000  wait  hours.    Renewals  free. 

Arc  lights,  1  light,  $10.00  to  $13.00  per  mo. ;  2  to  4  llphts, 
$10  00  to  $12.00  per  mo.;  5  to  9  lights,  $9  00  to  $11.00 
per  mo.;  10  or  more  lights,  $8  00  to  $10.00  per  mo. 
Incandescent  lights,  by  meter,  stores,  25  cents  per  1,000 
watt  hours,  residences,  30  cents. 

Arc  lights,  $72.00  per  year.  Incandescent  lights,  by  meter, 
1  cent  per  lamp  hour;  by  contract.  $1.25  each  per  month 
for  first  three  lights,  12  lights  for  $10  per  month.  Larger 
numl)er  by  contract.  Winng  in  stores,  $1.50  per  lamp, 
houses  at  cost.    Renewals  free. 

Incandescent  lights,  4  nights  in  the  week  to  9  p.m.,  $7.00 
per  year;  6  nights  in  the  week  to  11  p.m.,  $10.00.  Wir- 
ing and  renewals  free. 

Arc  lights,  for  yearly  contract,  6  nights  per  week,  $77.78; 
5  nights,  $66.67;  4  nights,  $55.55.  Incandescent  lights, 
25  cents  per  1,000  watt  hours;  by  contract,  $0.0122  per 
lamp  hour.  Shops,  mills  and  factories,  50  cents  per 
1,000  watt  hours,  or  by  contract  $0.0225  per  lamp  hour. 
Discount  of  10  per  cent  on  all  bills  if  paid  on  or  before 
the  tenth  of  the  month.  Lamp  renewals  fVee  to  meter 
customers,  at  cost  to  others. 

Arc  lights,  $8.00  to  $9.00  per  mo.  Incandescent  lights,  16 
c.  p.  $0.75  to  $1.25  per  lamp  per  month.  Wiring  at  cost ; 
renewals  free. 

Arc  lights,  25  cents  per  night.  Incandescent  lights,  16  c.  p  , 
$10.00  per  lamp  per  year.    Renewals  free. 

Arc  lights,  3  nights  per  week,  $65.00  per  lamp  per  year. 
Incandescent  lights,  $6.00  to  $20.00  per  lamp,  per  year. 
Wiring  fVee,  lamp  renewals  85  cents,  600  bourb'  guarantee. 
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NAME  OF  COMPANY. 


Price  for  Commercial  Lights. 


Htrerhill, . 
Holyoke,  . 

HodsoD,    . 

Hyde  Park, 
Lftwrenoe, . 


Ucfif        •  «  a 


Leicester,  . 

Leominster, 

Lowell, 
Lvnn, 

Maiden,     . 


Marlborough, 


Middleboroagb, 


Milford,     . 


Arc  lights,  no  cents  per  night.  Incandescent  lights,  $1.25 
per  mo.    Wiring  and  renewals  free. 

Arc  lights,  6  nfght<  per  week,  $100.00  each  per  venr;  4 
nights,  $75  00;  3  nights.  $70.00.  Incandescent  ligbtH,  I 
cent  per  hour  used,  for  16  c.  p  lamp.  Wiring,  arc,  free, 
incandescent,  at  cost ;  renewals  50  cents  each. 

Arc  lights,  $6.25  per  mo.  Incandescent  lightn^  by  contract, 
50  cents  to  $1.00  per  mo.;  by  meter,  I  cent  per  hour. 
Wiring  and  renewals  free. 

Arc  lights,  $70  00  per  year.  Incandescent  lights,  $10.00 
per  year  until  10  p.m.  ;  20  cents  per  1,000  watt  hours  by 
meter. 

Arc  lights,  3  nights  per  week.  $6.00  per  lamp  per  mo.  6 
nights,  $8.00 ;  7  nights.  $10.00. 

Incandescent  lights.  Stores,  20  c.  p.,  $9  00  per  vear  till 
10  P.M. ;  $11.00  till  12  P.M. ;  32  c.  p.,  $18.00  till  10  p.m  ; 
$22.00  till  12  PM.;  65  c.  p.,  $38.00  till  10  p.m.;  $42  00 
till  12  P.M.  Ten  per  cent,  advance  for  7  davs  of  the  week. 
Meter  rates,  reRidences,  20  cents  per  1,000  watt  hours; 
balls  and  churches,  30  cents.  Wiring  at  cost ;  renewals 
free. 

Incandescent  lights,  $10.00  per  lamp  per  year;  5  per  cent, 
discount  for  all  lumps  when  number  is  6  or  more.  In 
houses,  for  hall  light,  $7.50  per  year ;  balance  of  house 
graduated  to  this.    Wiring  and  renewals  at  cost. 

Arc  lights,  $7500  per  year.  Incandescent  lights  until  10 
o'clock,  $10.00  per  yenr;  by  meter,  20  and  30  cents  per 
1,000  watt  hours.  Wiring,  $2.50  per  light  for  open 
work  ;  $4.50  concealed  work.    Renewals  76  cents  each. 

Arc  lights,  50  cents  per  lamp  per  ni^bt  until  midnight. 
Incandescent  lights,  $1.00  per  lamp  per  mo.  Wiring, 
$1.00  per  light. 

Arc  lights,  $7  50  to  $11.00  per  lamp  per  mo.  Incandescent 
lamps,  $1  00  to  $1.25  per  lamp  per  mo. ;  by  meter  1]  cents 
per  lamp  hour.    Renewals  tree. 

Arc  lights,  $10.00  per  mo.  IncHnde.««ccnt  lights,  $1.00  per 
mo.  for  16  c.  p.  lamps.  Lamps  and  renewals  for  com- 
mercial lights  free.  Private  residences,  tirst  lamps  free, 
afterwards  a  charge. 

Arc  lights,  every  night,  1  lisht,  $8.50  per  mo. ;  2  or  more 
lights,  $7.50  each ;  3  niebts  jier  week,  1  light,  $7.50  per 
mo. ;  2  or  more  lights,  $5.00  each.  Incandescent  lights, 
16  c.  p.,  3  nights  per  week  until  6  p.m..  $10.00  per  year; 
6  nights  until  9  p.m.,  $12.00;  until  11  p.m.,  $13  50;  until 
12  P.M.,  $15.00.    Wiring  and  renewals  free. 

Incandescent  lights,  $10.00  per  lamp  per  year.  Wiring 
and  renewals  at  cost. 

Arc  lightx,  outside.  April  to  October,  $6.67  per  lamp  per 
mo.;  Octol>er  to  April.  $10.00.  Inside  use.  April  to 
October.  I  lamp  6  or  7  nights  per  week,  $8  00  per 
mo.;  2  lamps  6  or  7  nights  per  week,  $14.50;  3  lamps 
6  or  7  nights  per  week,  $20  50;  4  lamps  6  or  7  nights 
per  week,  $25.50.     For  4  nights  per  wetk,  1  lamp  $6.00 ; 

2  lamps,  $10.75;  3  lamps,  $16.00;  4  lamps,  $20.00. 
For  3  nights  per  week,  1  lamp,  $5.50;  2  lamps,  $10  00; 

3  lamps,  $15  00;  4  lamps,  $18  00.  From  Ocioher  to 
April,  6  or  7  nights  per  week,  1  lamp,  $12.00;  2 
lamps,    $21.50;    3    lamps,    $30.50;    4    lamps,    $:i8.50. 

4  nights  per  week,  1  lamp;  $9  75;  2  lamps,  $17.00;  3 
lamps,  $24.00;  4  lamps,  $31.00.  3  nightjt  per  week,  1 
lamp,  $9.50;  2  lamps,  $15.(K);  3  lamps,  $22.50;  4  lamps, 
$28.00.  'Iransient  lightp,  75  cents  per  light  per  night. 
Incandescent  lights  by  meter  14  cents  per  lamp  hour.  On 
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XAME  OF  COHPAXT. 


Pric«  for  CommerdAl  Lf(liii. 


Milford,     . 


•        • 


Millbnrj,  •       .       • 

Milton, 
Nantacket, 

NaUck,     . 


New  Bedford*  . 


Newbaiyport,  , 


Newton,    . 


North  Adams,  . 


Northampton,  . 


North  Attleborongh, 


North  Shore  (Revere), 


f  contract,  16  c.  p.  lamps  baming  all  night,  9*2.50  per  lamp 
I  per  mo ,  ontil  11  p.m.,  $1.25,  antil  9  ph.,  $I  00.  If 
•j  bamt  4  evenings  per  «reek, fl.OO  per  mo.;  3  evenings, 
I  90  cents  Wiring  at  cost ;  renewals  free.  Factory  light- 
ly ing,  from  4  to  6  p  m.,  50  cents  per  lamp  per  mo. 

(  Incandescent  lights,  50  cents  per  candle  per  year.  Wiring, 
(      $2  2*5,  open ;  $4  50  concealed.    Renewals  free. 

(  Incandescent  lights,  I  cent  per  hoar  for  each  16  c  p.  lamp. 
]      Wiring  at  cost ;  renewals  according  to  contract. 

(  Arc  lights,  1  light,  f  8  00,  2  lights,  $7.00,  3  lights,  86.00 
I  each  per  month.  Incandescent  lights,  first  tbR>e.  81*20 
■{        per  mo.  each;  second  three,  $1,00;    third    three,    80 

cents ;  fonrth  three,  60  cents ;  additional  lamps,  50  cents 

each.    Winng  and  renewals  free. 

r  Arc  lights,  about  5  cents  per  honr,  and  rent  of  lamp  at 
I  I  $10  00  per  year.  Incandescent  lights,  1  cent  per  16  c.  p. 
!  lamp  hoar.  Discounts,  bills  $8.00  per  month  and  under, 
j  .  5  per  cent. ;  $8.00  to  $16  00, 10  per  cent. ;  $16  00  to  $20  00, 
I  I  15  per  cent. ;  over  $20.00,  25  per  cent.  Wiring,  by  con- 
(      tract.    Lamps  and  renewals,  free. 

Arc  lights,  4  to  7  nights  per  week,  I  light,  $10.00  per  mo. ; 
2  lights,  $9.00  each ;  3  or  more  $8.00  each ;  1  to  3  nirbts 
per  week,  I  lisht,  $7.00  per  mo.;  2  li«hts,  $6.25  each;  3 
or  more,  $5.67  each.  Series  incandescent  lights,  6o  c.  p., 
4  to  7  nights  per  week,  1  light,  $5.00  per  mo. ;  2  lights 
$4.75  each ;  3  lights,  $4.50  each ;  4  lights.  $1.25  each ;  5 
or  more,  $4  00  each.  1  to  3  nights  per  week,  I  lifrht 
$3.50  per  mo. ;  2  lifihts,  $3.37^^  each ;  3  fights,  $3.25  each  ; 
4  lights,  $3.r2A  each ;  5  lights.  $3.00  each ;  6  or  more, 
$2.8.31  each.  Direct  carrent  incandescent,  20  c.  p.  lamp, 
4  to  7  nights  per  week,  $1.25  each  per  mo. ;  1  to  3  nights 
per  week,  $1.00;  32  c.  p.  lamp,  4  to  7  nights,  $2.00  each 
per  mo.;  1  to  3  nights  per  week,  $1.60.  Discount  of  5 
per  cent,  on  all  bills  paid  before  the  10th  of  the  month. 

r  (Incandescent  lights,  I  cent  per  hour  for  16  c.  p.  lamp ;  by 
i  I  meter,  2."^  cents  per  1,000  wart  hours.  Discount  of  10  per 
';  cent,  if  consumption  equals  100,000  feet  of  gas  per  year. 
[  I    Renewals  at  customers*  expense. 

Arc  lights,  single  lamp,  40  cents  per  night;  2  lamps,  36 
centN  each ;  3  at  34  cents  each ;  4  at  33  cents  each ;  5  at  32 
cents  each.  Incandescent  lights,  $1  00  per  mo.  for  6 
nights  per  week ;  83 j^  cents  per  mo  for  4  nights  per  week. 
Wiring  and  renewals  free. 

Arc  lights.  $75.00  per  year  every  niehttill  10  p.m.;  $100.00 
till  mianlgbt;  $60.00  for  one  niirht  a  week  till  10  p.m. 
Incandescent  lamps,  16  c  p.  used  2  nishts  per  week  until 
10  p.m.  and  4  nights  until  6  p.m.,  $8.00  each  per  year;  6 
nights  until  9  p.m..  $10  00;  until  10  p  m.,  $12.00;  until  11 
P.M.,  $14.00;  until  midnight,  $16.00;  7  nights  until  10 
P.M.,  $13.00;  until  11  p.m.,  $15  00;  until  midnight,  $17.00; 
all  night,  $20.00.  By  meter,  Ijxnt  a  lamp  hour.  Wiring 
and  lamps  on  meter  at  consumers*  cost;  other  lamp 
renewals  free. 

Arc  lights,  $8  00  per  lamp  per  mo.,  6  nights  per  week; 
$10  00,  every  night.  Incandescent  20  c.  p.  lamps,  $1.25; 
2o  c.  p.,  $1.50;  '62  c.  p  ,  $2.00;  60  c.  p.,  $3.00:  65  c.  p., 
$4.00  each  per  month.    Renewals  free. 

Arc  lights,  $80.00  per  year.  Summer  rates,  65  cents  per 
niffbt  per  licht.  Incandescent  lights,  $10  00  per  year  until 
10  p.m.  ;  Ity  meter,  20  and  30  cents  ptT  1.000  watt  hourt:. 
Wiring,  $2.50  per  lamp,  open  work;  $450,  concealed 
Work.  Renewals,  80  cents  each,  with  rebate  of  5  cents 
for  old  lamps. 
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Price  for  Commercial  Lights. 


Onnge, 


Pilmer,     . 


■        • 


•        . 


{ 


Pittsfield,  . 


PlrmoDtb, 
Qaincj,     . 


Salem, 


Incandescent  Ilghu,  16  o.  p.,  4  nightB  a  week,  $9.00  a  year; 
6  or  7  ni^bts  a  week,  ^lO.OO  a  year^  20  c.  p.,  4  nigbt^i  a 
week,  $10.00  a  year ;  6  or  7  nights  a  week,  $12.00  a  year. 
Wiring  at  cost.    A  charge  for  renewals. 

Arc  lights,  $80.00  per  year.  Incandescent  lights,  $10.00  per 
year  till  10  p.m.  'iitores.  wiring  and  renewals  free; 
hoDses,  wiring  at  cost,  renewals  75  cents  each. 

Arc  lights,  until  6  p.m.,  3  nights  per  week  and  until  9  p.  m. 
3  nights,  1  lamp,  $84.00  per  year,  2  or  more  lamps, 
$72.00;  same  service  as  above  from  April  lut  to  Septem- 
ber  1st,  1  lamp,  $25.00,  2  lamp*,  $24.00 ;  from  Sepiemlier 
Ist  to  April  1st,  1  lamp,  $65.00,2  lampn,  $60.00.  Until 
9  P.M.  SIX  nights  a  week,  1  lamp  $120.00  per  year,  2 
lamps  $108.00.  Same  service  from  April  Utto  Septenit>er 
1st,  I  lamp  $40.00,  2  or  more  lamps  $36.00;  September 
1st  to  April  1st,  1  lamp  $84.00,  2  lumps,  $76.00.  Incan- 
descent lights,  by  meter,  250  ampere  bourb  or  less,  1  2-10 
cents  per  honr ;  2i^0  to  500,  1  1-10  cents;  500  to  1,500,  1 
cent ;  1,500  to  2,500,  9-10  cents ;  2,500  to  3,500,  8-10  cents ; 
3,500  or  more,  7-10  cents. 

Arc  lightH,  80  cents  per  lamp  per  night.  Incandescent 
lights,  80  and  90  cents  per  month ;  by  meter,  20  and  30 
cents  per  1,000  watt  hours.  Wiring  and  renewals  at  cost. 

Incandescent  lights,  $1.00  per  mo.,  16  c.  p.  lamp.  Original 
outfit  of  lamps  free.  Renewals  for  stores  furnished  by 
company ;  bouses,  by  consumers. 

Arc  liffbts,  every  evening  except  Sunday,  $12.00  per  month ; 
3  nights  a  week,  $10.00  Incandescent  lights,  16  c.  p., 
6  evenings  a  week  until  10.30  p.m.,  $1.00  and  renewals; 
3  evenings,  87  cents;  I  e\oning,  7.)  cents  per  njonth. 
Meter  rates  1  cent  per  hour.  ISpccial  rates  in  many 
cases.    Exposed  wiring,  free.    Ktnewals,  60  cents  each. 

Arc  lights,  $125.00  per  year  for  drug  stores,  $80.00  for 
grocery  stores.  Incandescent  lights,  1  cent  per  hour,  16 
c.  p.  lamps. 

Arc  lights,  single  lamp,  $80.00  per  year  for  drug  stores, 
$70.00  elsewhere;  2  lamps,  10  per  cent,  discount;  3, 
15  per  cent,  discount.  Incandescent  lights,  $10.(>i)  per 
year  for  one  16  c.  p.  lamp,  $50.00  for  six.  Wiiing,  com- 
mercial free.    Domestic  t)y  contract.    All  renewals  free. 

Incandescent  lights.  6  nights  per  week  till  6.30  p.m.,  $6.00 
per  year;  till  6.30  p.m.  ordinarily  and  till  10  p.m.  2  nights 
per  week,  $7.20;  till  6..'M  p.m.  ordinarily  and  till  10  p.m. 
3  nights  i«r  week,  $7.H0;  till  0  :V)  p.m.  ordinarily  and  till 
South  Hadley  Falls,   \  \      10  p.m.  4  nighis  per  week,  $8.40;  till  9  p.m.  6  n'igbis  |)er 

week,  $8.40;  till  10  p.m.  0  nights  per  week,  $10.00;  till 
11  P.M.  6  nights,  $1 1.00.  Prices  tor  16  c.  p.  lamps.  Dis- 
count of  5  per  cent,  on  bills  paid  within  5  days.  Wiring 
and  lamp  renewals  at  cobt. 

Arc  lights,  30  7-20  cents  per  night. 

Arc  lights,  $60.00  per  year. 

Arc  lights,  one,  50  cents  per  night ;  more  than  one,  45  cents 
each.  Incandescent  lights,  1  cent  per  ampere  hour. 
Renewals  free. 

Arc  lights,  $8.00  per  mo.  Incandescent  lights,  $1.00  per 
mo. 

•  Arc  lights,  single  lamp,  4  nights  per  week  till  10  p..m.,  $60.00 

Ser  year;  till  12  p.m.,  $76.00;  cverv  night  (except  JSun- 
ay)  till  10  P.M.,  $75.00  per  year;'  till  12  p.m.,  $90  00. 
Incandescent  lights,  single  lamp  16  c.  p  ,  cverv  night  till 
10  p.M  ,  $10.00  per  year;  till  12  p.m.,  $12.00;  till  day- 
light, $18.00;  20  c.  p.  till  10  p.m.,  $12.00  pir  year;  till 


Somenrille, 


SoQthliridge, 


Spencer,    . 
Stonghton, 


.        . 


Suburban  (Boston),. 
Taunton,  • 

Union  (Franklin) »    . 
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Prlw  tar  ContmcrcUl  LIfliU. 


13  p.M  ,  tlS.OO;  till  dftflisbt.  «21.00.    Above  20 
I      ■peclnl  ralei.    By  meler,  20  cent)  per  1.000  wi"  " 
Wlrl ■ 


Dnion  (Franklin), 


United  (Springlleld), 


Walworth  (Boilon), 


'Irlnit  And  renewale  ai 

Arc  llghta,  3A  centi  to  70  cents  per  lamp  per  nlRtat.  Incan- 
desi'enC  llgblB.  Riiei  per  lump  per  year  fur  <lonie<iie 
liflbtlng;  IK  lamp,  (9.01);  -id.  iSM;  3d,  87.00;  4111. 
tSOO;  Stb,  0.^.00;  BLh,  (1.00;  7tb  and  all  oih<rrii.  (3.00. 
Ratea  per  lamp  per  year  for  buglneaa  llgbiing  until  6 
P.M.  orrtlnartly  anil  10  p.m.  1  nlahi  per  week :  10  c.  p. 
Umpi.  Ci.M]  ew:b;  16  c.  p.,  fZ.iW;  KS  c.  p..  «g.2.>;  at) 
c.p..«ITeOi  100  c.  p..  $33.30;  lAO  c.  p..  (ig.UO  Unlil  6 
p.H.  ordinaril;  and  10  r.M.  i  nliibta  per  week :  10  c,  p. 
lamps,  «e.%  eiicbi  IS  c.p.,  tS.OO;  25  C.p.,fl0.7n;  M 
c.  p.,  CO  UO :  100  c.  p.,  038.40 ;  ISO  c.  p.,  9^6.00.  Until  6 
P.M.  ordinarily  and  10  ph.  3  nisbta  per  wetk:  lU  c  p. 
lamp*.  «7  SO  each ;  IS  c  p.,  $9.00 ;  2  j  c.  p  .  fl'i.OO ;  .'lO 
c.p, 922.901  100  c.p..  943  2.5;  ISO  c.  p..  tSO.UO.  L'ntU 
8  P.M.  ordinarily  and  12  r.H  1  nlffhl  per  week  :  ID  c.  p. 
lamps,  98.00  each;  IS  c.  p.,  910.00;  2-i  c.  p  ,  t1^l.2-^;  :>0 
C.p..  9'2a.OO;  100  c.  p.,  94H.UO;  lAU  c.  p.,  970.00.  L'nill 
10  P.H  erery  nigbt:  lU  c.  p.  lampi,  99.0'lencb;  16  c.  p. 
91100;  2-}  c.  p..  914.711;  BO  c  p.,  $i7  iO;  lOU  c.  p.. 
9.'i2.7a;  IGO  c.  p..  877  OO.  Until  12  p.m.  CTrrj  niebt:  lU 
c  p  lamps,  910.00  eacb ;  IS  c.  p.,  9l2.0il;  23  c.  p.. 
910.00;  M  c.  p,  930.00;  IDO  e.  p.,  957.60;  ISO  c.  p. 
9lt4.oa.  AllnlgbtandeTerynlgbt;  10c.  p.  lamps.  (i:t.oO 
each;  IS  c.  p..  916  00;  2^10.  p..  9il.2.i;  .W  c.  p.,  810  0<>; 
lDOu.p.,97S.7«;  lSOc.p.,911200.  Lampsandrvnewal) 
tree.    Interior  wiring  at  coat. 

Incandescent  lizbts,  I  cent  per  hoar,  16  c.  p.  lamps  by 
meter.    Wiring,  9*2.00  per  ligbt  open,  93.00  concealed 

Arc  lights,  6  or  7  nights  per  week  till  12  p.m..  1  Iit;bi.9l2  :>0 
per  mo.;  2  Muliis.  tW.HH:  3  IlKhu,  9U.'i.->;  4  liKbis, 
910.82^;  .tliftbis.  810.00;  4  or  n  nigbts  per  week,  1  liubt, 
910.00;  2tlKhtii,  tW.bO;  3  ligbti.  90.00;  4  llffbts,  9S..'H):  n 
tlRhti.  9H.0O  eacb.  Discount  20  per  cent,  from  Bl)»ve 
prices  if  paid  on  or  before  the  l.^ili  uf  the  monib.  IiHan- 
dearent  llfcbts.  20  c.  p.,  G  or  7  nlj bis  per  week.  »1..'|.}  per 
TTO.;  5  nighli  per  week.  9I'>''  each;  4  nlgbts  per  week, 
91.29  each.  Discount  3.f  cent*  per  llgbl  if  paid  on  ur 
before  tbe  19tb  of  the  momb.  32  c.  p.,  6  or  7  nmhis  per 
week,  1  IIrIji,  $J.7.',j  2  llcbta,  92  62;  3  lisbls.  $2  4'i;  4 
lights.  t2--iU  :i  Imbu.  t2.20;  4  or  i  nigbis  per  week.  I 
ll|[bl,  fi.Kt  2  IkbM,  92  3H;  3  llgbts,  92.2.'i;  4  llgbts. 
92.121  b  lliibta,  92  OO  eacb;  &•>  c.p.,  6  or  7  nichis  per 
week,  t  light,  9^.00;  2  llabu,  91  7.>;  3  ligbii,  91. <^);  4 
llgbts,  94.25;  a  llghtit,  94.00;  4  or  !i  nights  per  week,  1 
liL'lii,  ai.f'O;  2  Iiiibia.  9<'^;  3  lights,  fl.O.^;  4  llgbis. 
f  '■':■,  ^  U;U^:  *"  I'O  eacb.  Discount  10  pendent  irora 
r'i.  -..  I  ■...-..-   .  ■..!  I  on  or  hef.ire  the  l-Vb  of  the  monib. 

Arc  llgLts.  .W  renis  per  day.  Incandescent  llgbts,  1  cent 
per  bonr,  or  920  00  per  year.    L.amp  renewals  free. 

Arc  lights,  90  29  per  mo.  lncand«*cent  lights,  6  nights 
per  week  until  10  p.h  .  9t.0O  per  mo, ;  until  9  p.m.,  83 
cents  per  mo. ;  3  nights  per  week  unili  lu  p.x.,  S7  cents 
permu.;  bymeier,20cea»p«T  1,000  watt houn.  Wiring 
and  renewals  at  cost. 

Arc  llghlB.  980. OU  per  lamp  per  year.  Inomdesccnt  lights, 
1  lignt  until  12  P.M.,  910.00  per  year;  S  ligtite,  .'i  per  cciii. 
off;  10  Ugbti  or  moic,  10  prr  cent.  off.     Wiring,  stores. 
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Price  for  CommercUl  Lights. 


Westfield, . 


Weymouth, 


Whitman, 


Winchcndon» 


.     -( 


Woburn,   . 


Worcester, 


Arc  lights,  $100.00  per  year  payable  monthly.  A  discount 
of  10  per  cent,  is  made  for  each  week-day  night  on  which 
the  lamp  is  not  burned  after  6  p.m.  Incandesct  nt  lights, 
for  1  16  c.  p.  lamp  every  night  until  11  p.m.,  $1.25  per 
mo.;  every  night  except  Sunday  until  11  p.m  ,  $1.15; 
5  nifthts  until  9  p.m.,  1  night  until  11  p.m.,  $1.00; 
4  nights  until  8  p.m,  2  nights  until  11  p.m.,  85 
centtt;  3  nights  until  6  p.m.,  2  nights  until  9  p.m., 
1  night  until  11  p.m  ,  70  cents  per  mo. ;  10  c.  p.  lamps,  25 
per  cent,  less  than  above  rates;  20  c.  p.  lampa,  20  |>er 
cent,  more  than  above  rates.  Exposed  wiiing  free; 
lamps  and  renewals  at  cost. 

Incandescent  lights,  16  c.  p.  lamps,  7  nights  per  week, 
$10.00  per  year;  6  nlffhts,  $9.50 ;  5  nights,  $!).00;  4  nights, 
$i>50.  Wiring,  $3  00  per  tight  for  concealed  work; 
renewals,  16  c.  p.  lamps,  65  cents  each,  with  rtbaie  of  0 
cents  for  lamp  bases. 

Arc  lights,  4  nights  per  week  until  10  p.m., $60.00  per  year; 
until  midnight.  $75  00;  6  nights  per  week  until  10  p.m  , 
$75  00;  until  midnight,  $90  00.  incandescent  lights,  16 
c.  p.,  until  10  P.M.,  $10.00  i>er  lamp  per  year;  uniil  mid- 
night, $12  00 ;  until  day-lisht,  $18.00 ;  20  c.  p  lamps  until 
10  P.M.,  $12.00;  until  midnight,  $15.00;  until  da> -light, 
$21.00.    Renewals  at  customers'  expense. 

Arc  lights,  4  nights  per  week  until  10  p.m.,  $60.00  per  year ; 
until  midniglit,  $75  00;  6  nights  per  week  until  10  p.m. 
$75  00;  until  midnight,  $90.00.  lncandet«cent  lights,  16 
c.  p.,  until  10  P.M.,  $10.00  per  lamp  per  year;  until  mid- 
night, $12  00;  until  day-light,  $18.00.  20  c.  p.  lamps 
until  IOp.m.,  $1200;  nhiil  midnight,  $15.00;  until  day- 
light, $21.00;  al>ove  20  c.  p.,  special  rates.  By  nietcr 
for  residtnces,  20  cents  per  1,0(K)  watt  hours,  in  oilier 
cases  30  cents  yer  1,000  watt  hours.  Meter  rental,  25 
light  meter,  $2  00  per  year;  riO  light,  $2  50;  100  light, 
$4.00.  Wiring  at  cobt.  Lamp  renewals,  75  cents  each. 
No  contracts  made  for  less  than  one  year. 

Arc  lights,  7  nights  per  week,  $9.00  per  mo. ;  6  nights, 
$8.00;  5  nights,  $700;  4  or  Icas,  $6  00.  Inoindesrcnt 
lightM,  6  or  7  nights  per  week,  $12.00  per  yenr ;  5  nights, 
$11.00;  4  or  less,  $10.00.  Wiring  at  cobt;  renewals 
free. 

Arc  lights,  1  light  for  4  mos  daily,  70  cents ;  for  8  mos. 
daily,  and  Saturdays  for  12  mos  ,  60  cents  per  night ;  2 
lights  for  4  mos.  daily,  65  cents  each  per  night ;  for  8 
mos.  daily,  and  Saturdays  for  12  mos  ,  55  ccnib  each  per 
night;  3  fights  for  4  mos.  daily,  60  cents  each  per  night; 
for  8  mos.  daily,  and  Satuidays  for  12  moH.,  50  cents 
each  per  night.  One  or  more  lights  every  night  in  the 
year,  50  cents  each.  Incandescent  lights,  0  nights  ()er 
week,  until  9  p.m.,  ^l.OO  per  mo. ;  until  10.30  p  m.,  $1.25 
per  mo.;  until  11.^^  p.m.,  $1.50  per  mo.;  7  nightH  per 
week,  until  10.30  p.m.,  $1.50  per  mo. ;  until  12  p  m.,  $1.75 
per  mo. ;  all  night,  $2  00  per  mo.    Kenewals  free. 


Cases  pending  before  the  Board  Dec.  31,  1891. 

Appeal  of  the  Lawrence  Gas  Company  from  the  decision  of  the 
selectmen  of  North  Andover,  giving  the  Merrimack  Valley  Horse 
Railroad  Company  the  right  to  erect  poles  and  maintain  electric 
lights  in  the  streets. 
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Appeal  of  the  Braintree  Electric  Company  from  the  consent  of 
the  selectmen  of  Braintree,  allowing  A.  S.  Morrison  &  Brothers 
and  others  to  run  wires  over  certain  streets. 

Appeal  of  the  Boston  Electric  Light  Company  and  the  Edison 
Electric  IllumlDating  Company  from  the  decision  of  the  aldermen 
of  Boston,  allowing  certain  parties  to  run  wires  over  Summer  Street. 

Appeal  of  the  Marlborough  Gas  Light  Company  from  the  deci- 
sion of  the  selectmen  of  Marlborough,  giving  the  Citizens*  Gas 
Company  permission  to  lay  gas  pipes  in  the  streets. 

Appeal  of  the  Randolph  and  Holbrook  Electric  Company  and 
Edward  11.  Galligan  and  others  from  the  decision  of  the  selectmen 
of  Randolph,  permitting  the  Randolph  and  Holbrook  Light  and 
Power  Company  to  erect  poles  in  the  streets. 

Appeal  of  the  Bristol  County  Electric  Company  from  the  decision 
of  the  aldermen  of  Taunton,  refusing  it  permission  to  erect  poles 
and  wires  in  the  streets. 

Appeal  of  P.  H.  Alexander  et  cU.  from  the  decision  of  the 
selectmen  of  Peabody,  refusing  permission  to  maintain  poles  and 
wires  in  the  streets. 

Petition  of  the  Natick  Gas  Light  Company  for  authority  to 
supply  electric  light. 

Appeal  of  the  AVakefield  Electric  Light  and  Power  Company 
from  the  decision  of  the  selectmen  of  AVakefield,  refusing  permission 
to  maintain  poles  and  wires  in  the  streets. 

Appeal  of  the  Framingham  Gas,  Fuel  and  Power  Company  from 
the  decision  of  the  selectmen  of  Framingham,  granting  permission 
to  the  Framingham  and  Ashland  Gas  Light  Company  to  dig  up  the 
streets  for  gas  pipes. 

Appeal  of  the  Consumers'  Gas  Company  from  the  action  of  the 
Board  of  Aldermen  and  the  Board  of  Public  Works  of  the  city  of 
New  Bedford,  refusing  to  allow  it  to  dig  up  the  streets  for  gas  pipes. 

JEREMIAH  W.  COVENEY. 
FORREST  E.  BARKER. 

CHARLES  A.  TOAVNE. 

Boston,  Jan.  6, 1891. 


APPENDICES. 


APPENDIX  A. 


BALANCE  SHEETS  AND  PROFIT  AND  LOSS 

ACCOUNTS,  JUNE  30,  1891. 

[From  the  returns  made  as  corrected  by  the  Board.] 


ADAMS  ELECTRIC  LIGHT  AND   TOWER  COMPANY. 

Assets. 

Real  estate. f  3,585  48 

Srfum  plant, 11,757  d6 

Electric  plant 6,819  96 

Lines,  meters,  lamps  and  globes, 9,316  37 

Incandescent  installation, 912  48 

Due  for  electric  ligbt  and  power, 1,071  93 

Foel  on  band, 63  95 

Carbons  on  band 18  00 

Oil  and  waste  on  band, 19  85 

Incandescent  lamps  on  band, 22  50 

Globes  on  hand, *     .        .        .  5  25 

Other  electric  materials  on  band, 382  15 

Cash  on  hand, 26  31 

Total  assets,  as  per  books  of  the  company, $31,002  19 

Profit  and  loss  balance, 2,10.123 

$36,107  42 
Liabilities. 

Capital  stock, $8,500  00 

Notes  payable, 9.875  00 

Unpaid  bills 17.732  42 

Total  luibllities,  as  per  books  of  the  company,         ....  $36,107  42 

Phopit  and  Loss  AccorNT. 

Dr.  Cr. 

Balance  June  30,  1890 $1,396  34 

Balance  of  electric  mannflactnring  account,     -       •       •  145  36 

Interest  paid, 463  53 

Balance  June  30,  1891 $2,105  23 

$2,105  23  ,    $2,105  23 
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ADAMS  GAS  LIGHT  COMPANY. 

A88ET8. 

Real  estate, $20,005  00 

Machinery  and  manufacturing  appliances 6,002  05 

Meters, 1,350  74 

Due  for  gas 401  95 

Gas  coal  on  hand, 816  OS 

Tar  on  hand, 350  00 

Enricbers  on  band, 212  50 

Gas  fixtures  on  hand, 478  82 

Sundry  accounts  due  the  company, 7,128  29 

Office  furniture, 300  7ft 

Cash  on  hand, 65S  85 

Total  assets,  as  per  books  of  the  company, 937,705  63 

Liabilities. 

Capital  stocic, $17,300  00 

Unpaid  bills, 17  39 

Total  liabiliticK,  as  per  books  of  the  company,         ....  817,31739 

Profit  and  loss  balance, 20,388  24 

$37,705  63 

Pbofit  and  Loss  Account. 

Db.  Cr. 

Balance  June  30,  1890 $21,08174 

Balance  of  gas  manufacturing  account,    ....  5,17651 

Dividends  declared, $3,460  00 

Reliatc  to  manufacturers  who  ore  stockholders,      .        .  2,410  01 

Balance  June  30,  1891, 20,388  24 

$26,258  25  $26,258  25 


AMESBURY  ELECTRIC  LIGHT. 
(See  Electuic  Light  and  Patent  Flooring  Company.) 


AMESBURY  AND   SALISBURY  GAS  COMPANY. 

Assets. 

Real  estate, 84,875  98 

Machinery  and  manufacturing  appliances, 40,2.'>5  50 

Street  mains, 16,2.50  00 

Meters 1.663  31 

Due  for  gas, 630  90 

Gas  coal  on  band, 1,000  00 

Enricbers  on  hand 240  00 

Purifying  materials  on  hand, 25  00 

Omce  furniture 80  00 

Cash  on  hand, 1,815  29 

Total  assets,  as  per  books  of  the  company $66,844  98 
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4 

LlABILITIBB. 

Capital  stock, $60,000  00 

Total  liabilities,  as  per  books  of  the  company $60,000  00 

Profit  and  loss  balance, 6,844  98 

$66,844  98 

Pbofit  AJfD  Loss  ACCOUICT. 

Ds.  Cr. 

Balance  June  30,  1890, $5,400  42 

Balance  of  gas  manufacturing  account,  ....  3,289  56 

Other  items  of  income, 555  00 

DiTidends  declared, $2,400  00 

Balance  June  30,  1891, 6,844  96 

$9,244  98  $9,244  98 


AMHERST  GAS  COMPANY. 
Assets. 

Real  esute  (gas), 1         ....  $7  978  18 

Machinery  and  manufacturing  appliances  (gas),  /         *       *       *       '  ^* 

Street  mains  (gas), 6.615  77 

Meters  (gas), 1,448  49 

Dae  for  gas, 669  15 

Coke  on  hand, 98  45 

EDrichers  on  band, 370  80 

Real  estate  (electric), 1,298  77 

Steam  plant  (electric),       .       .   \ 

Electric  plant,    ....    I 31,59832 

Lineii,  meters,  lamps  and  glol)es,  J 

Due  for  electric  light  and  power, 668  21 

Fael  on  hand  (electric  light) 80  93 

Oil  and  waste  on  hand, 86  69 

Incandescent  lamps  on  band, 178  25 

Other  electric  materials  on  hand, 1,102  40 

Sundry  accounts  due  the  company, 686  16 

Office  furniture, 55  15 

Cash  on  hand 175  32 

Total  assets,  as  per  books  of  the  company, $53,11101 

Liabilities. 

Capital  stock $25,000  00 

Bonds  issued, 18,500  00 

Unpaid  bills, 935  06 

Interest  due  but  not  paid, 4G2  50 

Total  liabilities,  as  per  books  of  the  company,         ....  $44,898  46 

Profit  and  loss  balance, 8,212  58 

$53,111  04 
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Profit  and  Loss  Account. 

Balance  June  30,  1890, 

Balance  of  gas  manufactaring  account,  .... 
Balance  of  electric  manufacturing  account, 

Interest  paid, 

Other  items, 

Balance  June  30, 1891, 

$9,067  20        $9,067  20 


Dr. 

Cb. 

• 

$6,765  27 

2,037  S9 

264  54 

$846  14 

8  48 

8,212  58 

ANDOVER  ELECTRIC  COMPANY.    (See  at  end.) 


ARLINGTON  GAS  LIGHT  COMPANY. 

Ass  STB 

Real  estate $1,000  00 

Machinery  and  manufacturing  appliances, 35,000  00 

Street  mains 34.000  00 

Due  for  gas, 3,265  49 

Gas  coal  on  hand 4 4,586  95 

Cash  on  hand 2,634  31 

Total  assets,  as  per  books  of  the  company $80,486  75 

Liabilities. 

Capital  stock, $70,000  00 

Unpaid  bills, 708  00 

Amounts  due  from  the  company,  not  included  above 2,887  65 

Total  liabilities,  as  per  books  of  the  company,         ....  $73,5!)5  65 

Profit  and  loss  balance 6,891  10 

$80,486  75 
Pkofit  and  Loss  Accovnt. 

Dr.  Cr. 

Balance  June  30.  1890 $6,500  73 

Balance  of  gas  manufacturing  account,    ....  5,14416 

Dividends  declared, $4,200  00 

Construction  charged  off, 553  79 

Balance  June  30,  1891, 6,891  10 

$11,644  89  $11,614  89 

ATTLEBOROUGH  GAS   LIGHT  COMPANY. 

A.8HKT8 

Kcal  estate, $12,136  05 

Mudiincry  and  manufacturing  appliances, 24,551  84 

Street  mains, 10,979  00 

Meters, 1,958  05 

Due  for  gas, 1,804  62 

Gas  coal  on  hand, 3,059  10 

Coke  on  hand, 160  00 

Tar  on  hand, 157  89 

PuriO'ing  materials  on  hand, 1100 

Other  gas  materials  on  hand, *  .  359  73 

Stoves  on  band, 269  90 

Sundry  accounts  due  the  company, 32  48 

Office  furniture 131  20 

Cash  on  hand, 702  70 

Total  assets,  as  per  books  of  the  company, $56,313  56 
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LlABILITIM. 

Capitil  stock, $46,400  00 

Unpaid  bllli, 8  23 

l^cal  limbilities,  af  per  books  of  the  company,       ....     $46,408  23 
Profit  and  loss  balance, 9,905  33 

$66,313  06 

PROTIT  AND  Loss  ACCOUNT. 

DB.  Cb. 

Balance  Jone  30, 1890, $6,781  67 

Balance  ofgasroanufiMrtaring  account,   ....  7,83666 

DiTidends  declared, $4,640  00 

Depreciation Ti  00 

Balance  Jane  30, 1891 9,906  33 

$14,617  33      $14,617  33 


BAY  STATE  GAS  COMPANY. 


Assets. 


Real  estate, 

Machinery  and  mannfactarlng  appliances, 

Street  mains, 

Meters, 

Due  for  gas, 

Gas  coal  on  hand, 

Coke  on  hand, 

Tar  on  hand, 

Enricbers  on  hand, 

Parifjing  materials  on  hand,    . 
Otber  gas  materials  on  hand,    . 

Gas  on  hand, 

Works  improreroent,  .... 
Horses,  wagons,  etc.,  .... 
Sondrj  accoants  dae  the  company, 

Cash  on  hand, 

Notes  receivable, 

Investments, 


$4,950,000  00 

34,846  00 

20,945  17 

65  86 

130  00 

17,702  49 

1,755  12 

959  81 

974  00 

66,147  93 

790  60 

35  88 

2,379  34 

9,000  00 

25,000  00 

Total  assets,  as  per  books  of  the  company $5,130,732  10 


Liabilities. 

Capital  stock $600,000  00 

Notes  payable, 4,512,000  00 

Unpaid  bills, 85,024  40 

Amoants  dae  from  the  company,  not  included  above,    ....  4,674  22 


Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance,     ..... 


$5,101,698  62 
29,033  48 


$5,130,732  10 
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Pbofit  and  Lob8  Account. 

Db. 

Balance  June  30, 1890, 

Balance  of  gas  manufacturing  account 

Tar, 

Interest  received 

Mains, 

Refunded  by  contractor, 

Dividends  declared $60,000  00 

Interest  paid, 423,494  78 

Balance  June  30,  1891, 29,033  48 


Cm. 

$20,975  33 

345.936  20 

9.4^1  73 

875  00 

100,000  00 

25,000  00 


$502,528  26    $502,528  26 


BEVERLY  GAS  LIGHT  COMPANY. 

ASSBTR. 


Real  estate, 

Machinery  and  manufacturing  appliances  (gas). 


Street  mains  (gas) ,    . 

Meters  (gas),     .... 

Due  for  gas,      .... 

Gas  coal  on  band, 

Coke  on  hand,  .... 

Tar  on  hand,     .... 

Enrichers  on  hand,   . 

Purifying  materials  on  hand,   . 

Other  gas  materials  on  hand,    . 

Stoves  on  hand, 

Gas  fixtures  on  hand. 

Real  estate  (electiic), 

Steam  plant  (electric), 

Electric  plant,   .... 

Lines,  mtters,  lamps  and  globes, 

Due  for  electric  light  and  po^^xr. 

Fuel  on  band  (electric  ligut),  . 

Carbons  on  hand, 

Oil  and  waste  on  band, 

Incandescent  lamps  on  hand,   . 

GIoIns  on  hand, 

Sundiy  accounts  due  the  company, 

Office  furniture, 

Cahb  on  hand 

Investments 


$23,000  00 

8,207  84 

14,079  50 

3,706  90 

3,410  76 

1,580  00 

4  80 

20  00 

24  00 

7  00 

24  13 

323  00 

515  82 

15,986  92 

38,423  36 


930  66 

17  00 

6  00 

40  06 

29  40 

9  50 

392  00 

382  23 

844  80 

1,000  00 

Total  assets,  as  per  books  of  the  company $112,965  68 

Liabilities. 
Capital  stock, $60,000  00 


Special  stock, 
Notes  payable. 
Unpaid  bills. 


.1 


Total  liabilities,  as  per  books  of  the  company. 
Profit  and  loss  balance, 


11,800  00 

19,605  00 

5,767  42 

$97,172  42 
15,793  26 


$112,965  68 
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pRoriT  AND  Loss  ACCOUIIT. 

Dm.  Cb. 

Balance  Jane  30,  1890 $10,629  98 

BalaDce  of  gas  manu  factoring  accoont,    ....  7,02346 

Balance  of  electric  manafacturing  account,     .       .       .  2,ri90  66 

Interest  receired, 257  98 

Bents, 84  00 

Other  items  of  inconae 67  18 

Dividends  declared, f3,5fi0  00 

Interest  paid, 1,298  37 

Other  Items 11  53 

Balance  June  30,  1891 16.793  26 

$20,663  16      $20,6iy3  16 


BLUE  HILL  ELECTRIC  COMPANY   (CANTON). 

Assets. 

Real  estate, $3,742  40 

Steam  pUnt, 6,428  33 

Electric  plant, 10,077  62 

lines,  meters,  lamps  and  globes, 16,754  00 

Dae  for  electric  light  and  power, 351  81 

Fael  on  hand, 20  40 

Horses,  wagons,  etc., 300  00 

Sundry  accoants  due  the  company, 108  10 

Cash  on  hand, 13  86 

Total  assets,  as  per  books  of  the  com  pan}', 10(36,790  42 

Liabilities. 

Capital  gtock, $20,000  00 

BonJs  i8!«ncd, 16,000  00 

Unpaid  hills,      .        .                 209  25 

lotere&t  due  but  not  paid, 480  00 

Total  liabilities,  as  per  books  of  the  company $3(>,()89  25 

Profit  and  loss  balance, 107  17 

$36,796  42 
Profit  and  Loss  Accoint. 

Dr.  Or. 
Balance  of  electric  manufacturing  account,     .        .        .            $365  91 

Wirinp, $953  08 

Interest, 480  00 

Balance  Jane  30,  1891,      .        .      ' 107  17 

$953  08  $953  08 


BOSTON  ELECTRIC  LIGHT  COMPANY. 

Assets. 

lUal  eitate, $33r>,78r,  80 

Steam  plant, 228,510  16 

Electric  plant, 299,907  00 
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Lines,  meters,  lamps  and  globes, $744,330  47 

Due  for  electric  light  and  power, 29,017  72 

Fael  on  band 13,.')49  06 

Carbons  on  hand, 1,063  18 

Oil  and  waste  on  band 96  61 

Incandescent  lamps  on  band 2,411  83 

Olobes  on  hand, 1,320  01 

Other  electric  materials  on  band, 14,598  89 

Motors  on  hand, 1 ,255  90 

Horses,  wagons,  etc., 832  39 

Sundry  accounts  due  the  company, 2,282  06 

Office  Aimiture 1.661  83 

Cash  on  hand, 10,120  58 

Total  assets,  as  per  books  of  the  company, $1,687,744  49 

Liabilities. 

Capital  stock : $1,076,000  00 

Bonds  issued, 30(),0(K)  00 

Notes  payable 88,078  62 

Unpaid  bills, 28,396  39 

Interest  due  but  not  paid, 6,051  25 

Total  liabilities,  as  per  books  of  the  company,         ....  $1,498,526  26 

Profit  and  loss  balance, 189,218  23 

$1,687,741  49 

Profit  and  Loss  Account. 

Da.  Cr. 

Balance  June  30, 1890, $154,806  51 

Balance  of  electric  manufacturing  account,    .        .        .  123,797  80 

Premium  on  bonds  sold, 720  00 

Rents, 3,252  49 

Other  items  of  income 3,799  58 

Interest  paid, $22,128  21 

Dividends  declared, 62,280  00 

Paid  leased  companies, 12,750  00 

Balance  June  30,  1891 189,218  23 

$286,376  44  $286,376  44 


BOSTON  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $1,364,12142 

Machinery  and  manufacturing  appliances, 3,041,443  19 

Street  mains, 1,924,402  27 

Meters, 378,833  35 

Due  for  gas 136,194  40 

Gas  coal  on  hand, 121,856  42 

Coke  on  band, 14,363  34 

Tar  on  hand, 9,525  87 

EnricbiTs  on  hand, 2,204  O:^ 

Purifying  materials  on  hand, 699  80 

Other  gas  materials  on  band, 50,748  42 
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Qu  on  band, |2,43a  B2 

'ff\>rkmpruFesso(  eonitrnetfoa,  not  completed, 72,293  B6 

SundrmccoanlidnetlMOOiaiiuf, 172,1S7  fil 

Offlce  ramltnre 470  SO 

Cub  on  band H2,873  71 

N-rtes  reccWable 26,000  00 

074  79 


Totalaiwti.u  per  books  of  the  company 97,M0,233  13 

LlADILITIH. 

C»pll»l»tock f2,600,000  00 

Hotel  paj-abtfl, 150,000  00 

rnpsid  bilU, 120,228  19 

I>ep»'W 24,248  Oi 

RfMire  and  conilneent  fond,  > 

D.p,.™Uo,,KDd.  .       } !1»,7I0»1 

Amaunia  due  troia  Ibe  company,  not  Included  abore,   ....        12,708  91 

Total  tiabllltlei,  as  per  books  of  Ibe  company (3,103,913  40 

Profit  and  loss  balance, 4,33ii,310  67 


Pbofit  Ann  Lots  Ace 


•7,460,233  13 


B«luire  June  30, 1S90 14,317,097  SS 

BtUuice  orgas  muDfactaiing  accoDTit,   ....  224,96896 

B«il», 7,466  24 

Uiiidenda  declared f  I87,IH)0  00 

Interest  paid 6,713  38 

Bilute  June  30,  1891 4.3;>6,319  07 

t4,ai9,ri33  0fif'l,349,&33  OS 


BRIDGEWATER  ELECTRIC  COMPANY, 

H«al  etute 82,W1  97 

Steam  plant, 3,Si;4  02 

Electric  plant, B,'^89  25 

Unes,  meters,  lamps  and  globe 15,878  SO 

Due  Tor  electric  llRbt  and  power 48  90 

Fuel  on  band 24  00 

C»rl>ijiin,n  hand 49  50 

OiUnil  name  on  band, 7121 

GI(>LuaDhand 7  05 

Cub  on  hand 150  79 

Total  asset*,  u  per  books  of  tbe  company $28,320  69 

Profit  and  loss  balance, 1,915  79 

»30,272  48 
Liahilities. 

Cipllal  stock 915.000  00 

KaltlptjnMe 9,378  29 

CntaW  bill 5,683  65 

Wreit  eccnied, 210  64 

ToulliibillUe*,uperbooksoribecotiipaDy, ^0,27^48 
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Pbofit  and  Lo88  Account. 

Db.  Cb. 

Balance  June  30, 1890, $1,492  00 

Balance  of  electric  manufacturing  account,     .       .       .  $392  36 

Error  In  liabilities  returned  June  30, 1890,      ...  635  61 

Interest, 210  64 

Balance  June  30,  1891 1,915  79 

$2,338  15       $2,338  15 


BROCKTON  GAS  LIGHT  COMPANY. 

ASSBTS. 

Real  estate, $49,000  00 

Machinery  and  manufacturing  appliances,  1 

Street  mains / ^^»^®  " 

Meters, 3,021  99 

Due  for  gas, 3,500  38 

Gas  coal  on  band 2,494  37 

Coke  on  hand 119  00 

Tar  on  band, 1  38 

Enrichers  on  hand, 2  00 

Purifying  materials  on  hand, 80  00 

Other  gas  materials  on  hand 2.060  82 

Stoves  on  hand, 721  99 

Gas  fixtures  on  hand, 74  35 

Gas  on  hand, 27  50 

Gas  lamps, 2,803  40 

Horses,  wagons,  etc., 484  90 

Sundry  accounts  due  the  company 1,208  75 

Office  furniture 164  15 

Cash  on  band, 1,037  50 

Investments, 17,339  67 

Total  assets,  as  per  books  of  the  company $193,181  29 

Profit  and  loss  balance 32,991  67 


$226,172  96 

Ll.\BILITIE8. 

Capital  stock, $100,000  00 

Bonds  issued, 100,000  00 

Notes  payable 12,000  00 

Unpaid  bill 14,172  96 


Profit  and  Loss  Account. 


Balance  June  30,  1890,      . 

Balance  of  gas  manufacturing  account. 

Rents, 

Other  items  of  income, 

Dividends  declared,  .... 

Interest  paid, 

Cancellation  of  lease. 

Depreciation, 

Balance  June  30, 1891,      . 


$226,172  96 

Dr. 

Cb. 

$20,178  87 

$14,975  97 

275  00 

340  05 

7,000  00 

5,844  01 

15,000  00 

559  81 

32,991  67 

$48,582  69      $48,582  69 
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BROOKLINE  0A8  LIGHT  COMPANY. 

A88BT8. 

Real  estate  (gms) $194,948  88 

Machinery  and  manafactariog  appliances  (gas) 7.838  66 

Street  mains  (gas), 208,300  65 

Meters  (gas), 14,020  62 

Dae  for  gas .  19,093  74 

Gas  coal  on  band 20,229  20 

Tar  on  hand, 860  00 

Enrichers  on  hand, 1,071  00 

Purifying  materials  on  hand, 165  60 

Other  gas  materials  on  hand 16,673  48 

New  works, 42,675  98 

Steam  phint  (electric) 18,222  67 

Electric  plant, 64,182  10 

Lines,  meters,  lamps  and  globes, 08,320  36 

Dae  for  electric  light  and  power, 5,415  62 

Carbons  on  hand, 582  20 

Oil  and  waste  on  hand 85  50 

Incandescent  lamps  on  hand, 924  12 

Globes  on  hand ;        .  .     .  28  80 

Hordes,  wagons,  etc., 1,206  00 

Sundry  accounts  doe  the  company, 572  74 

Office  famitnre, 049  00 

Cafhonhand, 210,269  80 

lorestroents 6,000  00 

Total  assets,  as  per  books  of  the  company, $8U7,74C  57 

Liabilities. 

Capital  stock, ^:>00,000  00 

Bonds  issued 350.000  00 

Unpaid  bills, '.        .        .        .  1,764  37 

Deposits, 405  00 

Total  liabilities,  as  per  books  of  the  company, f852,169  37 

Profit  and  loss  balance, 45,577  20 

$897,746  67 
Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  Jane  30,  1890, |t28.l88  05 

Balance  of  gas  manufacturing  account,    ....  39,647  08 

Balance  of  electric  manufacturing  account,     .        .        .  1.005  32 

Interest  received, 1,860  48 

Rents, 162  00 

Premium  on  sale  of  bonds  and  stock,      ....  12,89663 

Dividends  declared, $31,000  00 

Interest  paid 5.231  97 

Other  items, 1,450  80 

Balance  June  30,  1891, 45,577  20 

$83,700  06  $83,760  06 


CAMBRIDGE   ELECTRIC  LIGHT  COMPANY. 

Assets. 

Reil  estate $69,294  58 

Steim  plant 91,597  33 

Electric  plant, 8J,326  11 
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Lines,  meters,  lamps  and  glolies, ^97,690  92 

Franchise 15,000  00 

Due  for  electric  light  and  power 6,575  00 

Sondry  accounts  due  the  company, 16,901  43 

Cash  on  hand 2,669  68 

Total  assets,  as  per  books  of  the  company, $39 1,697  47 

Liabilities. 

Capitel  stock, $200,000  00 

Bonds  issned, 140,000  00 

Notes  paral)le, 15,878  50 

Unpaid  bills, 16,227  49 

Reserve  fund 10,000  00 

Total  liabilities,  as  per  books  of  the  company, $382,105  99 

Profit  and  loss  balance 9,585  48 

$391,691  47 
Phofit  and  Loss  Account. 

Dr.  Cb. 

Balance  June  30, 1890, $6,400  63 

Balance  ofelcciric  manufacturing  account,     .        .       .  36,188  53 

Dividends  declared, $12,000  00 

Interest  paid 9,006  05 

Construction  charged  off, 1,497  63 

Reserve  fund,    .       . 10,000  00 

Balance  June  30, 1891,      .' 9,585  48 

$42,589  16  $42,589  16 


CAMBRIDGE  GAS  LIGHT  COMPANY. 

Abbrts. 

Real  estate, $64,767  66 

Machinery  and  manufacturing  appliances,  ^ 

Street  mains \ 741,742  10 

Meters, j 

Due  for  gas, 35,888  74 

Gas  conl  on  hand •        .        .        .        .  22,5(55  18 

Coke  on  hand, 1,350  00 

Tar  on  hand, 1,272  00 

Other  gas  materials  on  hand, 8,356  20 

Lungreu  lamps, 4,021  50 

Sundry  accounts  due  the  company, . 6,248  40 

Notes  receivable 39  24 

Investments, 65,706  66 


Total  assets,  as  per  books  of  the  company, $951 ,957  68 

Liabilities. 

Capital  stock, $700,000  00 

Deposits 2,0*26  60 

Cash  balance 355  01 

Amounts  due  from  the  company,  not  included  above,    .        .       .       .  85  14 


Total  liabilities,  as  per  books  of  the  company, $702,466  75 

Profit  and  loss  baUnce 249,490  93 

$951,957  68 
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PSOFIT  AND  L088  ACCX)UNT. 

Db.  Cr. 

Balance  Jane  30,  1890, ^222,4.52  28 

Balance  of  gas  manofiurtaringacooant 9-5,159  23 

htereat  received,       .       .  - 1,200  28 

RenU, 629  14 

Dividends  declared, (70,000  00 

BaUnce  Jane  30, 1891, 249,490  93 

1319,490  93  1319,490  93 


CANTON. 
(See  Blub  Hill  Electric  Company.) 


CHARLESTOWN  GAS  COMPANY. 

ASSBTS. 

Real  estate  (gas), 9511,754.56 

Street  mains  (gas) 1,547  28 

One  for  gas 16,976  21 

Gas  coal  on  hand, 3,436  80 

Coke, 84  00 

Tar,            707  20 

Enricbers  on  hand, 246  16 

Steani  plant  (electric) 21,666  12 

Electric  plant, 60,155  24 

Water-gas  plant, 20,660  00 

Dae  for  electric  light  and  power 2,G92  24 

Fuel  on  band, 851  59 

Electric  light  extension, 7,834  00 

Cash  on  hand 3,167  28 

Investments, 15,030  00 

Total  assets,  as  per  books  of  the  company, ^666,809  28 

Liabilities. 

Capital  stock, $500,000  00 

Notes  payable, 34,500  00 

Unpaid  bills 1,489  32 

Deposits, 550  62 

Unpaid  dividends, 820  00 

Sogpense  account, 137  71 

Reserve  fund, 50,590  59 

ToUl  liabilities,  as  per  books  of  the  company $588,088  24 

Profit  and  loss  balance 78,721  04 

f  666.809  28 
Pbop^t  and  Loss  Account. 

Dr.  Ck. 

Balance  Jane  30,  1890, $73,941  96 

Balance  of  gas  manufacturing  account,  ....  49,830  85 

Balance  of  electric  manufacturing  account,     .       .       .  5,821  57 

BenU 144  00 

Other  items  of  income, 478  89 

BiTidenda  declared, $50,000  00 

Interest  paid, 1,505  23 

Balance  Jane  30,  1891, 78,72104 

$130,226  27  $130,226  27 
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CHELSEA  QA8  LIGHT  COMPANY. 

A88BT8. 

Real  estate  (gas) $170,000  00 

Machinery  and  manufacturing  appliances  (gas),  ^ 

Street  mains  (gas), >-         ....  130,00000 

Meters  (gas) J 

Due  for  gas, 9,456  27 

Gas  coal  on  hand, 4,828  82 

Purifying  materials  on  hand, 200  00 

Stoves  on  hand 231  53 

Real  estate  (electric), 3,160  48 

Steam  plant  (electric), 16.746  97 

Electric  plant 29.790  48 

Lines,  meters,  lamps  and  globes, 36,166  35 

Due  for  electric  light  and  power 2,819  81 

Carbons  on  band 180  00 

Sundry  accounts  due  the  company 461  13 

Cash  on  hand, 5,892  74 

Total  assets,  as  per  books  of  the  company, $409,934  58 

Liabilities. 

Capita]  stock, $300,000  00 

Notes  payable 70,000  00 

Deposits 861  00 

Unpaid  dividends, 75  00 

Total  liabilities,  as  per  books  of  the  company,        ....  $370,936  00 

Profit  and  loss  balance, 38.998  58 

$409,934  58 
Profit  and  Loss  Account. 

Dk.  Cr. 

Balance  June  30, 1890 $53,301  56 

Balance  of  gas  manufacturing  account;   ....  21,32309 

Balance  of  electric  manufacturing  account,     .        .        .  8,028  95 

Rents 192  00 

Other  items  of  income, 403  40 

Dividends  declared $18,000  00 

Interest  paid, 3,228  58 

Construction  charged  off, 23,02184 

Balance  June  30,  1891 38,998  58 

$83,249  00  $83,249  00 


CHICOPEE  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Real  estate, $1,020  77 

Steam  plant, 2,414  16 

Electric  plant, 5,524  76 

Lines,  meters,  lamps  and  globes,      ........  4,296  99 

Due  fur  electric  light  and  power, 304  90 

Carbons  on  band, 20  00 

Oil  and  waste  on  hand, 5  00 

Cash  on  hand 224  90 

Total  assets,  as  per  books  of  the  company $13,81148 
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LXABILITXB8. 

Capital  stock, $10,000  00 

Notes  payable, 2,300  00 

Unpaid  bills, 724  05 

Profit  and  loss  balance, 787  43 

$13,811  48 
Pkofit  and  Loss  AocoVnt. 

Da.  cr. 

Balance  June  30, 1890, $1,936  31 

Balance  of  electric  mannfactaiing  account,      ...  ISO  94 

Interest  paid, $318  00 

Depreciation 981  82 

Balance  June  30, 1891, 787  43 

$2,087  25       $2,087  25 


CHICOPEE  GAS  WORKS. 

Assets. 

Real  esute, $20,000  00 

Machinery  and  manufacturing  appliances 1,684  00 

Street  mains, 6.500  00 

Meters 2,200  00 

Dne  for  gas, 653  97 

Gas  coal  on  band, 1,575  00 

Coke  on  hand, 125  00 

Tar  on  hand, 200  00 

Enrichers  on  band, 6  00 

Purifying  materials  on  hand, 25  00 

Sundry  accounts  due  the  company, 176  82 

Office  furniture, 100  00 

Cash  on  band 378  06 

Notes  receivable, 18,500  00 

Investments, 10,000  00 

Total  assets,  as  per  books  of  the  company $62,123  85 

r 

Liabilities. 

Capital  stock, $30,000  00 

Unpaid  bills, 789  48 

Total  liabilities,  as  per  books  of  the  company 1^30,789  48 

Profit  and  loss  balance 31,334  37 

$62,123  85 
Profit  and  Loss  Account. 

Db.  Cr. 

Balance  June  30,  1890 $30,628  48 

Balance  of  gas  manufacturing  account,   ....  4,03147 

Interest  received, 828  34 

Dividends  declared $3,600  00 

Other  items 553  92 

Bilaoce  Jane  30,  1891, 31,334  37 

$35,488  29  $35,488  29 
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CITIZENS'  GAS  LIGHT  COMPANY   (QUINCY). 

Assets. 

Real  estate $9,500  00 

Machinery  and  manufacturing  appliances 1A,000  00 

Street  mains 32/245  00 

Meters 2,835  75 

Dne  for  gas, 880  00 

Gas  coal  on  hand, 2,305  50 

Coke  on  hand,  .       .      ' 20  00 

Tar  on  band 375  00 

Purifying  materials  on  hand, 50  00 

Stoves  on  hand, 495  00 

Gas  fixtures  on  band 200  00 

Hordes,  wagons,  etc., 175  00 

Office  fumiiure, 100  00 

Cash  on  band, 30  02 

Total  assets,  as  per  books  of  tbe  company, f  64,211  27 

Prollt  and  loss  balance, 45,889  24 

$110,100  51 
Liabilities. 

Capital  stock $53,000  00 

Notes  payable, 54,350  51 

Unpaid  bills, 2,000  00 

Interest  due  but  not  paid 750  00 

Total  liabilities,  as  per  books  of  tbe  company,        ....  $110,10051 

Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30, 1890, $1,035  G5 

Balance  of  gas  manufacturing  account 2,911  80 

Interest  received, 144  00 

Otber  items  of  income,      .......  941  42 

Dividends  declared, $2,580  00 

interest  paid, 1,511  65 

•Revaluations, '  .  11,361  05 

•Old  liabilities  not  previously  returned,     ....  35,000  00 

Otber  items, •469  41 

Balance  June  30,  1891 45,889  24 

$50,922  11  $50,922  11 


CITIZENS*  GAS   LIGHT  COMPANY   (WAKEFIELD). 

Assets. 

Heal  estate  (gas), \ 

Macbinery  and  manufacturing  appliances  (gas),  >         ....  $107,14632 

Street  mains  (gas), J 

Due  for  gas, 3,298  73 

Gas  coal  on  band 2,750  00 

Coke  on  hand, 17  50 

Tar  on  band, 40  70 

Enrichers  on  band, 46  69 

Other  gas  materials  on  hand, 1,651  96 

Stoves  on  hand, 60  86 
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Real  estate  (electric), (4,904  13 

Steam  plant  (electric) 12,499  17 

Electric  plant, 14,650  38 

Lines,  meten,  lamps  and  globes, 19,414  66 

Patent  rights, 5,000  00 

Dae  for  electric  light  and  power, 206  94 

Carbons  on  band, 12  00 

Oil  and  waste  on  band, 12  00 

Incandescent  lamps  on  band 70  00 

Other  electric  materials  on  band '       .       .       .  293  97 

Horees.  wagons,  etc., 516  00 

Sandrr  accounts  due  the  company, ........  442  7B 

Office  famitnre, 74  25 

Cash  on  band 5,771  15 

Unexpired  insurance, 51  35 

Total  assets,  as  per  books  of  the  company 9 178,921  41 

Liabilities. 

CapiUl  stock, $95,300  00 

Bonds  issued, 46.855  82 

Notes  payable, 28,761  15 

Unpaid  bills 6,502  90 

Unpaid  dividends, 67  00 

Interest  due  but  not  paid, *    1,190  00 

Total  liabilities,  as  per  books  of  the  company,        ....  $178,67687 

Profit  and  loss  balance, 244  54 

$178,921  41 
Profit  and  Loss  Account. 

Dh.  Cr. 

Balance  June  30,  1890, $5,713  77 

Balance  of  gas  manufacturing  account,    ....         $1,51498 
Bdlance  of  electric  manufacturing  account,     .        .        .  1,216  70 

Other  items  of  income, 313  69 

Interest  paid, 3,051  24 

BaUnce  June  30,  1891, 244  51 

$6,027  46  $6,027  46 


CLINTON  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $27,000  00 

Street  mains, 9,000  00 

Meters, 500  00 

Gas  coal  on  band, 2,399  03 

Coke  on  band, 147  30 

Tar  on  hand, 400  00 

Enricbers  on  band,   : l'>0  75 

Purifying  materials  on  hand, 100  00 

Other  gas  materials  on  hand, 736  70 

Real  estate  (electric), 90,695  73 

Foel  on  hand  (electric  light) 1,275  47 

Carbons  on  hand 83  00 

Other  electric  materials  on  hand, 700  00 

Office  furniture, 20.)  00 

Cuhonhand, 1,223  68 

Total  assets,  M  per  books  of  the  company, $131,61166 
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Liabilities. 

Capital  stock $60,000  00 

Motes  payable, 65,000  00 

Total  liabilities,  as  per  books  of  the  company,        ....    8125,000  00 
Profit  and  loss  balance 9,61 1  66 

$134,611  66 
Profit  axd  Lobs  Accovnt. 

Ds.  cr. 

Balance  June  30,  1890, $8,749  68 

Balance  of  gas  manufacturing  account,  ....  3,8G9  56 

Balance  of  electric  manufacturing  account,     .       .       .  1,280  96 

Dividends  declared, $1,200  00 

Interest  paid, 1,800101 

Depreciation,     .        .« 1,288  53 

Balance  June  30, 1891, 9,61166 

$13,900  20      $13,900  20 


COHASSET  ELECTRIC  COMPANY. 

Assets. 

Real  estate, $4,198  61 

Steam  plant, 5,864  C'l 

Electric  plant 11,287  60 

Lines,  meters,  lamps  and  globes, 11,301  0:{ 

Due  for  electric  light  and  power, 181  08 

Fuel  on  band, 98  00 

Oil  and  waste  on  hand, 46  00 

Incandescent  lamps  on  hand, 31  40 

Other  electric  materials  on  hand, 78  58 

Cash  on  hand, 343  34 

Total  assets,  as  per  books  of  the  company, $33,430  29 

LlADILITIES. 

Capital  stock, $30,000  00 

Notes  payable, 500  00 

Unpaid  bills 2,860  66 

Total  liabilities,  as  per  books  of  the  company $33,300  66 

Profit  and  loss  balance, 69  63 

$33,430  29 
PRoriT  AND  Loss  ACCOVXT. 

Dr.  Cr. 

Balance  of  electric  manufacturing  account,     .        .       .  $88  92 

Other  items  of  income, 14  75 

Interci-t  paid, $18  41 

Depreciation, 15  63 

Balance  June  30,  1801, 69  63 

$103  67  $103  67 
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COTTAGE  CITY  GAS  AND  ELECTRIC  COMPANY. 


Assets. 

RcaI  estate  (gas), 

Machinery  and  man ofiictaring  appliances  (gas), 

Street  mains  (gas), 

Meters  (gas), 

Doe  for  gas, 

Gas  coal  on  hand, 

Enrichers  on  hand, 

Other  gas  materials  on  hand,  .... 

Stoves  on  hand, 

Gas  fixtures  on  hand, 

Real  estate  (electric),        .... 
Steam  plant  (electric),      .... 

Electric  plant, ( 

Lines,  meters,  lamps  and  globes,      .       .    j 

Carbons  on  hand, 

Oil  and  waste  on  hand,     .... 
Other  electric  materials  on  hand, 
Sandry  accounts  due  the  company, 
Office  famitore,         *       .       .       .       . 
Cash  on  hand, 


Total  assets,  as  per  books  of  the  company, 


$21,864  25 

95  20 

22  00 
131  00 
244  60 
142  50 
625  58 

8,682  42 

8  00 

23  55 
52  40 

193  62 

33  00 

436  78 

$32,551  80 


Liabilities. 


Capital  stock, 
Bonds  issued. 


Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  t)alance, 


$25,000  00 
5,730  26 

$30,730  26 
1.824  54 


Profit  and  Loss  Balance. 


Balance  June  30,  1890 

Balance  of  gas  manufacturing  account,   . 
Balance  of  electric  manufacturing  account. 
Balance  June  30,  1891,       .... 


$32,rj:)4  80 

Dr. 

(R. 

$H24  21 

500  12 

700  21 

$1,824  54 

$1,821  54        $1,82^  54 


DAN  VERS  GAS  LIGHT  COMPANY. 

ASSKTS. 

Machinery  and  manufacturing  appliances, $22,3  iS  51 

Meters, 380  20 

Dae  for  gas, 423  09 

Gas  coal  on  band, 943  57 

Coke  on  hand, 80  00 

Tar  on  hand, 122  50 

Stoves  on  hand, 62  97 

Oas  fixtures  on  hand, CA  ',]H 

Cash  on  hand, 1 1  (  50 

Total  assets,  as  per  books  of  the  company, $24,:>39  72 
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Liabilities. 

Capital  stock, $20,000  00 

Notes  payable, 3,000  00 

Unpaid  bills 90  38 

Total  liabilities,  as  per  books  of  the  company,         ....  $23,090  38 

Profit  and  loss  balance 1,449  34 

924,539  72 
Profit  and  Loss  Account. 

Dr.  Cs. 

Balance  June  30,  1890 $293  16 

Balance  of  gas  manafacturing  accoant,  ....  1,726  18 

Interest  paid $170  00 

Depreciation, 400  00 

Balance  Jane  30,  1891, 1,449  34 

$2,019  34  $2,019  34 


DEDHAM  ELECTRIC  COMPANY. 

Assets. 

Real  estate, $13,416  01 

Steam  plant, 14,724  24 

Electric  plant 19,963  73 

Lines,  meters,  lamps  and  globes, 48,232  30 

Dnc  for  electric  light  and  power, 1,232  82 

Fuel  on  hand, 212  50 

Carbons  on  hand, 12  00 

Oil  and  waste  on  band, 3A  10 

Incandescent  lamps  on  hand, 1 10  40 

Globes  on  hand, 21  00 

Horses,  wagons,  etc., 170  00 

Sundry  accounts  due  the  company, .  797  36 

Office  furniture, 16  00 

Cash  on  hand, 1,180  91 

Investments, 366  74 

Total  assets,  as  per  books  of  the  company, $100,491  11 

Liabilities. 

Capital  stock $60,000  00 

Notes  payable, 31.448  02 

Unpaid  bills 6,995  39 

Interest  due  but  not  paid, 194  96 

Total  liabilities,  as  per  books  of  the  company,        ....  $98,638  37 

Profit  and  loss  balance, .  1,852  74 

$100,491  11 
Profit  and  Loss  Account. 

Dr.  Ck. 

Balance  June  30,  1890, $1,089  90 

Balance  of  electric  manufacturing  account,     ...  801  79 

Wiring 2,034  23 

Guarantee  fund, 648  30 

Dividends  declared, $1,800  00 

Interest  paid, 921  48 

Balance  June  30, 1891 1,852  74 

$4,574  22  $4,574  22 
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DEDHAM  AND  HYDE  PARK  GAS  AND  ELECTRIC  LIGHT  COMPANY. 

A88BT8. 


B«al  estate, 

Machlnerj  and  manufactaring  appliances, 

Street  mains, 

Meters, 

Due  for  mw 

Gss  coal  on  hand, 

Coke  on  hand, 

Tar  on  hand, 

Stoves ^ 

Engines  and  gas  fixtures  on  band,  J 
Horses,  wagons,  etc.,        .... 

Oflice  famitnre, 

Cash  on  band, 

loTestments, 


Total  assets,  as  per  books  of  the  company, 
Profit  and  loss  balance, 


er.sat  S3 

12.3A2  98 

21.407  60 

1,493  70 

900  65 

1,765  34 

35  80 

329  00 

2,354  34 

345  28 

156  70 

993  96 

480  00 

950,520  58 

59,076  42 

$109,597  00 

Liabilities. 

Capful  stock, $100,000  00 

Bonds  issued, 9,000  00 

Unpaid  bills, 597  00 

Total  liabilities,  as  per  books  of  the  company. 

Profit  and  Loss  Account. 


Balance  June  30,  1890,      .       .       .        . 
Balance  of  gas  manufacturing  account,  . 

Rents, 

Interest  paid, 

Construction  charged  off,  .... 

Depreciation, 

Balance  June  30,  1891 


•      •      • 

$109,597  00 

Dr. 

Cr. 

$58,369  80 

$595  76 

137  75 

563  37 

684  87 

191  89 

59,076  42 

$59,809  93      $59,809  93 


DORCHESTER  GAS  LIGHT  COMPANY. 

Assets. 


^1 


Real  estate, 

Machinery  and  manufacturing  appliances,  }- $511,703  99 

Street  mains, 

Meters 12,086  86 

Doe  for  gas 11,607  21 

Coke  on  hand, 13  75 

Tar  on  hand, 176  00 

Enricbers  on  hand, 2  97 

Purifying  materials  on  hand 298  85 

Other  gas  materials  on  hand 4,716  52 

Gas  fixtures  on  hand, 144  63 

Sandry  accounts  due  the  company, 8,072  67 

Cash  on  hand 6.023  64 

Notes  receiyable, 21.260  00 

Total  assets,  as  per  books  of  the  company $577,006  09 
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Liabilities. 

Capitol  stock, $400,000  00 

Unpaid  bills, 15,236  78 

Deposits, 404  00 

Totol  liabilities,  as  per  boolis  of  the  company,         ....  $415,640  78 

Profit  and  loss  balance, 161,365  31 

$577,006  09 

Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30, 1890, $161,259  67 

Balance  of  gas  mannfactaring  account,   ....  30,14847 

Interest  received, 1,663  89 

Rents 298  28 

Dividends  declared $32,000  00 

Balance  June  30,  1891 161,365  31 

$193,365  31  $193,365  31 


$225,617  23 


EAST  BOSTON  GAS  COMPANY. 

Assets. 

Real  estote, 

Machinery  and  manufacturing  appliances. 

Street  mains, 

Meters, 

Due  for  gas ' 6,032  26 

Oas  coal  on  band 6,794  71 

Coke  on  hand, 214  00 

Purifying  materials  on  hand, 201  33 

Other  gas  materials  on  band 900  00 

Stoves  on  hand, 173  67 

Gas  fixtures  on  hand, 1,505  59 

Horses,  wagons,  etc., 278  50 

Sundry  accounts  due  the  company, 313  88 

Cash  on  hand 21/2:^  30 

Investments, 38,275  00 

Total  assets,  as  per  books  of  the  company, $301,542  47 

Liabilities. 

Capitol  stock $220,000  00 

Unpaid  bills 2,442  44 

Deposits, 201  42 

Totol  liabilities,  as  per  books  of  the  company $222,643  86 

Profit  and  loss  balance, 78,898  61 

Profit  and  Loss  Account. 


Balance  June  30,  1890,      . 

Balance  of  gas  mauufacturing  account. 

Interest  received,       .... 

Other  items  of  income, 

Dividends  declared,  .... 

Investments  charged  off,  . 

Balance  June  30,  1891,      . 


$301,542  47 

Dr. 

Cb. 

$74,445  70 

25,163  70 

2,003  00 

324  21 

$22,000  00 

1,638  00 

78,898  61 

$102,536  61    $102,536  61 
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EA.STHAMPTON  GAS  COMPANY. 

A88BT8. 


•Real  estate  (ga«), 

Machinery  and  mannfacturing  appliances  (gas), 

Street  mains  (gas) 

Meters  (gas), 

Dae  for  gas, 

Gas  coal  on  hand, 

Coke  on  hand, 

Tar  on  hand, 

Enricbers  on  hand, 

Purif^'ing  materials  on  hand,   .... 
Other  gas  materials  on  hand,   .... 

Real  estate  (electric), 

Steim  plant  (electric), 

Electric  plant, "i 

Dnes,  meters,  lamps  and  globes  (electric),    j 

Due  for  electric  light  and  power, 

Cart>ons  on  hand. 

Oil  and  waste  on  hand. 

Incandescent  lamps  on  hand,  .V 100  00 

Gloiics  on  band,  .  .  .  i 
Other  electric  materials  on  hand,  J 
Saniiry  accoants  due  the  company, 
Ca&h  on  hand 


$9,500  00 

10,500  00 

8,000  00 

500  00 

802  48 

463  50 

28  00 

19  50 

16  40 

91  00 

40  00 

397  28 

630  84 

5,350  00 

515  62 

Total  assets,  as  per  books  of  the  company. 

Liabilities. 


Capital  stock. 
Notes  payable, 
Unpjiid  bills, 


Total  liabilities,  as  per  books  of  the  company, 
Profit  and  k>ss  balance, 


Profit  and  Loss  Account. 

Db. 

Balance  June  30,  1890, 

Balance  of  f^as  man  u  facta  ring  account,    .... 

Balance  of  electric  manufacturing  account, 

Interest  received, 

Rents, 

BiTidends  declared, $3,000  00 

Other  items, 56  96 

Balance  June  30,  1891, 5,492  53 


200  00 
219  86 

$37,374  48 

$30,000  00 

1,000  00 

881  95 

$31,881  95 
5,492  53 

$37,374  48 

Cb. 

$4,665  77 

3,609  96 

50  34 

173  42 

50  00 

$8,549  49        $8,5  «9  49 


THE  EDISON  ELECTRIC  ILLUMINATING  COMPANY   (BOSTON). 

A88*ET8. 

Real  estate,        .... 

Steam  plant,      .... 

Electric  plant,    .... 

Lines,  meters,  lamps  and  globes, 

Patent  rights,     .... 

Due  for  electric  light  and  power 41,398  95 


$1,728,607  97 
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Sundry  accounts  doe  the  company, $2,697  34 

Cash  on  hand, 189,843  76 

Notes  receivable 41,698  09 

InTestments, 61,021  95  * 

Total  assets,  as  per  books  of  the  company, $2,06d,208  06 

Liabilities. 

Capital  stock, 91,263.500  00 

Bonds  issued, 703,000  00 

Notes  payable, 10,000  00 

Unpaid  bills 11,419  07 

Depreciation  fond, 39,000  00 

Amounts  due  from  the  company,  not  included  above,    ....  29,672  30 

ToUl  liabilities,  as  per  books  of  the  company, $2,056,591  37 

Profit  and  loss  balance, 8,676  69 

$2,065,268  06 

PBOriT  AND  Loss   ACCOUNT. 

Dr.  Cb. 

Balance  June  30,  1890, $17,901  45 

Balance  of  electric  manufacturing  account,     .       •       .  $132,758  49 

Dividends  declared 63,800  00 

Interest  paid, 13,255  63 

Construction  charged  off, 2,124  72 

To  reserve  fund 27,000  00 

Balance  June  30, 1891, 8,676  69 

$132,758  49  $132,758  49 


EDISON  ELECTRIC  ILLUMINATING  COMPANY  OF  BROCKTON. 

Assets. 

Arc  plant, $31,691  77 

Real  estate 43,640  23 

Steam  plant, 26,642  73 

Electric  plant, 22,605  01 

Lines,  meters,  lamps  and  globes, 57,032  39 

Patent  rights 16,500  00 

Carbons  on  band 61  50 

Oil  and  waste  on  hand, 47  15 

Incandescent  lamps  on  hand, 558  89 

Other  electric  materials  on  hand, 2,234  22 

Motors  on  hand 372  24 

Horses,  wagons,  etc., 8,772  61 

Sundry  accounts  due  the  company 8,265  82 

Cash  on  hand 897  06 

Notes  receivable 2,261  63 

Total  assets,  as  per  books  of  the  company, $221,583  28 

Liabilities. 

Capital  stock, $92,500  00 

Bonds  issued, 80,000  00 

Notes  payable, 31,511  07 

Interest  due  but  not  paid, 933  34 

Depreciation  fund, 16.638  87 

Total  liabilities,  as  per  books  of  the  company,         ....  $221,583  28 
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PsoriT  AND  Loss  Account. 

Db.  Cb. 

BftUnoe  of  electric  manofkctnriDg  account,  f  14,652  00 

IHridends  declared, $5,100  00 

Interest  paid,     .        ^ 6,850  00 

DepreciatloQ 2,304  31 

To  depreciation  fond, 307  69 


$14,652  00      $14,652  00 


EDISON  ELECTRIC  ILLUMINATING  COMPANY  OP  FALL  RIVER. 

A88BT8. 


Gas  fixtures  on  hand, 

Real  estate. 

Steam  plunt,       • 

Electric  plant,    • 

Lines,  meters,  lamp^  and  globes,     . 

Patent  rights,     •        .        .        .        . 

Dae  for  electric  light  and  power. 

Incandescent  lamps  on  band,  • 

Other  electric  materials  on  hand. 

Motors  on  band. 

Sundry  accoanta  due  the  company. 

Cash  on  hand,   .... 


$89,069  12 


6,856  90 

13,500  00 

1.319  SO 

2,176  47 

3.062  92 

4,873  72 

1.943  04 

2,119  45 

Total  assets,  as  per  books  of  the  company $124.920  92 

Liabilities. 

Capital  stock. $90,000  00 

^'ote^  payable, 23,000  00 

Unpaid  bills G,173  38 


Total  liabilities,  as  per  books  of  the  company $119,173  38 

Profit  and  loss  balance, 5.747  54 


Profit  and  Loss  Account. 


t 


Balance  June  30,  1890,       .... 
Balance  of  electric  manufacturing  account, 
Other  items  of  income,     .... 

Dividends  declared, 

Interest  paid. 

Patent  rights  charged  off.  .... 

Other  items, 

Balance  June  30,  1891,      .... 


$121,920  92 

Dr. 

Ch. 

$11,266  94 

15,806  65 

50  00 

$5,980  00 

823  21 

13,500  00 

1.072  84 

5,747  54 

$27,123  59 

$27,123  59 

EDISON  ELECTRIC  ILLUMINATING   COMPANY  OF  LAWRENCE. 

Assets. 


$87,442  70 


Real  estate,        .... 
Steam  plant,      . 
Electric  plant,    .... 
Lines,  meters,  lamps  and  globes, 

Dae  for  electric  light  and  power, 5.403  42 

Carbons  on  hand, 103  58 

Oil  and  waste  on  band, 50  16 
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Incandescent  lamps  on  hand, $579  38 

Globes  on  hand, 33  .53 

Other  electric  materials  on  hand, 1,348  02 

Motors  on  hand, .  2,6d3  87 

Municipal  plant, 20,459  37 

Sundry  acconnts  due  the  company 1,321  38 

Ck>nstruction 2,391  91 

Cash  on  hand, 2,9K.-)  69 

Investments 2,S8'2  04 

Total  assets,  as  per  books  of  the  company, 1^127,695  02 

Liabilities. 

Capital  stock $Gr>,000  00 

Notes  payable, 42,500  00 

Unpaid  bills, 7,6*23  50 

Total  liabilities,  as  per  books  of  the  company,        .       .       ^       .  $115,123  50 

Profit  and  loss  balance 12,571  52 

$127,695  02 

Profit  and  Loss  Account. 

Db.  Cr. 

Balance  June  30,  1890, $2,068  42 

Balance  of  electric  manufacturing  account,     .       .       .  6S3  21 

Steam  heating, 1,332  75 

Rents, S-'iO  00 

Other  items  of  income, 97  80 

Jobbing 7,755  13 

Interest  paid $295  79 

Balance  June  30,  1891 12,57152 

$12,867  31  $12,867  31 


ELECTRIC  LIGHT  AND  PATENT  FLOORING  COMPANY  (AMESBURY). 

Assets. 

Real  estate $11,000  00 

Steam  plant 13.148  89 

Electric  plant 20,978  14 

Line«,  meters,  lamps  and  globes, 7,807  50 

Patent  rfffhts 4,000  00 

Due  for  electric  light  and  power, 1.464  63 

Fuel  on  band, 1,650  00 

Carbons  on  hand, 25  00 

Oil  and  waste  on  hand, 50  00 

Incandescent  lamps  on  hand, 65  00 

GIo1>e8  on  hand, 8  18 

Other  electric  materials  on  hand, 663  35 

Horses,  wapons,  etc., 175  00 

Sundry  accounts  due  the  company, 2,418  60 

OflSce  furniture, 100  00 

Cash  on  hand, 25  65 

Notes  rcroivable, 231  00 

Other  permanent  works, 47,237  85 

ToUil  assets,  as  per  books  of  the  company,       .       .       .       ...  $111,078  79 
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Liabilities. 

Capful  stock, |4'2,40O  00 

Notes  payable, 63.000  00 

Unpaid  bills, 2.606  87 

Interest  dae  bat  not  paid, 716  67 

ToUl  liabilities,  ai  per  books  of  the  company, 1108,723  64 

PTo6t  and  loss  balance, 2.356  2ft 

f  111,078  79 

PROriT  AKD  Loss  ACCOUNT. 

,              Dh.  Cr. 

Balance  June  30, 1890, ^2,396  37 

Balance  of  electric  manafactaring  account,     ...  41283 

Interest  receired, 26  77 

Rent, 50  00 

Rent  of  mill  and  power, 5,652  90 

Other  items  of  income,      . 308  75 

Dividends  declared, ^1,143  00 

Interest  paid 3,268  87 

Depreciation,  mill  machinery 1,900  00 

Other  items 180  50 

Balance  June  30,  1891, 2,355  25 

98,847  62  98.847  62 


FALL  RI\^R  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Real  estate, 

Steam  plant, 

Electric  plant, 

Li^c<^,  meters.  lamps  and  globes, 

Due  for  electric  light  and  power, 3,384  09 

Cash  on  band, 3,919  07 


922.565  12 
23.950  96 
37,994  75 
35.433  92 


Total  assets,  as  per  books  of  the  company, 91-7,217  91 


LlABILITIEH. 

Capital  stock ' 9120,000  00 

Notes  payable, 2,000  00 


Unpaid  bills, 


Total  liabilities,  as  per  books  of  the  company. 
Profit  and  loss  balance, 


Profit  and  Loss  Account. 


Balance  Jane  30,  1890,      .... 
Balance  of  electric  manufacturing  account, 

Rents, 

Dividends  declared, 

Interest  paid, 

Depreciation, 

Other  items, 

Balance  Jane  30,  1891,      .       . 


Dr. 


95,850  00 
832  53 

6,300  00 
576  97 

3,624  58 


1,623  33 


9123,623  33 
3,624  58 


9127,247  91 

Cr. 
92,714  13 
14,342  98 

126  97 


917,184  08      917,184  08 
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FALL  RIVER  GAS  WORKS  COMPANY. 

A88ET8. 

Real  estate,               |13»,169  97 

Machinery  and  manafkctaring  appliances, 68  J36  79 

Street  mains 95,203  39 

Meters 19,191  89 

Dae  for  gas, 3,169  39 

Oas  coal  on  hand 2,r)73  58 

Tar  on  hand, 1,523  19 

Enrichers  on  hand,   .       : 499  77 

Farifying  materials  on  hand, 16  50 

Other  gas  materials  on  hand, 6,910  38 

Oas  fixtures  on  hand 1,090  69 

Small  improvements, 2,425  32 

Oas  engines 678  34 

Horses,  wagons,  etc., 86  40 

Sundry  accoants  due  the  company, •  819  08 

Office  furniture, 403  96 

Cash  on  band 20,062  09 

Totalassets,  as  per  books  of  the  company, $357,«'i60  73 


LiABiLinss. 

Capital  stock |t288,000  00 

Unpaid  bills, 12,276  48 

Deposits 162  HO 

Total  liabilities,  as  per  books  of  the  company, $300,139  08 

Profit  and  loss  balance, 57,121  65 

•357,500  73 

Profit  and  Loss  Account. 

Db.  Cr. 

Balance  June  30,  1890, $50,341  57 

Balance  of  gas  manufacturing  account,    ....  30,60603 

Interest  received, 869  83 

Rents, 1,175  24 

Other  items  of  income, 48  98 

Dividends  declared $25,920  00 

Balance  June  30, 1891 57,12165 

$83,041  65  $83,041  65 


FITCHBURG  GAS  COMPANY. 

Assets. 

Real  estate  (gas), $3,500  00 

Machinery  and  manufacturing  appliances  (gas) 17,659  87 

Street  mains  (gas), 10,000  00 

Meters  (gas), 5,000  00 

Due  for  gas, 2,101  26 

Oas  coal  on  hand, 800  00 

Enrichers  on  hand, 280  00 

Water  works, 8,184  24 
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Beilestmte  (electric), $22,705  85 

Steam  plant  (electric), 8,000  00 

Electric  plant, 3 1, 000  00 

lines,  meters,  lamps  and  globes, 41,436  07 

Doe  for  electric  light  and  power, 378  67 

Foel  on  hand  (electric  light), 900  00 

Carbons  on  hand, 100  00 

Incandescent  lamps  on  hand, 186  90 

Globes  on  band, 52  19 

Other  electric  materials  on  hand 182  62 

Snndrj  accounts  due  the  company, 483  05 

Cash  on  hand 4,364  38 

Notes  receivable, 2,185  00 

Totalassets,  as  per  books  of  the  company $167,500  00 

LlABILITIBS. 

Capful  stock $100,000  00 

Notes  payable, 66,000  00 

Depreciation  fand, 1,500  00 

Total  liabilities,  as  per  books  of  the  company,         ....  $167,50000 


Profit  and  Loss  Account. 


Da. 


Balance  of  gas  mannfkcturing  accoant 

Balance  of  electric  manufacturing  account,     . 

Interest  receiTod, 

Other  items  of  income, 

Dividends  declared $10,000  00 

Interest  paid, 2,33192 

Electric  light  construction  charged  off,    .        .        .        .  6,889  68 


Or. 

$11,369  22 

6,817  76 
223  05 
814  57 


$19,224  60   $19,224  60 


FRAMINGHAM  ELECTRIC    COMPANY. 

Assets. 

Real  estate, 

Steam  plant, 

Electric  plant, 

Lines,  meters,  lamps  and  globes, 

Patent  rights, 

Doe  for  electric  light  and  power 

Foel  on  hand,    .... 

Carbons  on  hand,      .        .        . 

Oil  and  waste  on  hand,     . 

Incandescent  lamps  on  hand,   . 

Globes  on  hand, 

Other  electric  materials  on  hand, 

Motors  on  hand. 

Electric  fixtures  on  band, . 

OfBoe  furniture,         • 


$12,882  82 

26.286  48 

37,892  22 

67,309  79 

3,062  35 

1,990  44 


672  75 


168  00 


Tola]  assets,  as  per  books  of  the  company, 


$140,264  85 
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LlADILITIES. 

Capital  stock f  80,000  00 

Bonds  issued, 50,000  00 

Notes  payable, 4,466  39 

Unpaid  bills 1,015  59 

Amonnts  due  from  the  company,  not  inclnded  above,    ....  1,863  88 

Total  liabilities,  as  per  books  of  the  company,        ....  9137.345  8G 

Profit  and  loss  balance, 2,918  99 

9140,264  85 
Profit  and  Loss  Accouin'. 

Dr.  Ch- 

Balance  Jane  30,  1890, $1,156  48 

Balance  of  electric  manafactaring  account,     .       .       .  5,138  ^'1 

Interest  paid, $3,000  00 

Other  items, 376  41 

Balance  June  30,  1891, 2,918  99 

$6,295  40  $6,295  40 


FRAMINGHAM  GAS  FUEL  AND  POWER  COMPANY. 

Assets. 

Real  estate, $31,171  90 

Machinery  and  manufacturing  appliances, 30,789  57 

Street  mains 24.706  OS 

Meters, 2,076  13 

Due  for  gas 252  51 

Oas  coal  on  hand, 230  70 

Purifying  materials  on  hand, 75  (X) 

Other  gas  materials  on  hand 978  61 

Stoves, \                  o  3.>G  80 

Oas  fixtures  and  materials  on  hand,    /          *        *  ' 

Tools 695  14 

Horses,  wagons,  etc., 216  75 

Sundry  accounts  due  the  company, 1,643  47 

Office  furniture, , .  1,039  46 

Cash  on  hand, 44  13 

Patent  rights  and  franchises, 40,000  00 


Total  nsset!<,  as  per  books  of  the  company, $136,206  25 

Profit  ahd  loss  balance 16,600  29 


•  $152,896  54 
Liabilities. 

Capital  stock $75,000  00 

Bonds  issued, 75,000  00 

Notes  payable 400  00 

Unpaid  bills 646  54 

Interest  due  but  not  paid, 1,950  00 


Total  liabilities,  as  per  Looks  of  the  company,        ....    $152,896  54 
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Profit  and  Loss  Account. 

Dt.  Ck. 

Balance  Jane  30,  1890, $11,019  85 

Balance  of  gas  manulkctaring  accoant,    ....  3,531  30 

Interest  receired, |00  00 

Other  items  of  income, 870  65 

Interest  paid 2,260  00 

Other  items 235  29 

Balance  Jane  30, 1891, 16,600  29 

$17,085  94      $17,085  94 


FRANKLIN. 
(See  Union  Elbotrio  Light  Company.) 


FRANKLIN   ELECTRIC  LIGHT  COMPANY   (TURNER'S  FALLS). 

ASSBTS. 

Electric  plant, $11,007  46 

Dae  for  electric  light  and  power 91  27 

Carbons  on  band. 

Oil  and  waste  on  hand,    . 

Incandescent  lamps  on  hand,         \ 60  00 

Globes  on  band. 

Other  electric  materials  on  band,  . 

Cash  on  band, 6  79 


Total  assets,  as  per  books  of  the  company, $11,165  62 

Liabilities. 

CapiUl  stock, $10,000  00 

Notes  payable, 400  00 

Total  liabilities,  as  per  books  of  the  company $10,400  00 

Profit  and  loss  balance, 765  02 


Peofit  and  Loss  AccorNT. 


Balance  Jane  30,  1890,      .... 
Balance  of  electric  manufacturing  accoant, 

Diridcnds  declared, 

Interest  paid 

Balance  Jane  30,  1891 


$11,165  52 

Dr. 

Cr. 

$305  59 

1.017  61 

$400  00 

157  58 

765  52 

$1,323  10        $1,323  10 


GARDNER    ELECTRIC  COMPANY. 

Assets. 

Real  estate, $10,060  29 

Steam  plant, 13,204  23 

Electric  plant 21,210  48 

Unei,  meters,  lamps  and  globes, 20,97^  26 
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Dae  for  electric  light  and  power, $8C2  79 

Fnel  on  hand 121  80 

Carbons  on  hand, 43  20 

Oil  and  waste  on  band 8  87 

Incandescent  lamps  on  band, 799  58 

Other  electric  materials  on  band, 1,116  79 

Electric  flxtnres  on  hand, 207  18 

Horses,  wagons,  etc., 153  00 

Sondry  accounts  dae  the  company, 798  38 

Office  fumitnre, 78  85 

Cash  on  hand 659  86 

Total  assets,  as  per  books  of  the  company, f  70,304  62 

Profit  and  loss  balance 2,938  82 

173,243  44 
Liabilities. 

Capital  stock, $28,700  00 

Notes  payable, 43,900  00 

Unpaid  bills 643  44 

Total  liabilities,  as  per  books  of  the  company, 973,243  44 

Profit  and  Loss  Accouict. 

Dr.  Ck. 

Balance  Jane  30,  1890, $2,695  27 

Balance  of  electric  manufactaring  acooant,     .       .       .  $2,153  31 

Interest  paid, 1,804  83 

Other  items 592  53 

Balance  June  30,  1891, 2,938  82 

$5,092  13  $5,092  13 


GARDNER  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $2,500  00 

Machinery  and  manufactaring  appliances 1,500  00 

Street  mains 14,200  00 

Meters, 1,300  00 

Due  for  gas 350  11 

Enrlchers  on  liand, 250  00 

Stoves  on  hand, 2r>  00 

Gas  fixtures  on  hand, 40  00 

Horses,  wagons,  etc., 400  00 

Office  furniture 100  00 

Cash  on  hand 16  05 

Total  assets,  as  per  liooks  of  the  company, $20,681  16 

Profit  and  loss  balance, 41,077  10 

$61,758  26 
Liabilities. 

Capital  stock, $30,000  00 

Bonds  issued, 12,500  00 

Notes  payable, 10,350  00 

Unpaid  bills, 4,189  82 

Amounts  due  from  the  comiwny,  not  included  above,    ....  4,718  44 

Total  liabilities,  as  per  books  of  the  company, .       ...»  $61,75826 
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PROriT  AND  Loss  ACCOUNT. 


Bslsnce  Jane  30,  1890,      .... 
Bslince  of  gas  manafactoring  account,    . 

Interest  paid, 

ReTslnation  of  plant,        .... 
Old  liabilities  not  before  retamed,    . 
Balance  June  30, 1891,      .       .       .       . 


I)s. 

Ca. 

$3,054  78 

$2,247  49 

1,136  17 

32,022  89 

8,726  28 

41,077  10 

$44,131  83      $44,131  83 


OLOUCESTEK  ELECTRIC   COMPANY. 

Assets. 

Real  estate, $4,6r)0  00 

Steam  plant, 0,694  76 

Electric  plant, 15,193  83 

lines,  meters,  lamps  and  globes, 13,382  05 

Doe  for  electric  light  and  power 2,133  46 

Foel  on  hand, 16  45 

Carbons  on  hand, 80  00 

Oil  and  waste  on  hand, 29  85 

Incandescent  lamps  on  hand, 444  71 

Globes  on  hand, 49  68 

Sondry  accoants  dae  the  company 800  42 

Office  ftimitnre  and  tools, 126  20 

Cash  on  hand 5,327  93 

Notes  receivable, 12,950  00 

Unexpired  insurance , 75  36 

Total  assets,  as  per  books  of  the  company, $60,854  69 

Liabilities. 

Capital  stock, $38,700  00 

Notes  payable, 4,674  44 

Unpaid  bills, 8,620  44 

Uouse  construction, 106  46 

Total  liabilities,  as  per  books  of  the  company, $52,10134 

Profit  and  loss  balance, 8,753  25 

$60,854  69 
Profit  and  Loss  Account. 

Db,  Cb. 

Balance  June  30,  1890 $4,643  42 

Balance  of  electric  manufacturing  account,      .        .        .  4,233  36 

lUnts 245  02 

Interest  paid, $368  55 

Balance  June  30,  1891, 8,753  25 

$9,121  80  $9,121  80 


GLOUCESTER  GAS  UGIIT  COMPANY. 


Assets. 

RealesUte $40,000  00 

Machinery  and  manufacturing  appliances,  \ 

Street  mains [ 40,000  00 

Meters J 
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Doe  for  gas $4,495  93 

Oasooalonhand I J66  40 

Coke  on  hand,  .       .• 337  37 

Tar  on  hand 569  60 

Porifjrlng  materialB  on  band 110  00 

Other  gas  materials  on  hand 2,278  20 

Stoves  on  hand, 150  00 

Oas  fixtures  on  hand 500  00 

Sundry  accounts  due  the  company, 2,489  06 

Office  fhrniture 150  00 

Cash  on  hand 3,710  93 

Notes  receivable 1,331  93 

Total  assets,  as  per  books  of  the  company,             .  $97,889  32 

Liabilities. 

Capital  stock $80,000  00 

Unpaid  bills, 374  15 

Total  liabilities,  as  per  books  of  the  company,         ....  $80,374  15 

Profit  and  loss  balance, 17,515  17 

$97,889  32 
Profit  and  Loss  Accovirr. 

Dk.  Oh. 

Balance  June  30, 1890, $30,112  23 

Balance  of  gas  manufacturing  account,  ....  12,805  01 

Rents 2,244  34 

Interest  received, 01  72 

Premium  on  stock  sold 14,160  00 

Other  items  of  income, 800  30 

Dividends  declared, $8,538  00 

Construction  charged  off, 34,108  01 

Other  items, 22  51 

Balance  Juno  30, 1891 17,515  17 

$60,183  69  $60,183  60 


GREAT  BARRINOTON  ELECTRIC  LIGUT  COMPANY. 

Assets. 

Steam  plant $5,530  28 

Electric  plant,    .       ,       .       ,   \ 

Lines,  meters,  lamps  and  globes,  >• 21,280  57 

Patent  rights,     .       .       .       .   ) 

Due  for  electric  light  and  power, 760  78 

Fuel  on  hand,    .       .       • 76  98 

Carljons  on  hand, 44  50 

Oil  and  waste  on  hand, 15  38 

Incandescent  lamps  on  hand, 241  65 

Globes  on  hand 6  80 

Other  electric  materials  on  hand, 574  44 

Tools 83  10 

Sundry  accounts  due  the  company, 655  58 

Meterp 44  13 

Cash  on  hand ' 192  31 

Investments, 1,100  00 

Total  assets,  as  per  books  of  the  company $30,606  50 
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Liabilities. 

Capital  stock $23,800  00 

Notes  payable, 4,000  00 

Unpaid  bills, 1,680  40 

Interest  doe  bat  not  paid, 81  26 

Total  liabilities,  as  per  books  of  tbo  company,         ....  $30,067  65 

Profit  and  loss  balance, 638  85 

$30,606  50 
Pbofit  and  Loss  Account. 

db.  Cr. 

Balance  Jane  30,  1890, $261  98 

Balance  of  electric  manufactaring  account,    .       .  525  87 

Interest  paid, $249  00 

Balance  Jane  30,  1891, 538  85 

$787  85  $787  85 


GREENFIELD  ELECTRIC  LIGHT  AND    POWER   COMPANY. 

Assets. 

Real  estate $4,000  00 

Steam  plant, 10,030  07 

Electric  plant 24,129  09 

Construction, •   .        .  522  45 

Due  for  electric  light  and  power, 261  61 

Fuel  on  band, 105  75 

Oil  and  waste  on  hand, 40  00 

Incandescent  lamps  on  hand, 350  20 

Other  electric  materials  on  hand, 7(36  53 

Sundry  accounts  due  the  company 421  44 

Cash  on  band, 636  08 

Total  assets,  as  per  books  of  the  company $41,263  22 


Liabilities. 

Capital  stock • $30,000  00 

Bonds  issued 8,000  00 

Notes  payable, 2,000  00 

Unpaid  bills, 904  89 

Total  liabilities,  as  per  books  of  the  company, $40,901  89 

Profit  and  loss  balance, 358  33 

$41,263  22 

PllOFIT  AND  Loss  ACCOUNT. 

Dr.  Cr. 

Balance  June  30,  1890, $110  42 

Balance  of  electric  manufacturing  account,     ...  01123 

Interest  paid, $372  32 

Balance  June  30,  1891, 358  33 

$730  65  $730  65 
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GREENFIELD  OAS  LIGHT  COMPANY. 

Assets. 

Real  estate $44,e08  47 

Street  mains, 4,299  27 

Meters 1,613  71 

Dae  for  gas, 832  33 

Gas  coal  on  hand, 250  00 

Tar  on  hand 35  00 

Enrichers  on  band 120  00 

Purifying  materials  on  hand 80  10 

Other  gas  materials  on  hand, 96  54 

Stores  on  hand,         .   > 
Gas  fixtures  on  hand,  j 

Sundry  accounts  due  the  company, 188  98 

Cash  on  hand 36  43 

Total  assets,  as  per  books  of  the  company, f  52,237  70 

Profit  and  loss  balance, 103  11 

$52,340  81 

Liabilities. 

Capital  stock $50,000  00 

Notes  payable, 1,500  00 

Amount  due  from  the  company,  not  included  above,     ....  840  81 

Total  liabilities,  as  per  books  of  the  company,        ....  $52,340  81 

Profit  and  Loss  Account. 

Dr.  Cb.- 

Balance  June  30,  1890, $1,031  70 

Balance  of  gas  manufacturing  account,  ....  $1,225  69 

Dividends  declared, 120  00 

Interest  paid, 104  44 

Depreciation, 72  66 

Balance  June  30,  1891, 103  11 

$1,328  80  $1,328  80 


HAVERHILL  ELECTRIC  COMPANY. 

Assets. 

Electric  pUnt, $130,310  18 

Due  for  electric  light  and  power, 5,835  92 

Gloltes  on  hand, 2,465  17 

Sundry  accounts  due  the  company, 89  SO 

Cash  on  hand, 2,038  79 

Total  assets,  as  per  books  of  the  company $140,739  86 

Liabilities. 

CapiUil  stock, $85,000  00 

Notes  payable, 35,500  00 

Unpaid  bills, 3,751  31 

Total  liabilities,  as  per  I)Ooks  of  the  company, $124,251  31 

Profit  and  loss  balance, 16,488  55 

$140,739  86 
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Profit  and  Lobs  Account. 


Balance  Jane  30, 1890,      .... 
Balance  of  electric  manafactnring  account, 

Rente, 

DiTidends  declared,  ...... 

Interest  paid, 

Balance  Jane  30, 1891 


Dk. 

Cr. 

$9,913  04 

13,813  83 

663  04 

$6,800  00 

1,101  36 

16,488  OS 

$24,389  91      $24,389  91 


HAVERHILL  OA8  LIGHT  COMPANY. 

Assets. 

Machinery  and  manufacturing  appliances, $130,330  89 

Streetmalns, 29,621  71 

Meters 6,775  81 

Due  for  gas, 8,224  13 

Oas  coal  on  hand, 8,259  58 

Coke  on  hand 815  00 

Tar  on  hand 3,000  00 

Enrichers  on  hand, 216  30 

Purifying  materials  on  hand, 500  00 

Lungren  lamps, * 3,350  42 

Sundry  accounts  due  the  company, 1,808  29 

Cash  on  hand, 5,095  35 

InTestments, 18,400  00 

Total  assets,  as  per  books  of  the  company, $215,896  98 

Liabilities. 

Capital  stock $75,000  00 

Notes  payable, 42,r)00  00 

Unpaid  bills 4,514  25 

Total  liabilities,  as  per  books  of  the  company, $122,014  25 

Profit  and  loss  balance, 93,882  73 

$215,896  98 

Profit  and  Lors  Account. 

Dr.  Cr. 

Balance  June  30,  1890, $68,772  46 

Balance  of  gas  manufacturing  account,    ....                   *  33,726  02 

Interest  recelTed, 503  00 

Dividends  declared, $7,500  00 

Interest  paid, 1,618  75 

Balance  June  30,  1891 93,882  73 

$103,001  48  $103,001  48 


HUDSON  ELECTRIC   LIGHT  COMPANY. 

Assets. 

Steam  plant ...       $1,36577 

Electric  plant, 6,772  63 

Lines,  meters,  lamps  and  globes, 8,427  20 
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Dae  for  electric  light  and  power, $291  18 

Cash  on  hand, 605  81 

Investments, 0,875  00 

Total  assets,  as  per  books  of  the  company, f  23,S87  09 

Liabilities. 

Capital  stock, $15,000  00 

Notes  payable, 7,000  00 

Total  liabilities,  as  per  Ixwks  of  the  company $22,000  00 

Profit  and  loss  balance, 1,337  69 

$23,337  59 
Profit  and  Loss  Account. 

Ds.  Cr. 

Balance  June  30,  1890, $446  16 

Balance  of  electric  manafactnringacconnt,     .       .       .  1,266  29 

Oil  lamps,  . 620  00 

Interest  paid,  $373  86 

Oil  lamps, 620  00 

Balance  June  30, 1891, 1,337  59 

$2,231  45  $2,231  45 


HYDE  PARK  ELECTRIC  LIGHT  COMPANY. 

ASSBTS. 

Real  estate, $13,926  73 

Steam  plant 32,042  75 

Electric  plant, 49,952  06 

Lines,  meters,  lamps  and  globes, 42,510  49 

Patent  rights 20,260  60 

Dae  for  electric  light  and  power, 2,07150 

Fuel  on  hand, 380  00 

Carbons  on  hand, 20  00 

Oil  and  waste  on  hand, 21  05 

Incandescent  lamps  on  hand, 321  00 

Olobes  on  band 17  50 

Taxes  paid 341  42 

Unexpired  insurance 239  60 

Horses,  wagons,  etc 128  00 

Sundry  accounts  due  the  company, 908  24 

Office  furniture, .  • GO  SO 

Cash  on  hand, 1,163  30 

Notes  receivable 745  70 

Total  assets,  as  per  books  of  the  company, $165,100  14 

Liabilities. 

Capitiii  stock $100,000  00 

Bonds  issued 50,000  00 

Notes  payable 4,277  96 

Unpaid  bills, 5,362  25 

Total  liabilities,  as  per  books  of  the  company, $159,640  21 

Profit  and  loss  balance, 5,459  93 

$165,100  14 
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Fbofit  and  Lobs  Account. 

Db.  Cb. 

Balance  Jane  30, 1890, $3,480  66 

Balance  of  electric  manafactnring  acoonnt,     •       •  4,824  88 

Jobbing, 1,993  90 

Diridends  declared, $1,500  00 

Interest  paid, 2,839  21 

Balance  Jane  30,  1891 M^d  ^ 

$9,799  14       $9,799  14 


IPSWICH  GAS  LIGHT  COMPANY. 
Assets 

Real  estate, $3,700  00 

Machinery  and  manafactnring  appliances, 2,000  00 

Street  mains, 5,100  00 

Meters, 1,800  00 

Doe  for  gas 167  62 

Coal  on  hand, 60  00 

OUonhand 100  00 

Total  assets,  as  per  books  of  the  company, $12,917  62 

Profit  and  loss  balance, 13,002  44 

$26,420  06 
Liabilities. 

CapiUl  Ftock, $16,000  00 

Boods  issned, 8,000  00 

Notes  payable, 747  82 

rnpaid  bills 1,354  10 

Amoonts  due  from  the  company,  not  included  above,    ....  31814 

Total  liabilities,  as  per  books  of  the  company, 

Pbofit  and  Loss  Account. 


Balance  June  30,  1890,      .... 
Balance  of  gas  manufactnring  account,   . 
Error  in  bills  payable  June  30,  1890, 
Other  itcni8  of  income,     .... 

Interest  paid, 

Balance  June  30,  1891,      .        .       .       . 


.      .      . 

$26,420  06 

Dr. 

C'R. 

$15,445  09 

$1,029  87 

1,229  68 

194  10 

511  00 

13,502  44 

$15,956  09      $15,956  09 


JAMAICA  PLAIN  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, 

Machinery  and  manufacturing  appliances, 

Street  mains, 

Meters, 

Doe  for  gas, 

Gas  coal  on  band, 

Coke  on  hand, 

Enrichers  on  hand, 

Other  gas  materials  on  hand)   . 

Horses,  wagons,  etc.,        .... 

Sundry  accounts  dne  the  company, 

Office  fumitnie, 

Cuh  on  hand^ 

IniesUnents,     •    •  •    •  •       .    •  . 


$267,293  94 

8,828  61 

9,404  50 

50  00 

240  00 

2,190  60 

200  00 

1,711  95 

750  00 

4,911  36 

3,134  20 

Total  assets,  aa  per*books  of  4he  company, $29S,71o  16 
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LlABILXTIBS. 

Capita]  stock $200,000  00 

Notes  payable 42,500  00 

Unpaid  bills, 1,985  29 

Deposits 286  40 

Total  liabilities,  as  per  bgoks  of  the  company $244,771  69 

Profit  and  loss  balance 53,943  47 

$298,715  16 
Fbofit  and  Loss  Account. 

Dr.  Ck. 

Balance  Jane  30, 1890, $51,507  98 

Balance  of  gas  mannfacturing  account,  ....  23,136  15 

Rents 81  00 

DiTidends  declared, $18,000  00 

Interest  paid 1,948  25 

Depreciation, 363  17 

Other  items, 470  24 

Balance  June  30, 1891 53,943  47 

$74,725  13      $74,725  13 


$484,105  79 


LAWRENCE  GAS  COMPANY. 

Assets. 

Real  estate  (gas), 

Machinery  and  manufacturing  appliances  (gas), 

Street  mains  (gas), 

Meters  (gas) 

Due  for  gas, 8,009  74 

Oas  coal  on  hand 29,496  41 

Coke  on  hand 512  00 

Tar  on  hand 1,155  00 

Enrichers  on  hand, 1,607  24 

Purifying  materials  on  hand, 2,235  65 

Other  gas  materials  on  hand, 10,329  02 

Aqua  ammonia, 3,075  11 

Stoves  on  hand 436  72 

Oas  fixtures  on  hand .  8,502  27 

Unexpired  insurance 400  00 

Steam  plant  (electric) -15.262  88 

Electric  plant 27,079  65 

Lines,  meters,  lamps  and  globes, 33,664  57 

Rents, 175  00 

Due  for  electric  light  and  power, 2,147  66 

Fuel  on  hand  (electric  light),   .... 

Carbons  on  hand, 

Oil  and  waste  on  hand, 

Globes  on  hand, 

Other  electric  materials  on  hand. 

Suspense  account,  new  work,  .... 

Edison  electric  plant, 

Sundry  accounts  due  the  company,  . 

Expense, 

Cash  on  hand, 

Interest, 

Total  assets,  as  per  books  of  the  company,      •       •       •       •       •    $763,841  96 


6,398  02 

66  00 

68  30 

51  00 

458  72 

8,822  71 

114,493  85 

303  44 

800  00 

3,935  31 

250  00 

1892.]  PUBLIC  DOCUMENT— No.  35.  163 


LlABILXTXU. 

Ckpital  ftock, $500,000  00 

Bonds  isaaed, , 125,000  00 

Notes  payable, 76,000  00 

UDpakl  bills, 9,879  12 

Total  liabilitiea,  as  per  books  of  the  company,         ....  $709,879  13 

Profit  and  loss  balance 53,962  84 

$763,841  96 

Profit  and  Loss  Account. 

Dm.  Cb. 

Balance  Jane  30, 1890 $63,075  08 

Balance  of  gas  mannfactaring  account,    ....  27,903  25 

Balance  of  electric  manafactoring  accotint,     ...  7,196  96 

Rents, 398  67 

Other  items  of  income, 520  87 

Diridends  declared, $40,000  00 

Interest  paid 4,831  99 

Other  items, 300  00 

Balance  Jooe  30, 1891, 53,962  84 

$99,394  83  $99,394  83 


LEE  ELECTRIC  COMPANY. 

Assets. 

Real  estate  (gas), $1,500  00 

Machinery  and  mannfactaring  appliances  (gas) , 2,215  88 

Street  mains  (gas), 4,000  00 

Meters  (gas), 685  85 

Doe  for  gas, 34  50 

Gas  coal  on  hand, '        .        .  16  75 

Real  estate  (electric), 4,500  68 

Steam  plant  (electric), 4,488  74 

Electric  plant, 8,867  77 

Lines,  meters,  lamps  and  globes, 14,718  70 

Fuel  on  hand  (electric  light), 103  60 

Oil  and  waste  on  hand, 27  20 

Incandescent  lamps  on  hand 221  80 

Other  electric  materials  on  hand, 82  18 

Horses,  wagons,  etc., 160  00 

Sundry  accounts  due  the  company, 1,021  56 

Toul  assets,  as  per  books  of  the  company $42,635  11 

Profit  and  loss  baUnce, 229  38 

$42,864  49 

Liabilities. 

Capital  stock, $20,000  00 

Bends  issued, 15,000  00 

Motes  payable, 1,242  52 

Unpaid  bills, 6,621  97 

Total  liabilitieB,  as  per  books  of  the  company,         ....  $42,864  49 
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Profit  and  Loss  Account. 


Balance  June  30,  1890 

Balance  of  gas  manufacturing  account,   . 
Balance  of  electric  manufacturing  account, 

Wiring 

Interest  paid 

Balance  June  30, 1891,      .... 


Db. 

Cb. 

^472  43 

9511  52 

42  54 

348  54 

496  29 

229  38 

$1,050  35        $1,050  35 


LEICESTER  ELECTRIC  COMPANY. 

Assets. 

Real  estate, $4,500  00 

Electric  plant 16,132  68 

Due  for  electric  light  and  power, 1,041  31 

Fuel  on  band, 15  00 

Oil  and  waste  on  hand, 15  55 

Tools  and  electric  materials  on  hand, •  113  60 

Cash  on  hand 17  52 

Water  wheel, 1,516  82 

Total  assets,  as  per  books  of  the  company $23,352  48 

Profit  and  loss  balance, 7,473  80 

$30,826  28 
Liabilities. 

Capital  stock, $4,000  00 

Notes  payable 21,209  45 

Unpaid  bills, 5,616  83 

Total  liabilities,  as  per  books  of  the  company $30,826  28 

Profit  and  Loss  Account. 

Ds.  Cr. 

Balance  June  30,  1890 $5,923  99 

Balance  of  electric  manufacturing  account,      .       •       .  $125  66 

Other  items  of  income, 5  55 

Interest  paid, 881  27 

Depreciation 799  75 

BaUnce  June  30, 1891, 7,473  80 

$7,605  01  $7,605  01 


LEOMINSTER   ELECTRIC  LIGHT  AND    POWER   COMPANY. 

Assets. 

Real  estate $10,455  24 

Steam  plant, 9,547  33 

Electric  plant, 17,210  38 

Lines,  meters,  lamps  and  globes,     .       •       • 41,957  83 

Franchise 10,000  00 

Due  for  electric  light  and  power 1,121  41 

Fuel  on  baud, 173  00 

Carbons  on  hand, 40  00 

Oil  and  waste  on  hand, 57  50 

Incandescent  lamps  on  hand, 160  20 

Globes  on  hand, 8  AO 
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Other  electric  materials  on  hand, $239  46 

Hones,  wagons,  etc, 69  (K) 

Snadrjr  aocounto  doe  the  company, 340  76 

Office  furnitare, 33  15 

Cub  on  hand, 1,036  06 

Notes  receivable,       • 20  00 

Unexpired  insurance,  interest  and  taxes, 912  76 

Total  assets,  as  per  books  of  the  company $93,388  08 

ProAt  and  loss  balance 1,078  12 

$94,466  20 

LlABXLITIBS. 

Capital  stock, $50,000  00 

Notes  payable 38,775  04 

Unpaid  liuis 5,691  16 

Total  liabilities,  as  per  books  of  the  company $91,466  20 

Profit  and  Loss  Account. 

Db.  Ck. 

Balance  Jnne  30,  1890, $436  92 

Balance  of  electric  manufacturing  account,     .       .       .  $82  81 

Interest  paid, 724  01 

Balance  June  30,  1891, 1,078  12 

$1,160  93  $1,160  93 


$48,Or)4  47 


LEOMINSTER  GAS  LIGHT  COMPANY. 

A88BT8. 

Real  estate, 

Macbinery  and  manufacturing  appliances, 

Street  mains, 

Meters, 1,945  53 

Dae  for  gas, 1,1(U  55 

Enricbers  on  hand 108  30 

Sundry  accounts  due  the  company, 31  SO 

Cash  on  band, .  971  94 

Notes  receirable, 1,200  00 


Total  assets,  as  per  books  of  the  company, $03,033  59 

LlAHILITIES. 

Capital  stock $50,000  00 

Total  liabilities,  as  per  books  of  the  company, ..... 
Profit  and  loss  balance. 


Fbofit  and  Loss  Account. 

Db. 

Balance  June  30, 1890, 

Balance  of  gas  manufacturing  account,  .... 

Bents, 

Other  items  of  income, 

Dividends  declared, $1,000  00 

CoDstmction  charged  off, 54  75 

Other  items, 2  75 

BaUnce  Jane  30,  1891, 3,533  59 


$50,000  00 
3,033  59 

$03,033  59 

Cr. 

$2,029  39 

2,431  27 

78  00 

52  43 

$t,501  09        $4,591  09 
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LEXINGTON  GAS  LIGHT  COMPANY. 

ASSBTS. 

Real  estate, $1,514  95 

Machinery  and  manufactaring  appliances, 21,523  73 

Street  mains, 6,692  15 

Meters 633  S7 

Dae  for  gas, 618  95 

Tar  on  hand 27  50 

Enrlchers  on  hand, 20  00 

Cash  on  hand, 1,132  42 

Notes  receiyable, 546  00 

Total  assets,  as  per  books  of  the  company, $32,704  57 

IjIABILXTIES. 

Capital  stock $20,000  00 

Notes  payable, 67  00 

Unpaid  bills, 244  50 

Total  liabilities,  as  per  books  of  the  company $20,311  50 

Profit  and  loss  balance 12,393  07 

$32,704^7 

F&OFIT  AND  Loss  ACCOUNT. 

Dr.  Cr. 

Balance  June  30, 1890, $11,329  10 

Balance  of  gas  manufacturing  account,    ....  1,58385 

Interest  received, 7  94 

Kents, 10  00 

Other  items  of  income, 62  18 

Dividends  declared $600  00 

Balance  June  30,  1891, 12,393  07 

$12,993  07  $12,993  07 


LOWELL   ELECTRIC   LIGHT  CORPORATION. 

Assets. 

Real  estate, $26,954  67 

Steam  plant, 90,824  95 

Electric  plant, 108,642  48 

Lines,  meters,  lamps  and  globes, 210,350  25 

Inside  wiring, 6,212  60 

Due  for  electric  light  and  power 9,424  03 

Fuel  on  hand, 2,295  00 

Carl)on8  on  hand, 400  00 

Oil  and  wasxc  on  hand 260  00 

Incandeflit.'nt  lamps  on  hand, 265  50 

Gl()l)e8  on  hand 53  75 

Other  electric  materials  on  hand, 5,966  78 

Horned,  wagons,  etc.,  , 485  00 

Cash  on  hand, 1,372  24 

Notes  receivable, 17,488  00 

Total  assets,  as  per  books  of  the  company, $487,001  85 
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LlABXLXTIBS. 

Ctpital  stodc, $274,600  00 

Notes  payable, 140,090  23 

Unpaid  bills, 48,652  65 

Total  liabilities,  as  per  books  of  the  company, $463,242  88 

Profit  and  loss  balance 23,758  97 

$487,001  8fi 
Profit  and  Loss  Account. 

Db.  Cb. 

Balance  Jane  30,  1890, $35,346  98 

Balance  of  electric  mannfactaring  account,     .       .       .  13,691  19 

Omitted  from  assets  Jane  30, 1890 6,653  82 

Other  items  of  income, 386  00 

Dividends  declared, $16,878  00 

Interest  paid 5,228  49 

Omitted  ftom  liabilities  Jane  30,  1890 10,211  53 

Balance  Jane  30,  1891, 23.758  97 

$56,076  99  $56,076  99 


$425,000  00 


LOWELL  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate 

Machinery  and  manafacturing  appliances, 

Street  mains, | 

Meters, J 

Dae  for  gas, 2,247  65 

Gas  coal  on  band, 31,913  69 

Coke  on  band 917  00 

Tar  on  hand, 2,500  00 

Enrichers  on  hand, 153  80 

Parifying  materials  on  hand 90  00 

Stoves  on  hand, 13,250  00 

Cash  on  hand 6,730  36 

Investments,      .    ' 75,000  00 

Total  assets,  as  per  books  of  the  company, $5r>7,802  50 

Liabilities. 

Capital  stock, $500,000  00 

Notes  payable, 30,000  00 


Totalliabilitics,  as  per  books  of  the  company,          ....    $530,00000 
Profit  and  loss  balance, 27,802  50 

$557,802  50 
Pkofit  and  Loss  Account. 

Dr.  Cb. 

Balance  Jane  30,  1890, $49,801 .72 

Balance  of  gas  manafacturing  account 83,842  08 

Rents, 3,496  96 

Dividends  declared $60,000  00 

Interest  paid, 2,053  55 

Congtmction  charged  off, 27,832  23 

Depredation 18,452  48 

Balance  Jane  30,  1891 27,K02  50 


$136,140  70    $13(i,U0  T<S 
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LYNN  GAS  AND  ELECTRIC  COMPANY. 

Assets. 

Real  estate  (gas), 8180,000  00 

Machinery  and  manufacturing  appliances  (gas),  \ 

Street  mains  (gas), >        ....  120,000  00 

Meters, J 

Due  for  gas, 17,133  24 

Oas  coal  on  hand, 10,310  87 

Coke  on  hand 160  00 

Tar  on  hand 500  00 

Stoves  on  hand, 109  91 

Real  estate  (electric), 24,122  79 

Steam  plant  (electric), 40.70171 

Electric  plant, 50.085  18 

Lines,  meters,  lamps  and  globes, 77,739  36 

Patent  rights, 15.000  00 

Due  for  electric  light  and  power, 11,187  63 

Carbons  on  hand, 279  00 

Incandescent  lamps  on  hand 184  00 

Sundry  accounts  due  the  company 1,279  9S 

Cash  on  hand, 1,020  62 

New  construction, 6,147  21 

Total  assets,  as  per  books  of  the  company ^555,961  47 

Liabilities. 

Capital  stock, $375,000  00 

Notes  parable 103.500  00 

Unpaid  bills, 19,150  10 

Deposits, SO  6(3 

Unpaid  diTidends 625  00 

-  -   - 

Total  liabilities,  as  per  books  of  the  company $498,355  76 

Profit  and  loss  balance, 57,^305  71 

$555,901  47 

Profit  and  Loss  Account. 

Db.  Cr. 

Balance  June  30,  1890, $59,172  18 

Balance  of  gas  manufacturing  account,    ....  40,H26  99 

Balance  of  electric  manufacturing  account,     .        .        .  39,430  71 

Rents, 1,557  00 

Dividends  declared, $33,7-50  00 

Interest  paid 4,662  80 

Gas  construction  charged  off, 24,7(>8  31 

Electric  construction  charged  off, 10,000  00 

Electric  depreciation, 10.000  00 

Balance  June  30,  1891 57,605  71 

$140,786  88  $140,786  88 
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MALDEN  ELECTRIC  COMPANY. 


Assets. 

Betl  etute, $10,000  00 

Steam  plant, 1 

Electric  plant, [     *       '  218,268  37 

Unes,  meters,  lamps,  globes  and  constrnction  supplies, .       .  J 

Pitent  rights 66,000  00 

Dae  for  electric  light  and  power, 7,106  60 

Fnel  on  hand 82  50 

Carbons  on  hand, 171  00 

Oil  and  waste  on  hand,      .       •       .       • 72  98 

Incandescent  lamps  on  hand, 150  00 

Other  electric  materials  on  hand, 66  00 

Horses,  wagons,  etc., 1,200  00 

Sondrj  accounts  due  the  company, 2,477  63 

Office  fornitnre, 190  00 

Cash  on  hand, 2,496  17 

lorestments, 5,500  00 

Total  assets,  as  per  books  of  the  company $303,281  2S 

Liabilities. 

Capital  stock, |145,100  00 

fioods  issued 100,000  00 

Notes  payable,  .       • 86,090  17 

Unpaid  bills, 2,655  23 

Total  liabilities,  as  per  books  of  the  company,         ....  $283,854  40 

Profit  and  loss  balance, 19,426  86 

$303,281  25 
Profit  and  Loss  Account. 

Db.  Or. 

Balance  June  30,  1890. $11,513  99 

Balance  of  electric  manufacturing  account,  -    •       .        .  24,602  86 

Dividends  declared,  . $10,690  00 

Interest  paid,  •    . 6,000  GO 

BaUnce  June  80.  1891, 19,426  85 

$36,116  85  $36,116  86 


MALDEN   AND  MELROSE  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $242,612  70 

Street  mains ^  3,264  79 

Due  for  gas, 13,914  68 

Gas  Cfjal  on  hand, 7,031  98 

Coke  on  band 90  00 

Tar  on  hand, 1,800  00 

Purifying  materials  on  hand, 90  25 

Otber  gas  materials  on  band, 28,()2()  04 

Stores  on  band, 3,153  73 

Sundry  accounts  due  the  company, 4,174  37 

Cash  on  hand, 172  04 

Total  assets,  m  per  books  of  the  company, $304,3()()  58 
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LlABILXTIBB. 

Capital  stock, $220,000  00 

Notes  payable 7,753  41 

Unpaid  bills, 104  90 

Unpaid  diTidends, 1,007  50 

Contingent  fand 12,625  00 

Sandiy  accounts, 1,084  66 

Total  liabilities,  as  per  books  of  the  oompanj $242,575  47 

Profit  and  loss  balance, 61,791  11 

*  $304,366  58 

Fbofit  and  Loss  Account. 

Db.  Cr. 

Balance  June  30, 1890 $51,687  76 

Balance  of  gas  manafactnring  accoant,   •       .       •       .  29,084  99 

Interest  receiTed 413  93 

Other  items  of  income, 188  60 

Dividends  declared, $17,600  00 

Interest  paid, 238  19 

Other  items, 1,746  01 

Balance  June  30, 1891, 61,791  11 

$81,375  31  $81,375  31 


MANUFACTURERS'  GAS  LIGHT  COMPANY   (FALL  RIVER). 

Assets. 

Real  estate, 

Machinery  and  manufacturing  appliances. 


Street  mains. 
Meters, 
Dae  for  gas, 
Qbb  coal  on  hand. 
Coke  on  hand,  . 
Tar  on  hand,     . 
Enrichers  on  hand, 
Cash  on  hand,  . 


$49,804  99 


955  48 

900  00 

100  00 

51  00 

320  00 

2,297  90 

Total  assets,  as  per  books  of  the  company, $54,429  37 

Liabilities. 

Capital  stock $50,000  00 

Total  liabilities,  as  per  books  of  the  company $50,000  00 

Profit  and  loss,  balance, 4,429  37 


Profit  and  Loss  Account. 

Db. 

Balance  Jane  30, 1890, 

Balance  of  gas  manufactarlng  accoant,    .... 

Rents, 

Dividends  declared, $5,000  00 

Depreciation, 80  00 

BaUncc  June  30,  1891 4,429  37 


$54,429  37 

$2,732  89 

6,724  83 

51  65 

$9,509  37        $9,509  37 
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MABBLEHEAD  OAS  AND  ELECTRIC  LIGHT  COMPANT. 

A88BT8. 

Betl  etUte, $5,652  41 

Machinery  and  manafacturiDg  applianoefl, 18,642  94 

Street  matna, 10,500  00 

Meters 1,607  25 

DaeforiKM, 1,261  14 

Ois  ooal  on  band, 1,615  34 

Coke  on  band, 6000 

Tar  on  band, 20  00 

Other  gaa  materials  on  band, 214  91 

Stoves  on  hand, 100  06 

Office  furniture 200  00 

Cash  on  hand, 83  26 

Inrestments, 100  00 

Total  assets,  as  per  boolts  of  the  company, $40,057  31 

Profit  and  loss  balance, 8,061  79 

$48,119  10 

Liabilities. 

Capital  stock, $40,000  00 

Notes  payable, 6,200  00 

Unpaid  bills 1,919  10 

Total  liabilities,  as  per  books  of  the  company,        ....  $48,119  10 


Pbofit  and  Loss  Account. 

Balance  June  30,  1890, 

Balance  of  gas  manufacturing  account,  .... 

Eenu 

Interest  paid, 

Balance  June  30,  1891 


Dr. 

Ca. 

$8,698  97 

$610  93 

261  25 

235  00 

8,061  79 

$8,933  97       $8,933  97 


MARLBOROUGH  ELECTRIC    COMPANY. 

Assets. 

Real  estate, $4,682  13 

Steam  plant, 10,062  40 

Electric  plant, 28,895  24 

Lines,  meters,  lamps  and  globes 19,747  36 

Doe  for  electric  light  and  power, 698  47 

Fael  on  hand, 179  00 

Carbons  on  band, r>4  00 

Oil  and  waste  on  hand, 38  25 

Incandescent  lamps  on  band, 98  23 

Glolies  on  hand,         * 32  08 

Cash  on  hand 748  39 

Total  assets,  as  per  books  of  the  company $65,230  65 
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Liabilities. 

Cmpltal  stock S30,000  00 

BoDds  issaed, 22,000  00 

Notes  payable 5,fi00  00 

Unpaid  bills, 1,343  92 

Total  liabilities,  as  per  books  of  the  company 958,813  92 

Profit  and  loss  balance, 6,391  63 

965,235  55 
Pbofit  and  Loss  Account. 

Db.  Cr. 

Balance  June  30,  1890 93,733  59 

Balance  of  electric  mannfactaring  account,     .       .       .  6,063  86 

Dividends  declared 9900  00 

Interest  paid 1,505  82 

Balance  June  30, 1891 6,391  63 

98,797  45  98,797.45 


MARLBOROUGH  GAS  LIGHT  COMPANY. 

Assets. 

Real  estete, 95,590  00 

Machinery  and  mannfactaring  appliances, 53,507  61 

Street  mains 7,702  98 

Meters, 1,247  23 

Due  for  gas, 1,142  87 

Gas  coal  on  band, 3,243  81 

Purifying  materials  on  hand, 30  96 

Other  gas  materials  on  hand, 19403 

Stoves  on  band,        .    \ 

Gas  fixtures  on  hand,     f i.o^/  oi 

Sundry  accounts  due  the  company, 314  20 

Cash  on  hand 2.2r)2  12 

Total  assets,  as  per  books  of  the  company, 976,803  32 


Liabilities. 

Capital  stock, 950,000  00 

Notes  payable 20  15 

Unpaid  bills, 978  21 

Total  liatjilities,  as  per  books  of  the  company,         ....  950,908  36 

Profit  and  loss  balance, 25,854  96 

976,853  32 

Phofit  and  Loss  Account. 

Dr.  <-». 

Balance  June  30,  1890 -921,516  66 

Balance  of  gas  manufacturing  account,  ...»  1,32481 

Other  items  of  income, 48  38 

Sundry  items, 934  89 

Balance  June  30,  1891 25,854  96 

926,889  85  925,889li 
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MIDDLEBOROUOU  OAS  AND  ELECTRIC  COMPANY. 

Assets. 

Beal  estate  (gas), 911,000  00 

llschlnenrandmanntectaringmppliances  (gas), 14,717  02 

Stneimains  (gas) 8,023  65 

Meters  (gas) 3,247  74 

Dne  for  gas, 8  44 

Other  gas  materials  on  hand, 113  70 

StoTes  on  hand,        . 39  20 

Beal  esute  (electric)  and  water  power, 16,870  71 

Steam  plant  (electric),      .       .       . 51,669  29 

Electric  plant,    .       .        .       .       .       . 26,360  58 

Lines,  meters,  lamps  and  globes, 28,729  85 

Franchise, 4,530  52 

Doe  for  electric  light  and  power, 9  00 

Cartx>ns  on  hand, 77  50 

Oil  and  waste  on  hand, 21  80 

Incandescent  lamps  on  hand 575  00 

Globes  on  hand, 6  26 

Snndry  accounts  dne  the  company 1,528  96 

Office  famitnre, 16  75 

Cash  on  hand, 131  10 

Tools 68  36 

Total  assets,  as  per  books  of  the  company, 9167,749  31 

Profit  and  loss  iMlance 9,947  32 

9177,696  63 

Liabilities. 

Capital  stock, $80,000  00 

Bonds  issued 80,000  00 

Unpaid  bills,  ' 16,096  63 

Interest  dne  but  noi  paid, 1,600  00 

Total  liabilities,  as  per  books  of  the  company 9177,696  63 

Profit  and  Loss  Account. 

Dh.  Cr. 

Balance  Jnne  30,  1890, 94,040  36 

Balance  of  gas  mannfactnring  acconnt,    ...       .       .  121  56 

Balance  of  electric  manufacturing  account,     .       .       .  1,754  99 

Inierest  received,       ........  4,000  00 

Sundry  items,-  .     - t^9  69 

Balance  June  80,  1891, 9,947  32 

99,966  91  99,966  91 


MILFORD   electric  LIGHT  AND  POWER  COMPANY. 

Assets. 


952,327  67 


Real  estate,  .... 

Steam  plant. 

Electric  plant, 

Lines,  meters,  lamps  and  globe, 

Due  for  electric  light  and  power, 1,795  64 

Fuel  on  hand 485  98 

Carbons  on  hand, 35  70 
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Oil  and  waste  on  band, 926  75 

Incandescent  lamps  on  hand,  |  ogi  oi 
Olobes  on  hand,                     J 

Tools, 1,002  7S 

Sandry  accoants  dae  the  company, 475  18 

Cash  on  hand, 298  72 

Unexpired  insurance, 308  11 

Total  assets,  as  per  books  of  the  company, ^57,042  44 

LlABILITIBS. 

Capital  stock, •       .       .       •       •  $40,000  00 

Notes  payable, 14,500  00 

Unpaid  bill 1,338  39 

Reserve  fund, 219  89 

Total  liabilities,  as  per  books  of  the  company $56,058  28 

Profit  and  loss  balance, 9S4  16 

$57,042  44 
Profit  and  Loss  Account. 

Ds.  Cb. 

Balance  June  30, 1890, $1,019  89 

Balance  of  electric  manufkctnring  account,     .       .       •  1,275  58 

Other  items  of  income, $143  46 

Dividends  declared 800  00 

Interest  paid,    .       • 434  88 

Reserve  fund 219  89 

Balance  June  30, 1891,      .       • 984  16 

$2,438  93  $2,438  93 


MILFORD  0A8  LIGHT  COMPANY. 

Assets. 

Real  estate, $3,450  00 

Machinery  and  manufacturing  appliances 64,306  61 

Street  mains, 31,596  74 

Meters, 2,500  00 

Due  for  gas, 1.3.V>  52 

Oas  coal  on  hand, 3,794  94 

Coke  on  band, 195  00 

Tar  on  hand •       .  668  60 

Purifying  materials  on  hand, 58  00 

Other  gas  materials  on  hand, 408  75 

Stoves  on  hand, •       .  168  76 

Gas  fixtures  on  hand, 1,500  00 

Sundry  accounts  due  the  company, 124  34 

Ofllcc  furniture, 50  00 

Cash  on  hand, 3,049  39 

Total  assets,  as  per  books  of  the  company $113,287  55 

Liabilities. 

Capitnl  stock, $72,300  00 

Unpaid  bills, 5S  43 

Unpaid  dividends, 3,615  00 

Depreciation  fund, 35,800  00 

Total  liabilities,  as  per  books  of  the  company,         ....  $111,77343 

Profit  and  loss  balance, 1,514  12 

$113,287  55 
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PhoriT  AND  Loss  Account. 

Db.  Cb. 

Balance  Jone  SO,  1890, 97,877  79 

Balance  of  gaamanafiEustuijngaccoiiDt 8,476  24 

DifideDds  declared, 97»280  00 

Depredatkm^ 5,609  91 

To  depredation  fbnd, 2,000  00 

Balance  Jone  30, 1891 1,614  12 

916,354  03      $16,354  08 


HILLBURT  ELECTRIC  COMPANY. 

AssaTs. 

Beal  estate $4,511  99 

Steam  plant, 6,293  45 

Electric  plant, •       .       •       .  5,100  00 

Lines,  meters,  lamps  and  globes, 14,632  79 

Doe  for  electric  light  and  power, •       .  1,004  98 

Fael  on  hand, 746  20 

Other  electric  materials  on  hand 163  05 

Electric  fixtures  on  hand, 662  90 

Cksh  on  hand, 425  52 

Tools, * 103  00 

Total  assets,  as  per  books  of  the  company, $33,643  88 

Liabilities. 

Capital  stock, $15,000  00 

Notes  payable, 16,000  00 

Unpaid  bills, 1,604  01 

Reserve  fund, 833  55 

Total  liabilities,  as  per  l>ook8  of  the  company,         ....  $33,437  56 

Profit  and  loss  balance, 206  32 

$33,643  88 

PUOFIT  AND  Loss  ACCOUNT. 

Dr.  Cb. 

Balance  Jnne  30,  1890, $367  32 

Balance  of  electric  manufactnring  account,      .       .       .  1,166  32 

Interest  paid, $960  00 

Other  items, 367  32 

Balance  June  30,  1891 206  32 

$1,533  64  $1,533  64 


MILTON  LIGHT  AND  POWER   COMPANY. 

Assets. 

Real  estate $5,81170 

Steam  plant, 8,258  08 

Electric  plant, 9,135  44 

Lines,  meters,  laoips  and  globes, 19,707  64 

Fnel  on  hand ~  .  25  00 
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Oil  and  waste  on  hand, •       •       •       •       .  $90  00 

Cash  on  band, 24  14 

• 

Total  assets,  as  per  books  of  the  company,      •       •    .  •       .       •  $43,051  90 

Profit  and  loss  balance 456  75 

$43,508  65 

Liabilities. 

Notes  payable, $500  00 

Unpaid  bills, 31,320  8S 

Deposits,    .       .       •       .       • 11,687  77 

Total  liabilities,  as  per  books  of  the  company,         •       .       •       •  $43,508  65 


NANTUCKET    GAS   LIGHT   COMPANY. 


Assets. 

Real  estate «      •       .       •       •  $3,000  00 

Machinery  and  manufacturing  appliances 20,000  00 

Street  mains,     . 9,540  53 

Meters, 4,000  00 

Dae  for  gas 322  81 

Gas  coal  on  hand, 1,381  76 

Coke  on  band, 20  00 

Tar  on  band, 16  00 

Purifying  materials  on  band 9  00 

Cash  on  hand, 133  35 

Notes  receivable, 2,000  00 

Investments, 368  00 

Total  assets,  as  per  books  of  the  company, $40,791  48 


Liabilities. 

Capital  stock, $36,000  00 

Total  liabilities,  as  per  t)ooks  of  the  company $36,000  00 

Profit  and  loss  balance, 4,791  48 

$10,791  48 
Profit  and  Loss  Account. 

Db.  Cit. 

Balance  June  30,  1890, $5,572  90 

Balance  of  gas  manufacturing  account,   ....  48.')  84 

Interest  received, 139  37 

Other  items  of  income, 33  37 

Dividends  declared, $1,440  00 

Balance  June  30,  1891, 4,791  48 

$6,231  48  $6,231  48 
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NATICK  ELECTRIC  COMPANY. 

Assets. 

Real  estate,       .       •     ' 

Steam  plant, 

Electric  plant, 

Lines,  meters,  lamps  and  globes, 

Wiring 

Doe  for  electric  light  and  power, 

Electric  materials  on  hand, 

Cash  on  band 


Total  assets,  as  per  books  of  the  company, 9175,094  32 

Profit  and  loss  balance, 

Liabilities. 
Capital  stock, i       . 

Bonds  issued, 

Notes  payable, 

Unpaid  bills, 


Total  liabilities,  as  per  books  of  the  company,        .       •       .       . 

Profit  and  Lobs  Account. 

Dr. 

Balance  Jane  30,  1890 $2,898  51 

Balance  of  electric  manufacturing  account,     . 

Interest  paid, 4,413  58 

Balance  June  30, 1891 


S24.847  73 

30,385  17 

23.59a  03 

82,416  53 

10,942  19 

1.672  10 

1,001  82 

253  75 

9175,094  32 

5,170  33 

$180,264  65 

$10,000  00 

35,000  00 

49,837  00 

55,427  65 

$180,264  65 

Ca. 

$2,141  76. 

5,170  38. 

$7,312  09        $7,312  09 


22,5')!  59 


NATICK  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $16,670  38 

Machinery  and  manufacturing  appliances, 

Street  mains, 

Meters, 

Doe  for  gas, 

Gas  coal  on  band, 

Tar  on  hand, 

Stores  on  hand, 

Gas  fixtures  on  band, 

Cash  on  hand, 

Total  assets,  as  per  books  of  the  company. 

Liabilities. 
Capital  stock, 

Bonds  issued, 

Unpaid  bills, 


1,238  25 

143  93 

230  75 

827  33 

320  50 

315  76 

$42,301  49 

$20,000  00 

8.500  00 

2n6  22 

Total  liabilities,  as  per  books  of  the  company,        ....     $28,7o5  22 
Profit  and  loss  balance, mjAG  27 


Profit  and  Loss  Account. 


Balance  June  30,  1890,      . 

Balance  of  gas  mannfacturing  account, 

Interest  paid, 

Balance  June  30,  1891,      . 


$12,301 

49 

Uk. 

C'R. 

$13,017 

10 

1,000  07 

$471  50 

13,046  27 

$14,017  77 

$14,017 

77 
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NEW  BEDFORD  GAS  LIGHT  COMPANY. 

A88RT8. 

Be«l  estate  (gas) ^164,195  73 

Machinery  and  manafactDiing  appliances  (gas), 6,56187 

Street  mains  and  services  (gas), 135,968  80 

Meters  (gas), 17,474  73 

Due  for  gas, 4,'535  83 

Gas  coal  on  band 2,796  23 

Coke  on  band, 1,125  00 

Tar  on  hand, 72  50 

Enrichers  on  hand, 1  20 

Parifying  materials  on  hand, 555  50 

Other  gas  materials  on  hand, 2,937  11 

Stoves  on  band, 8,988  26 

Gas  and  electric  fixtures  on  hand, 3,636  72 

Real  estate  (electric) 57,763  85 

Steam  plant  (electric), 68,654  88 

Electric  plant,    .       .       .        ,    \ 2i2  077  09 

Lines,  meters,  lamps  and  globes,  j ' 

Patent  rights, 17,000  00 

Due  for  electric  light  and  power 6,857  96 

Fnel  on  hand  (electric  light), 2,842  99 

Carbons  on  hand, 1,478  03 

Oil  and  waste  on  hand, 193  05 

Incandescent  lamps  on  hand, 904  73 

Globes  on  hand, 120  47 

Other  electric  materials  on  band, ^  15,275  31 

Motors  on  hand, 11,535  00 

Horses,  wagons,  etc., 713  25 

Sundry  accounts  due  the  company, 17,178  24 

Office  furniture, 1,585  25 

Cash  on  hand 1,010  47 

Notes  receivable, 545  29 

Tools  and  supplies 7,281  00 

Total  assets,  as  per  books  of  the  company, $771,768  89 

Liabilities. 

Capital  stock, $550,000  00 

Notes  payable, 165,300  00 

Unpaid  bills, 9,704  53 

Deposits, 166  00 

Interest  due  but  not  paid 942  33 

Insurance  fund, 2,214  80 

Depreciation  fund 29,953  78 

Total  liabilities,  as  per  books  of  the  company,         ....  $758,281  44 

Profit  and  loss  balance, 13,487  45 

$771,768  89 
Profit  and  Loss  Account. 

Da.  Cb. 

Balance  June  30, 1890, '       .  $17,322  72 

Balance  of  gas  manufacturing  account, 25,753  45 

Balance  of  electric  manufacturing  account, 19,654  00 

Jobbing  and  fixture  accounts, 2,948  20 
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Rentt, $342  05 

Other  items  of  income, 171  84 

DiTidendi  declared i$38,500  00 

Intereit  paid 8,436  01 

Wiling  account, 1,268  26 

Depreciation 1,119  81 

Otlier  items, 644  99 

Bednction  of  construction  account  for  error,    .  2,685  74 

Balance  June  30, 1891 13,487  45 

$66,092  20      $66,092  20 


NEWBURYPORT  GAS  AND  ELECTRIC  COMPANY. 

A88BT8. 

Real  estate  (gas) ...  $1,132  43 

Machinery  and  mana&ctnring  appliances  (gas), 75,000  00 

Street  mains  (gas) , 5,169  37 

Helen  (gas), 1,702  71 

Dae  for  gas, 3,171  55 

Gas  coal  on  hand, 3,147  45 

Coke  on  hand 150  00 

Tar  on  hand 212  50 

Enricfaers  on  hand,   .       .      ^  lAl  00 
Purifying  materials  on  hand,  / 

Other  gas  materials  on  hand, 92  36 

Well, 418  42 

Gas  fixtures  on  band 291  42 

Real  estate  (electric),  ^ 

Steam  plant  (electric),  j- 00,000  00 

Electric  plant,   .        .  J 

lines,  meters,  lamps  and  globes, 12,465  46 

Power  plant, 730  03 

Dae  for  electric  light  and  power, 2,297  01 

Foel  on  hand  (electric  light) 135  30 

Carbons  on  hand, 60  00 

Oil  and  waste  on  band, 16  25 

Incandescent  lamps  on  hand, 90  00 

Globes  on  hand, 56  00 

Motors  on  hand, 1,060  25 

Electric  fixtmres  on  hand, 415  00 

Wagons,  tools  and  apparatus, 482  00 

Sundry  acconnts  due  the  company, 1,334  05 

Office  furniture, 46  22 

Cash  on  hand, 1,747  76 

Total  assets,  as  per  books  of  the  company, $171,577  54 

Liabilities. 

Capital  stock $U0,000  00 

Notes  payable, 16,000  00 

Unpaid  bills 358  03 

Unpaid  dividends, 549  50 

Total  liabilities,  as  per  books  of  the  company,         ....  815^,90753 

Pxofit  and  k)S8  balance I4,r)70  01 

$171,577  54 
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Profit  and  Loss  Account. 


Balance  Jane  30, 1890 

Balance  of  gas  mannfactaring  account,   . 
Balance  of  electric  manufacturing  account, 

Bad  debts  collected, 

Renu 

Dividends  declared, 

Interest  paid, 

Bad  debts, 

Balance  June  30, 1891,      .... 


Dr. 

Cr. 

$10,882  15 

6,293  30 

6,928  50 

39  12 

200  00 

98,400  00 

1,004  25 

268  81 

14,670  01 

$24,343  07 

$24,343  07 

NEWTON  AND  WATERTOWN  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate  (gas), $73,000  00 

Machinery  and  manufacturing  appliances  (gas), 93,255  54 

Street  mains  (gas) 165,973  36 

Meters  (gas), 15,584  08 

Duo  for  gas, 20,769  25 

Gas  coal  on  hand, 10,033  17 

Coke  on  hand, 330  00 

Tar  on  hand, 2,100  00 

Purifying  materials  on  band, 60  00 

Other  gas  materials  on  hand, 1,350  00 

Stoves  on  hand, 455  17 

Gas  fixtures  on  hand, 1,500  00 

Real  estate  (electric) 20,139  36 

Steam  plant  (electric), 27,057  20 

Electric  plant 25,257  61 

Lines,  meters,  lamps  and  globes, 74,885  56 

Due  fur  electric  light  and  power, 3,644  50 

Fuel  on  hand  (electric  light), 74  25 

Carl)on9  on  hand, 65  00 

Oil  and  waste  on  hand, 13  50 

Incandescent  lamps  on  hand, 573  56 

Other  electric  materials  on  hand, 2,155  67 

Ilorses,  wagons,  etc., 318  00 

Sundry  accounts  due  the  company, 4,558  18 

Oflice  furniture 447  65 

Cash  on  band, 1,595  90 

Notes  receivable, 234  39 

Investments 10,395  27 

Total  assets,  as  per  books  of  the  company, $555,826  17 

Liabilities. 

Capital  stock, $200,000  00 

Bonds  issued, 100,000  00 

Notes  payable, 61,000  00 

Unpaid  bills, 12,066  02 

Depobits 60  00 

Unpaid  dividends, 928  00 

Contingent  account, 25,000  00 

Total  liabilities,  as  per  Ijooks  of  the  company,         ....  $399,054  02 

Profit  and  loss  balance, 166,772  15 

$555,826  17 
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Bkluca  Jdm  30,  1B90 f  128,070  07 

BalanM  of  gM  muataclaring  account,  ....  19,33666 

BaliDcc  of  electric  nunaractaringMcoaat,      .       .  10,937  M 

BenM, 1,S20  00 

DlrbleniJl  decUitd, (IS.OOO  00 

Interot  paid, 0,777  7S 

Oihtrliem 1,US  IS 

Btlince  June  30, 1S9I, 1H,T72  in 


«IM,0S5  03    «l(»,083  OS 


NORTH  ADAUS  0A3  LIGHT  COMPANT. 

Reel  emtc  (gai) i 

JfidiliKlT  and  muiDfactaring  sppltannt  (gM),  t         .       .       .       .  960,000  00 

Sinei  maiDi  (gw), > 

Htten  (gu) 4,«6  80 

Due  for  gu 2,US  12 

Ou  coal  on  band 6X7  1)11 

Enrlctien  on  band 200  00 

Ottier  gt*  matcriali  on  hand AO  OO 

Slore*  on  band.  .       .  \ ,  ,„,  „ 


llesl<stBte(elemlci r.,700  00 

SL«inpl.nlrdoetri<} l(l,00«l  00 

EkclTic  plant 7,300  00 

Una,  raelere,  lamp!  and  globe 17,000  00 

Dnfiorelettriclighiandpower 793-22 

Carbonson  hand 102  00 

lncandeBcenl  lamps  on  band, 37.i  OO 

Globojoaband, T.'.  00 

Oihfrclfrtrlcmaterialaonhaod 1,000  00 

Bixft*,  wagona,  etc 7-')3  50 

Snnitrr  accounts  due  tb«  company, 2, 1 19  i>6 

OficefuniUurc »»•''«' 

C4*hfin3iand KSSO 

Sotes  raceuable, *.1'W  '^ 

7,.'iOO  00 


Total  BiECta,  aa  per  books  ot  tbe  companj 9127,733  10 

LlAUllTTlEB. 

Capital  atock SW.OOO  00 

Kolea  payable tfi.fUM  M 


Balance  Jnne  30, 1890 »2u.8(iO  2r, 

Balance  of  gaa  manufsinaring  account i.^iS  3d 

Balance  of  electric  roannfaciuringacconni,     .       .       .  6,Mfl  08 

Dtildendi  declared 93.000  00 

lolntat  paid ■■3'-'0  ^3 

Balance  Jnne  30,  1891, 31.U3S  19 

J3C,2BJ  62      i:Mi,-2riS  «1 
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NORTHAMPTON  ELECTRIC  LIGHTING  COMPANY. 

Assets. 

Real  estate, 914,108  43 

Steam  plant.  .  ->  88  ong  « 

Electric  plant,  / 88,208  39 

Lines,  lamps  and  globes, 29,041  88 

Meters 999  27 

Unexpired  insurance, 100  00 

Horses,  wagons,  etc., 285  20 

Sundry  accounts  due  the  company, 1.244  22 

Office  furniture  and  tools, 182  18 

Cash  on  band, 990  25 

Total  assets,  as  per  books  of  the  company, 985,159  82 

Liabilities. 

Capital  stock 958,700  00 

Bonds  issued, 7,000  00 

Notes  payable 15,951  82 

Unpaid  bills, 819  19 

Total  liabilities,  as  per  books  of  the  company,         ....  $82,471  01 

Profit  and  loss  balance, 2,688  81 

985,159  82 
Profit  and  Loss  Account. 

Da.  Cr. 

Balance  June  30, 1890, 92,538  75 

Balance  of  electric  manufacturing  account,    .        .        .  4,196  60 

Rents, 336  60 

Other  items  of  income 30  91 

Dividends  declared, 92,935  00 

Interest  paid, 1,478  95 

Balance  June  30,  1891, 2,688  81 

97,102  76  97,102  76 


NORTHAMPTON  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, 924,900  00 

Machinery  and  manufacturing  appliances, •  3,000  00 

Street  mains, 20,000  00 

Due  for  gas 1.982  18 

Gas  coal  on  hand, 3,253  77 

Coke  on  band, 16  60 

Tar  on  hand, 4600 

Enrichcrs  on  hand, 475  38 

Purifying  materials  on  hand, 60  00 

Other  gas  materials  on  hand, 804  70 

Stoves  on  hand, 108  85 

Spent  lime, 20  00 

New  holder  constructicm 1,337  76 

Sundr>'  accounts  due  the  company, 992  84 

Cash  on  hand, 2,445  95 

Investments, 6,375  50 

Total  assets,  as  per  books  of  the  company, ^M,909  42 
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LlABILITIRg. 

Capital  itock, $50,000  00 

Hoerre  fund, 5,418  50 

Total  liabilities,  as  per  books  of  the  company,         ....  $05,418  50 

Ptofit  and  loss  balance, 9,390  92 

$64,809  42 
Profit  and  Loss  Account. 

Dr.  Cr. 

SaUnce  Jane  30,  1890, $6,290  16 

Balance  ofgasmanafactaring  account,    ....  4,70185 

Interest  receiTed 425  01 

Xents 206  25 

Sale  of  bonds, 2,000  00 

Dividends  declared $4,000  00 

Ctbtr  items, 235  35 

2alAnceJnne30, 1891 9,390  92 

813,626  27  $13,626  27 


NORTH  ATTLEBOROUOH  GAS  LIGHT  COMPANY. 

ASSBTS. 

Real  estete, $47,474  72 

Machinery  and  manufactaring  appliances 24,981  42 

Street  mains, 27,278  93 

Meters, 4,665  51 

Doe  for  gas, 1,290  80 

Gas  coal  on  band, 3,374  98 

Colse  on  hand, 122  88 

Tar  on  hand, 192  52 

Enrichers  on  band, 310  16 

Porifying  materials  on  band, 52  75 

Other  gas  materials  on  band, 554  30 

Stoves  on  hand , 526  37 

Gas  fixtures  on  band, 856  21 

Sandry  accounts  due  the  company, 297  25 

Office  furniture 262  50 

Cash  on  hand, 13,168  OS 

Total  assets,  as  per  books  of  the  company, $125,400  OS 

Liabilities. 

Capital  stock, $68,100  00 

Bonds  issued, 47,(370  00 

T^npaid  bills, 101  17 

Unpaid  dividends, 2,0*3  00 

Interest  due  bat  not  paid, 715  05 

Total  liabilities,  as  per  lxK)ks  of  the  company,        ....  $118,f>20  22 

Profit  and  loss  balance, 6,780  76 

?i':r),40o  i»s 
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Profit  and  Loss  Account. 

Dh. 

Balance  June  30, 1890 

Balance  of  gas  manufacturing  account,  .... 

Interest  received, 

Rents, 

Other  items  of  income, 

Dividends  declared ^1,086  00 

Interest  paid 2,860  20 

Depreciation, 8,303  74 

Other  items 73  89 

Balance  June  30, 1891, 6,780  76 

f22,l04  69 


Cb. 
99,509  65 
11,872  17 
403  94 
209  iM 
109  32 


f  22,104  59 


NORTH  ATTLEBOROUOH  STEAM  AND  ELECTRIC    COMPANY. 

Assets. 

Real  estate, $18,375  00 

Steam  plant, 24,047  00 

Electric  plant, 32,001  04 

Lines,  meters,  lamps  and  j^lohcs 36,613  31 

Due  for  electric  light  and  power, \,o\0  71 

Fuel  on  hand, 6,242  86 

Carbons  on  hand, 36  00 

Oil  and  waste  on  hand, 90  00 

Incandescent  lamps  on  hand, 231  21 

Globes  on  hand, 9  86 

Other  electric  materials  on  hand, 2,6.V)  (X) 

Motors  on  band, 3,000  00 

Electric  fixtures  on  hand, 513  87 

Sundry  accounts  due  the  company, 2,407  79 

Office  furniture 52  75 

Ca^b  on  band, 398  15 

Notes  receivable, 21  06 


Total  assets,  as  \yeT  tK>oks  of  the  company, ;^  127,200  63 


LlAItlLITIES. 

Capital  stock, 

Bonds  issued 

Notes  i>ayablc, 

Unpaid  bills 

Amounts  due  from  the  company  not  included  above. 

Total  liabilitiefi,  as  per  lx)oks  of  the  company, 
Prolit  and  lo8s  I)alance 


$80,000  00 

30,000  00 

9.353  36 

6,374  10 

asO  82 

$l2r>,65S  2S 
542  35 


Profit  and  Loss  Accoint. 


Balance  June  30,  1890,       .... 

Balance  of  electric  numufacturing  account, 

Rents, 

Dividends  declared. 

Interest  paid, 

Depreciation, 

Balance  June  30,  189 


$127,200  63 

Dr. 

Ck. 

SS,153  11 

1,6S4  89 

325  07 

$6,160  00 

2,515  28 

946  04 

1 

542  35 

$10,163  67 

$10,163  67 
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NORTH  SHORE  ELECTRIC  COMPANY   (REVERE). 

A88BT8. 

Real  estate, $15,274  66 

Steam  plant,      • 39,774  00 

Electric  plant, 86,988  35 

LiKet,  meters,  lamps  and  globes 75,527  25 

Patent  rights 10.000  00 

Dae  fbr  electric  light  and  power, 3,848  06 

Fael  on  hand 88  00 

Carbons  on  hand, 20  00 

Oil  and  waste  on  hand, 37  20 

Incandescent  lamps  on  hand,  • 216  10 

Globes  on  hand 28  50 

Other  electric  materials  on  hand, 513  16 

Horses,  wagons,  etc., 320  50 

Sundry  accoants  dne  the  company, 81  14 

Office  famitare 187  30 

Cash  on  hand, 1,158  32 

Notes  receivable 276  44 

Unexpired  insurance,  taxes  and  interest 328  15 

Total  assets,  as  per  books  of  the  company, ;(234,G67  12 

Profit  and  loss  balance, 323  31 

1^234,990  43 
Liabilities. 

Capital  Block, $12.'^,000  00 

Bonds  issued, To.OOO  00 

Notes  payable 2r,269  02 

Unpaid  bills, 7,928  61 

Interest  due  but  not  paid, 1,702  80 

Total  liabilities,  as  per  books  of  the  company, ;gs234,990  43 

Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1890 $481  17 

Revaluation  of  lines, $400  00 

Balance  of  electric  manufactnring  account,      .        .        .  2,000  95 

Construction  cl^arged  twice, 027  39 

Expense  items  charged  twice, 6,013  11 

Interest  paid, 8,802  nO 

Balance  June  30,  1891 323  31 

$9,373  76  $9,373  76 


NORWOOD  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate $3,000  00 

Machinery  and  manufacturing  appliances,  \ 

Street  mains / vS,118  u7 

Meters 834  91 

Due  for  gas r)70  30 

Gai  coal  on  band, 114  00 

Cash  on  hand, 610  87 

Total  assets,  as  per  books  of  the  company, ;^13,157  05 
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LlABILITIBS. 

Capital  stock, $12,000  00 

Total  liabilities,  as  per  books  of  tlie  company f  12,000  00 

Profit  and  loss  balance, 1,157  65 

1 — 
$13,157  65 
Profit  and  Lobs  Account. 

Ds.  Cr. 

Balance  June  30, 1890, f  032  82 

Balance  of  gas  manufacturing  account,   ....  $3166 

Other  items  of  income, 256  39 

Balance  June  30, 1891 1,157  65 

f  1,189  21  f  1,189  21 


ORANGE    ELECTRIC   LIGHT  COMPANY. 

Assets. 

Real  estate f  1,600  00 

Steam  plant, 8,447  89 

Electric  plant, 4,970  40 

Lines,  meters,  lamps  and  gloltes, 20,033  22 

Due  for  electric  light  and  power, 560  48 

Fuel  on  hand 286  00 

Carbons  on  hand, 10  00 

Oil  and  waste  on  hand 28  95 

Incandescent  lamps  on  hand, 9  00 

01ol>cs  on  hand 3  50 

Other  electric  materials  on  hand, 377  15 

Cash  on  hand, 905  00 

Tools Ill  99 

Interest  and  taxes  unexpired, 293  04 

Total  assets,  as  per  books  of  the  company $37,0.'r)  62 

Profit  and  loss  balance 5,2G7  36 

f  42,902  98 
Liabilities. 

Capital  stock $25,000  00 

Bonds  issued, 15,000  00 

Unpaid  bills 2,902  98 

Totjil  liabilities,  as  per  books  of  the  company, $12,902  98 


Profit  and  Loss  Account. 

Dr.  Ch. 

Balance  June  30,  1890, $3,872  66 

Balance  of  electric  manufacturing  account,     ...  $1,11809 

Error  in  return  of  previous  year, 1,762  79 

IntcrCNt  paid, 760  00 

Balance  June  30,  1891 5,267  36 

$6,385  45        $6,385  45 
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PALMER  ELECTHIC  COMPANY. 

A88BTS. 

Rail  estate, $6/297  06 

StetmpUnt, '.       .  11,144  74 

Electric  plant, 18,761  75 

lioee,  meters,  lamps  and  globes, 23,259  65 

Patent  rights, 6,000  00 

Dae  for  electric  light  and  power 2,200  94 

Fael  on  hand, 173  25 

Carbons  on  hand, 15  00 

Oil  and  waste  on  hand, 42  00 

Incandescent  lamps  on  hand, 187  60 

Cash  on  hand, 12  46 

Total  asiets,  u  per  books  of  the  company, $68,094  35 

Liabilities. 

Cspital  stock, $30,000  00 

Bonds  Issned 20,000  00 

Notes  payal)le, 300  00 

Unpaid  bills, 16,153  64 

Total  liabilities,  as  per  books  of  the  company, $66,453  64 

Profit  and  loss  balance, 1,640  71 

$68,094  35 
Pbofit  and  Loss  Accovnt. 

Dr.  Cr. 

Balance  June  30, 1890, $1,075  70 

Balance  of  electric  manufacturing  account,     .        .        .  1,166  22 

Other  items  of  income, 607  09 

Interest  paid, $1,208  30 

fialaacc  June  30, 1891,  1,640  71 

$2,849  01  $2,849  01 


PITTSFIELD  ELECTRIC  COMPANY. 

Assets. 

Real  estate, $32,967  46 

Steam  plant 24,034  67 

Electric  plant r)4,316  97 

Lines,  meters,  lamps  and  globes, 23,273  28 

Dae  for  electric  light  and  power 4,037  07 

Fuel  on  hand, 480  01 

Carbons  on  hand, 34  45 

Oil  and  waste  on  band, 177  66 

Incandescent  lamps  on  hand, 120  21 

Globes  on  hand, 55  53 

Other  electric  materials  on  band 381  15 

Toolg 678  42 

OflBce  furniture, 459  66 

Cash  on  hand 351  90 

Unexpired  insurance  and  interest, 578  42 

Total  assetfy  as  per  books  of  the  company, $141,946  86 
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LlABILITIBS. 

Capital  stock, flUO^OOO  00 

Notes  payable 29,502  39 

Unpaid  bills, 8,658  47 

Amounts  due  from  the  company,  not  included  abore 706  51 

Total  liabilities,  as  per  books  of  tbe  company 9 138,867  37 

Profit  and  loss  balance,     . 3,079  49 

9141,946  86 
Profit  and  Loss  Accoumt. 

Da.  cr. 

Balance  of  electric  manufacturing  account,     .       .       .  $3,432  05 

Interest  receiyed, 26  49 

Rents, 481  25 

Other  items  of  income, 10  00 

Interest  paid, $726  49 

Other  items 143  81 

Balance  June  30, 1891, 3,079  49 

$3,949  79  $3,949  79 


PITT8FIELD  COAL  GAS  COMPANY. 

Assets. 

Real  estate $30,650  85 

Machinery  and  mana&cturing  appliances, 30,906  12 

Street  mains 19,110  00 

Meters 6,540  00 

Due  for  gas, 3,603  54 

Gas  coal  on  hand, 2,680  19 

Enrichers  on  hand, 306  25 

Stoves  on  hand, 25  00 

Sundry  accounts  due  the  company, 16  75 

Cash  on  hand, 1,047  36 

Notes  receivable 45,702  00 

Investments, 3,550  00 

Total  assets,  as  per  books  of  the  company, $144,138  06 

Liabilities. 

Capital  stock $62,500  00 

Notes  payable - 26,500  00 

Unpaid  bills, 4,231  52 

Reserve  fund, 40,000  00 

Totalliabilities,  as  per  books  of  the  company, $133,23152 

Profit  and  loss  balance, 10,906  54 

$144,138  06 
Profit  and  Loss  Account. 

Ds.  Cr. 

Balance  June  30, 1890 $9,718  71 

Balance  of  gas  manufacturing  account,    ....  9,12355 

Interest  received, 479  28 

Dividends  declared, $7,500  00 

Interest  paid, 915  00 

Balance  June  30, 1891 10,906  54 

$19,321  54  $19^321  54 
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PLYMOUTH  ELECTRIC  LIGHT  COMPANY. 

A88ET8. 

BcAl  ettate, 97,951  06 

Steam  plant, .  24,881  51 

Electric  plant, 84,047  88 

Lioet,  meters,  lamps  and  globes, 27,458  97 

Franchise, 8,000  00 

Due  for  electric  light  and  power 2,251  78 

Fuel  on  hand, 4  75 

Carbons  on  hand, 47  25 

Oil  and  waste  on  hand, 38  25 

Incandescent  lamps  on  hand, 116  60 

Globes  on  hand, 9  00 

Motors  on  hand,        . 275  00 

Sondry  accounts  doe  the  company 847  08 

Office  furniture, '      77  00 

Cash  on  hand, 685  18 

Tnexpired  insarance  and  taxes, 203  17 

Total  assets,  as  per  books  of  the  company, 9 106,894  48 

Liabilities. 

Capital  stock f  40,000  00 

Bonds  issued, 30,000  00 

Unpaid  bills, 35,711  31 

Interest  due  but  not  paid, 734  64 

Total  liabilities,  as  per  books  of  the  company, 1^106,445  95 

Profit  and  loss  balance, 448  53 

,  9106,894  48 
Profit  and  Loss  Account. 

Db.  Cb. 

Btltnce  June  30,  1890, 9318  14 

Balance  of  electric  manufacturing  account,      .        .        .  1,155  18 
Amount  of  old  accounts  payable  of  July  1,  1890,  and 
Dec.  31,  1890,  since  paid  and  charged  to  the  several 

construction  and  expense  accounts  in  error,         .       .  7,958  49 
Amount  of  office  furniture  and  fixtures  received  in  pay- 
ment of  lighting  bill  previous  to  June  30, 1890,  and  not 

credited 77  00 

Interest  paid, 1^6,033  23 

Amount  of  old  accounts  receivable  July  1,  1890,  since 
received  and  credited  to  the  several  income  accounts 

in  error, 8,057  05 

Balance  Jane  30,  1891, 4 18  53 

99,538  81  f  9,538  81 


TL^ MOUTH  GAS  LIGHT  COMPANY. 

Assets. 

HealeiUte,  y 

Machinery  and  manufacturing  appliances*  I  «^An/^/./^/v 

Stwtmalns f **^'^  ^ 

Meten, J 

^torgu, 1,768  12 
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Gas  coal  on  band, f893  48 

Coke  on  hand,  .   •   .   . 90  00 

Tar  on  band, 90  00 

Enricbers  on  hand, 17  40 

Other  gas  materials  on  hand, 244  41 

Stores  on  band, 82  00 

Gas  fixtures  on  hand,       ..........  1,353  90 

Sundry  accounts  due  the  company, 254  71 

Cash  on  band, 372  28 

Total  assets,  as  per  books  of  the  company, f  45,166  30 


Liabilities. 

Capital  stock, f  40,000  00 

Unpaid  bills, 803  80 

Unpaid  dividends, 71  50 

Amounts  due  from  the  company,  not  included  above,    ....  245  30 

Total  liabilities,  as  per  books  of  the  company $41,120  60 

Profit  and  loss  balance, 4,045  70 

f  45, 166  30 
Pbofit  and  Loss  Account. 

Db.  Cb. 

Balance  Jone  30, 1890, ^4,268  27 

Balance  of  gas  manufacturing  account,   ....  2,277  43 

Dividends  declared f  2,000  00 

Depreciation, 500  00 

BaUnce  June  30, 1891 4,045  70 

$6,545  70  $6,545  70 


QUINCY  (see  Citizen's  Gas  Light  Compani). 


QUINCY  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

Assets. 


Real  estate, $9,588  14 

Steam  plant,      ,       ,       .       .   ^ 

Electric  plant,    .        .        .        .    l 92,358  62 

Lines,  meters,  lamps  and  globes,  J 

Due  for  electric  light  and  power 2,030  42 

Fuel  on  hand 400  00 

Car1x)ns  on  band, 25  00 

Oil  and  waste  on  hand, 42  40 

Incandescent  lamps  on  hand, 284  03 

Globes  on  band, 35  92 

Other  electric  materials  on  band 63  50 

Electric  fixtures  on  hand, 218  80 

Horses,  wagons,  etc., 275  00 

Office  furniture, 108  45 

Cash  on  hand 731  65 


Total  assets,  as  per  books  of  the  company, $106,161  83 
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Liabilities. 

Capital  stock, f67,500  00 

Kotes  payable 33,864  79 

Unpaid  dlTidends, 230  00 

Total  liabilities,  as  per  books  o  tbe  company,         ....  $101,004  79 

Profit  and  loss  balance, 5,067  04 

f  106,161  83 

Pbofit  and  Loss  Acoovnt. 

Da.  Ck. 

Balance  Jane  30, 1890 f  1,980  06 

Balance  of  electric  manufacturing  acconnt,            .       .  6,915  55 

Bents, 110  25 

Other  items  of  income, 17  00 

Dividends  declared, f  2,500  00 

Interest  paid 1,248  66 

Other  items, 243  16 

Balance  Jane  80, 1891, 5,067  04 

$9,058  86  99,058  86 


ROXBURY  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, ^1 16,365  91 

Machinery  and  manufacturing  appliances, 301,563  30 

Street  mains, 322,948  31 

Meters 77,285  41 

Due  for  gas 2."),909  17 

Gascoal  on  hand, 6,031  37 

Enrichera  on  hand, 19  50 

Porifying  materials  on  hand, 539  68 

Other  gas  materials  on  band, 3,704  01 

Patent  rights 00,000  00 

Sandry  accounts  dae  the  company, 2,105  19 

Cash  on  hand,   .        .        .        .   ' 62,1)20  73 

Notes  receivable, 32,000  00 

Oasonhand 1,099  63 

Total  assets,  as  per  books  of  the  company, $1,005,492  21 


LlAniLITIES. 

Ctpital  stock «!600,000  00 

Unpaid  bills 787  65 

Deposits, 4,401  00 

AmouDts  due  from  the  company,  not  included  above,    ....  2,460  01 

Total  liabilities,  as  per  books  of  the  company,         ....  1^607,648  66 

Profit  and  loss  balance, 397,843  55 


fil,()0j,492  21 
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Pkofit  and  Loss  Acoouirr. 

Dh.  ce. 

Balance  Jone  30, 1890, f  423,480  48 

fialaDce  of  gas  manufactaring  account,  ....  34,900  79 

Interest  received, 2,530  31 

Rents 1,557  09 

Diridends  declared $60,000  00 

Depreciation, 4.625  12 

Balance  Jane  30, 1891 397,843  55 

1462,468  67    $462,468  67 


SALEM  ELECTRIC  LIGHTING  COMPANT. 

Assets. 

Real  estate, f  44,000  00 

Steam  plant,       .       .       .       .  ^ 

Electric  plant,     ....>• •  152,000  00 

Lines,  meters,  lamps  and  globes,  J 

Franchise, 10,000  00 

Dne  for  electric  light  and  power,  Jobbing,  etc., 7,527  71 

Fuel  on  hand, ^ 1,772  60 

Carbons  on  hand, 100  00 

Globes  on  hand 55  18 

Other  electric  materials  on  hand 259  56 

Sundry  accounts  due  the  company 442  99 

Furniture  and  fixtures, 700  00 

Cash  on  hand, 3,347  43 

Sinking  fund, 1,000  00 

Total  assets,  as  per  books  of  the  company,       .....  $221,205  32 

Liabilities. 

Capital  stock $140,000  00 

Bonds  issued 40,500  00 

Unpaid  bills 724  84 

Surplus  fund 10,000  00 

Total  liabilities,  as  per  books  of  the  company $191,224  84 

Profit  and  loss  balance, 29,980  48 

$221,205  32 
Pbofit  and  Loss  Account. 

Ds.  Cb. 

Balance  June  30, 1890 .  $18,242  93 

Jobbing  account, 1,129  49 

Balance  of  electric  manufacturing  account,      .        •        .  35,362  25 

Premiums  on  bonds, 62  00 

Rents, 298  98 

Other  items  of  income, 163  41 

Dividends  declared, $8,400  00  , 

Interest  paid 2,510  70 

Depreciation,     • 4,367  88 

Surplus  account, 10,000  00 

BaUnce  June  30, 1891 29,980  48 

$55,259  06  $65,2u9~06 
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SALEM  GAS  LIGHT  COMPANY. 

Assets. 

Rflsl  estate, 

Machinery  and  mannfactaring  appllanoesi 
Street  mains,     ...... 

Meiers, 

Dae  for  gas, 

Om  ooal  on  band, 

Eorichers  on  hand, 

PBriiying  materials  on  band,    . 
Other  gas  materials  on  hand,    . 

Stores  on  band, 

Gas  fixinres  on  hand,        .... 

Hone,  wagons,  etc., 

Sandry  accounts  due  the  company, . 

Offlce  ftamlture, 

Ciih  on  hand, 

loTestments, 


$338,615  23 

10,751  11 

8,814  20 

7  65 

187  34 

1,573  61 

189  71 

732  53 

560  00 

518  00 

200  00 

7,629  79 

3,885  25 

Total  assets,  as  per  books  of  the  company, $373,664  42 

Liabilities. 

Ctpital  stock $300,000  00 

Deposits, 417  00 

Depredation  fund, 20,000  00 

Amoonts  due  from  the  company,  not  included  above,    ....  5,502  39 

Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance, 


Profit  and  Loss  Account. 

I)B. 

Balance  Jane  30, 1890 

Balance  of  gas  manufacturing  account,   .... 

Interest  received, 

Rents, 

Dividends  declared, $19,500  00 

Coostraction  charged  off, 3,758  07 

Balance  June  30, 1891, 47,715  03 


$325,949  39 
47,715  03 

$373,664  42 

Cr. 

$53,226  52 

17,421  06 

KK)  87 

162  25 

$70,793  70      $70,793  70 


SOMERVILLE     ELECTRIC  LIGHT    COMPANY. 

Assets. 

Heal  estate, $20,957  43 

Steam  plant 33,294  67 

Electric  plant, 41,172  57 

lines,  meters,  lamps  and  gIo})e9, 117,119  04 

Due  for  electric  light  and  power, 4,706  32 

Foel  on  band, '      .       .       .  2,210  00 

Carbons  on  hand, 247  87 

Oil  and  waste  on  band, 72  95 

Incandescent  lamps  on  band, 977  41 

Olobeson  hand, 29  08 

Other  electric  materials  on  band, 786  40 
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Belting, .  fS09  17 

Apparatus  and  machinery, 524  81 

Horfes,  wagons,  etc 550  00 

Sandry  accounts  due  the  company 1,273  82 

Office  furniture 395  66 

Cash  on  hand, 528  64 

Total  assets,  as  per  books  of  the  company, f  225,655  74 

Liabilities. 

Capital  stock, f  161,400  00 

Notes  payable, 55,000  00 

Unpaid  bills, 1,438  83 

Total  liabilities,  as  per  books  of  the  company, $217,838  83 

Profit  and  loss  balance, 7,816  91 

$225,655  74 
Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1890 15,745  74 

Balance  of  electric  manufacturing  account,    .        .       .  13,037  04 

Dividends  declared $8,208  00 

Interest  paid, 2,757  87 

Bala  .cc  June  30,  1891, 7.816  91 

$18,782  78  $18,782  78 


SOUTH  BOSTON  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $200,945  76 

Machinery  and  manufacturing  appliances,  "^ 

Street  mains J 277,609  15 

Meters, 19,877  12 

Due  for  gas, 7,924  97 

Gas  coal  on  hand, 5,702  51 

Coke  on  hand, 1,491  00 

Gas  on  hand, 143  18 

Purifying  materials  on  band, 390  00 

Other  gas  materials  on  band, 1,230  12 

Patent  rights, 25,000  00 

Horses,  wagons,  etc 1,454  00 

Sundry  acconnts  due  the  company, 2,417  34 

Cash  on  hand 21,574  33 

Investments, 26,000  00 


Total  assets,  as  per  books  of  the  company, $591,759  48 

Liabilities. 

Capitel  stock, $440,000  00 

Notes  payable, 48,000  00 

Unpaid  bills 1,346  23 

Deposits 1,988  95 

Amounts  due  iVom  the  company,  not  included  above,    ....  784  61 

Total  liabilities,  as  per  books  of  the  company, $492,119  79 

Profit  and  loss  balance, 99,639  69 

$591,759  48 
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Profit  jlhh  Loss  Account. 

Db.  Ck. 

Btknce  Jnne  80, 1890 f  79,195  12 

Bafauioe  of  gas  manQfactaring  acoonnt,  ....  45,412  96 

Heots, 1,660  00 

Dhridends  declared, ^22,000  00 

Interest  paid, 4.275  87 

Depredation, 352  61 

Bilance  Jane  30, 1891 99,639  69 

9126,268  07    f  126,268  07 


80UTHBBIDGE  GAS  AND  ELECTEIC  COMPANY. 

ASSBTS. 

RmI  estate  (gas), $5,515  49 

Machinery  and  manafactaring  appliances  (gas), 1,041  83 

Street  mains  (gas), 7,056  00 

Meters  (gas), 1,416  93 

Daeforgas 164  45 

Oss  ooal  on  band, 6  13 

Tsr  on  band, 22  00 

Enrichers  on  liand, 190  11 

Other  gas  materials  on  hand, 228  35 

Oss  fixtoies  on  hand, 135  26 

Real  eiute  (electric), 3,622  91 

StMm  plant  (electric), 9,351  59 

Electric  plant, 10,773  87 

Lines,  meters,  lamps  and  globes, 14,418  46 

Franchise, 2,650  00 

Dae  for  electric  light  and  power 43  39 

Fuel  on  hand  (electric  light) 308  70 

Carbons  on  hand, 43  42 

Oil  and  waste  on  band, 38  13 

Incandescent  lamps  on  hand, 16  80 

Other  electric  materials  on  hand, 79  60 

Horses,  wagons,  etc., 235  00 

Office  famltnre, 125  50 

Cash  on  band, 785  54 

Total  assets,  as  per  books  of  the  company, f58,269  46 

Liabilities. 

CtpiUl  stock f  40,000  00 

Notes  payable, 13,500  00 

Unpaid  bills U  69 

Total  liabilities,  as  per  books  of  the  company, 1^53,511  69 

Profit  and  loss  balance, 4,757  77 


# 


158,269  46 
Pkofit  and  Loss  Account. 

Dr.  Cr. 

Bilance  Jone  80, 1890, f  2,574  82 

Balance  of  gas  mannfactnring  account,    ....  65743 

Btlanoe  of  electric  manafactaring  accoant,  .  3,967  03 
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Reyalaation  of  plant, f  1,038  04 

Dividends  declared, $2,200  00 

Interest  paid 666  00 

Depreciation, 613  05 

Balance  June  30, 1891, 4,757  77 

18,237  32       $8,237  32 


SOUTH   HADLET   FALLS  ELECTRIC  LIGHT   COMPANY. 

A88BT8. 

Steam  plant, f  1,249  71 

Electric  plant, 4,950  00 

Lines,  meters,  lamps  and  globes, 3,661  00 

Due  for  electric  light  and  power, 696  93 

Incandescent  lamps  on  hand, 65  00 

Other  electric  materials  on  hand, 64  70 

Total  assets,  as  per  books  of  the  company $10,687  34 

Liabilities. 

Capital  stock, $7,000  00 

Amounts  due  flrom  the  company,  not  included  abore 3,687  34 

Total  liabilities,  as  per  books  of  the  company, $10,687  34 

Pbofit  and  Loss  Account. 

Dx.  Cr. 

Balance  of  electric  manufacturing  account,     .       .       .  $723  62 

Interest  paid, $150  00 

Depreciation, 573  62 

$723  62  $723  62 


SPENCER  GAS  COMPANY. 

Assets. 

Real  estate  (gas), $22,440  01 

Machinery  and  manufacturing  appliances  (gas) , 74,265  64 

Street  mains  (gas), 35,866  68 

Meters  (gas) 3,636  08 

Due  for  gas, 2,«'^5  59 

Gas  coal  on  hand, 87  60 

Coke  on  hand, 4  00 

Tar  on  hand 24  00 

Enrichers  on  hand, 145  20 

Purifying  materials  on  hand, :        .        •  6  00 

Stoves  on  hand, 1,343  44 

Gas  fixtures  on  hand 520  84 

Stenm  plant  (electric), 3,369  50 

Electric  plant \.       .       .       .               ...  24  462  17 

Lines,  meters,  lamps  and  globes,  /                 * 

Patent  rights, 484  47 

Carbons  on  hand, 23  00 
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OU  and  waste  on  hand, f  42  00 

Pipe  tod  fittings, 486  06 

Gai  engine,   - 800  00 

T(M^ 460  00 

Meter  proTen, 25  00 

Sundry  accoants  doe  the  company 4,631  41 

Office  fnmitore, 150  00 

Notes  receivable, 250  00 

Total  assets,  as  per  books  of  the  company, $176,977  69 

Profit  and  loss  balance, 10,648  30 

$186,526  99 
Liabilities. 

Cspftal  stock $86,000  00 

Bonds  issoed, 85,000  00 

Unpaid  bills, 1,377  26 

laterest  dne, 2,550  00 

Amounts  doe  fh>m  the  company,  not  included  above,    .       .       .       .  12,598  73 

Total  liabilities,  as  per  books  of  the  company $186,625  99 

PaOFIT  AND  Loss  ACCOUNT. 

Dr.  Cr. 

BsUmoe  Jone  30, 1890, $9,615  55 

Balance  of  gas  manofactorlng  account,  ....  $2,270  82 

Balance  of  electric  manofactorlng  accoont,     .       .       .  926  43 

Oain  on  sale  of  gas  engine, 200  00 

Rents 770  00 

Interest  paid, 6,100  00 

Balance  June  30,  1891, 10,548  30 

$14,715  55  $14,715  56 


SPRINGFIELD   (see  United  Electric  Light  Company). 


SPRINGFIELD  GAS  LIGHT  COMPANY. 


» 


Assets. 

Resl  estate  (gas), $l6r>,20«  69 

Machinery  and  manufacturing  appliances  (gas), 209,537  08 

Street  mains  and  services  (gas) , 196,018  83 

Meters  (gas), 29,308  19 

Dne  for  gas. 13,008  27 

Gas  coal  on  hand, 6,117  56 

Tar  on  band, ...  1,50000 

Enricbers  on  hand, 614  37 

Porifying  materials  on  hand, 275  76 

Gas  engine  and  other  gas  materials  on  hand 676  14 

Stores  on  hand, 675  75 

Gas  bnmers  on  hand, 813  24 

Real  estate  (steam),        >\ 

Steam  pUnt,      .        .       .> 79,198  81 

Stetm  meters  and  fittings, ) 


198                      GAS  COM^nSSIONERS.  [Jan. 

Dae  for  steam, $3,029  40 

Horses,  wagons,  etc., 2,500  00 

Sundry  accounts  doe  the  company, 1 ,725  98 

OtBce  fumitore, 1,365  10 

Cash  on  hand 13,729  64 

Notes  receivable, 670  20 

Total  assets,  as  per  books  of  the  company f  726,971  06 


. 


Liabilities. 

Capital  stock, $500,000  00 

Notes  payable, 50,000  00 

Deposito 679  34 

Amounts  due  flrom  the  company,  not  included  abore,    ....  3,277  08 

Total  liabilities,  as  per  books  of  the  company,        ....  9d53,9.')6  42 

Profit  and  loss  balance, 173,014  64 

1726.971  06 

Profit  and  Loss  Account. 

Db.  Cr. 

Balance  June  30, 1890, $156,303  92 

Balance  of  gas  manufacturing  account,  ....  59,332  36 

Interest  received, 693  20 

Rents 1,340  72 

Dividends  declared, $40,000  00 

Interest  paid 2,953  86 

Depreciation, 1,701  70 

Balance  June  30, 1891 173,014  64 

$217,670  20  $217,670  20 


STOUGHTON    GAS  AND   ELECTRIC  COMPANY. 

Assets. 

Real  estate  (gas), $1,000  00 

Machinery  and  manufacturing  appliances  (gas), 4.400  00 

Street  mains  (gas), 6,600  00 

Steam  plant  (electric), 3.000  00 

Electric  plant,    . 

Lines,  meters,  lamps 

Cash  on  hand, 110  20 


•        \  ^  •     }         .        .        .  .        .        .  9,000  00 

I  and  globes,  ) 


Total  assets,  as  per  books  of  the  company, $24,110  20 

Liabilities. 
Capital  stock, $24,000  00 

Total  liabilities,  as  per  books  of  the  company, $24,000  00 

Profit  and  loss  balance 110  20 

$24,110  20 
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8UBUEBA.N    LIGHT  AND  POWER  COMPANY. 

Assets. 
Steam  plant. 


a  •  ■  .1 

t.    .         .         .         .    [ 
I,  lamps  and  globes,  / 


Electric  plant,    ....}• ^18,910  17 

Lines,  meters, 

F^ncbise, 75,000  00 

Doe  for  electric  light  and  power, 1,47ft  20 

Sondry  aocoants  doe  the  company, 12ft  25 

Total  assets,  as  per  books  of  the  company, f  95,-510  62 

Profit  and  loss  balance, 15,187  88 

9110,698  50 

Liabilities. 

Ctpital  stock, $83,000  00 

Notes  payable, 12,792  52 

Unpaid  bills, 7,385  32 

Interest  accrued, 683  77 

Amoonts  dae  from  the  company,  not  included  above,    ....  6,836  89 

Toul  liabilities,  as  per  t)ooks  of  the  company, $1 10,698  50 


Profit  axd  Loss  Account. 

Dr.  Ci. 

Balance  June  30,  1890, $5,890  88 

Balance  of  electric  manufacturing  account,      .        .        .  8,416  26 

Interest, 683  77 

Other  items, 196  97 

Balance  June  30,  1891, $15,187  88 

$15,187  88      $15,187  88 


TAUNTON  ELECTRIC  LIGHTING  COMPANY. 

Assets. 

Real  estate, $11,198  21 

Steam  plant 18,177  46 

Electric  plant, 23.097  34 

Lines,  meters,  lamps  and  globes, 12,947  16 

Dae  for  electric  light  and  power, 1,793  36 

Fael  on  hand, 30  00 

Carbons  on  band, 50  00 

Oil  and  waste  on  hand, 20  00 

Incandescent  lamps  on  hand 50  00 

Globes  on  hand 2.')  00 

Other  electric  materials  on  hand, 50  00 

Cash  on  hand, 79  96 

Total  assets,  as  per  books  of  the  company, $68,418  49 
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Liabilities. 

Capital  stock, $40,000  00 

Notes  payable, 12,600  00 

Unpaid  bills, 1,294  03 

Total  liabilities,  as  per  book^  of  the  company,        ....  $53,794  03 

Profit  and  loss  balance, 14,624  46 

$68,418  49 

Profit  and  Loss  Account. 

Dm.  Cr. 

Balance  June  30, 1890, $9,2o7  72 

Gain  on  unpaid  bills, 605  61 

Gain  on  bills  for  lighting, 295  70 

Balance  ofelectricmanafactoring  account,     .       .       .  6,49190 

Wiring 130  47 

Insurance, 843  25 

Other  items  of  income, 332  63 

Dividends  declared,  .  •      . $2,800  00 

Interest  paid, 632  82 

Balance  June  30, 1891, 14,624  46 


X 


$17,957  28      $17,957  28 


TAUNTON  GAS  LIGHT    COMPANY. 

Assets. 

Heat  estate, $26,600  00 

Machinery  and  manufacturing  appliances, 53,500  00 

Due  for  gas, 10,736  47 

Gas  coal  on  hand, 2,540  00 

Coke  on  hand,     . 14  00 

Tar  on  hand, 19o  00 

Enrichers  on  hand, 17  40 

Pnrifying  materials  on  hand, 51  75 

Gas  on  hand, 224  00 

Stoves  on  hand, 1,566  71 

Gas  fixtures  on  hand, 3,319  62 

Sundry  accounts  due  the  company, 2,823  23 

Cash  on  hand, 5,542  41 

Lungren  lamps, 911  83 

Total  assets,  as  per  books  of  the  company, $107,942  42 


Liabilities. 

Capital  stock, $80,000  00 

Deposits, 197  00 

Total  liabilities,  as  per  books  of  the  company,         ....      $S0,197  00 
Profit  and  loss  balance, 27,745  42 

$107,942  42 
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Profit  and  Loss  Aooount. 

Db.  Cr. 

Bdsnce  June  30,  1890 f  26,993  86 

Balinoe  of  gas  manufacturing  account,    ....  19,060  10 

Bents 150  00 

Diridends  declared, $8,000  00 

Conttmction  charged  off, 9,832  69 

Depreciation, 625  3-5 

BAlance  June  30,  1891, 27,74/^  42 


$46,203  46      $46,203  46 


TURXER'S  FALLS  (see  Fba.nklin  Electric  Light  Company). 


UNION  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Real  estate, $5,282  47 

Steam  plant, 9,421  57 

Electric  plant, 17,889  09 

Lines,  meters,  lamps  and  globes, 20,128  50 

Dae  for  electric  light  and  power 889  22 

Foel  on  band, 14  40 

Carbons  on  band, 20  09 

Oil  and  waste  on  hand, 20  77 

Incandescent  lamps  on  band, 98  94 

Globes  on  band, 4  00 

Other  electric  materials  on  hand, 27  91 

Tools, 149  30 

Horses,  wairons,  etc., 200  00 

Sandry  accounts  due  the  company, 221  59 

Office  furniture 50  00 

Cash  on  band, 1,292  08 

Taxes  and  unexpired  insurance, 98  22 

Total  assets,  as  per  books  of  the  company, $55,817  15 

Profit  and  loss  balance, 3,064  67 

$58,881  82 

Liabilities. 

Capital  stock,     . $20,000  00 

Bonds  issued 30,000  00 

Unpaid  bills, 7,981  82 

Interest  due  but  not  paid, 900  (*0 

Totalliabilities,  as  per  books  of  the  company, $o8,88L  82 
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Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  Jane  30, 1890, $2,016  15 

Balance  of  electric  manafacturingaccoant,     .       .       .  $620  17 

Other  items  of  income, 131  31 

Interest  paid 1,800  00 

Balance  Jane  30, 1891, 3,064  67 


$3,816  15        $3,816  15 


UNITED  ELECTRIC  LIGHT  COMPANY  (SPRINGFIELD). 

Assets. 

Real  estate, $95,150  50 

Steam  plant, 93,032  87 

Electric  plant, 146,980  72 

Lines,  meters,  lamps  and  globes 114,327  66 

Due  for  electric  light  and  power, 6,992  95 

Fael  on  band, 4,3M  61 

Carbons  on  band 1,792  2i 

Oil  and  waste  on  band, 104  26 

Incandescent  lamps  on  hand, 663  87 

Globes  on  band, 340  59 

Other  electric  materials  on  hand, 2,595  89 

Motors  on  band, 14,411  75 

Electric  fixtures  on  band, 180  45 

Horses,  wagons,  etc., 440  00 

Sundry  accounts  due  the  company, 9,284  39 

Office  furniture, 522  72 

Cash  on  band, 5,083  28 

Total  assets,  as  per  books  of  the  company, $497,158  75 

Liabilities. 

Capital  stock, $372,700  00 

Notes  payable, 103,000  00 

Unpaid  bills 12,429  27 

Amounts  due  from  the  company,  not  included  above 208  07 

Total  liabilities,  as  per  books  of  the  company $48N,337  34 

Profit  and  loss  balance, 8,821  41 

$497,158  75 
Profit  and   Loss  Account. 

I)B.  ck. 

Balance  of  electric  manufacturing  account,     .       .       .  $32,586  15 

Rents, 1,248  02 

Dividends  declared, $18,000  00 

Interest  paid, 5,395  81 

Other  items, 1,617  45 

Balance  June  30, 1891 8,821  41 

$33,834  17  $33,834  17 


\ 
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UXBRIDOE  AND  NORTHBRIDGE  ELECTRIC  COMPANY. 

A88BT8. 

B«l  estate, $6,363  63 

Steam  plant, 8,039  46 

Electric  plant, 8,427  62 

Unes,  meters,  lamps  and  globes 28,562  99 

Fuel  on  hand, 340  00 

Carbons  on  hand, 3000 

Oil  and  waste  on  band, 92  22 

Other  electric  materials  on  hand 1,295  73 

Electric  fixtures  on  hand, 197  84 

Horses,  wagons,  etc., 308  07 

Sandrj  accoonts  due  the  company, 965  40 

Office  fomitore, 39  03 

Ctsb  on  hand, 1  81 

Total  assets,  as  per  books  of  the  company, $54,663  80 

Liabilities. 

Capital  stock $34,200  00 

Notes  payable, 19,000  00 

Unpaid  bills, 1,217  09 

Total  liabilities,  as  per  books  of  the  company,        ....  $54,417  09 

Profit  and  loss  balance 246  71 

$54,663  80 
Profit  and  Loss  Account. 

Db.  c?s. 

Balance  of  electric  mannfoctaring  account,    .       .       .  $852  96 

Interest  paid, $606  25 

Balance  June  30,  1891, 246  71 

$852  96  $852  06 


WAKEFIELD  (see  Citizens'  Gas  Light  Company). 


WALTHAM  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate  (gas) $31,868  84 

Machinery  and  manufacturing  appliances  (gas) , 80,084  49 

Street  mains  (gas) 49,800  00 

Meters  (gas), 6.500  00 

Doe  for  gas 7,-5l5  S9 

Gas  coal  on  hand, 610  20 

Coke  on  hand, 4  50 

Tar  on  hand, 496  15 

Parlfying  materials  on  hand, 101  00 

Other  gas  materials  on  hand, 1,250  74 

Stores  on  hand, 150  69 

Oai  fixtures  on  hand, 1,234  12 

8team  plant  (electric) 25,834  33 
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Electric  plant, 82-5,0.59  66 

Lines,  meters,  lamps  and  globes, '    .       .       .  27,101  84 

Dae  for  electric  light  and  power, 3,690  23 

Carbons  on  hand, 101  12 

Oil  and  waste  on  band, 52  31 

Incandescent  lamps  on  hand, 236  85 

Globes  on  hand 1-5  37 

Other  electric  materials  on  hand, 1,579  25 

Horses,  wagons,  etc., 979  18 

Sundry  accounts  dae  the  company, 2,601  08 

Office  furniture 765  98 

Cash  on  hand, 306  71 

Total  assets,  as  per  books  of  the  company, $267,246  53 


Liabilities. 

Capital  stock, $140,000  00 

Bonds  issued, 20,000  00 

Notes  payable, 29,000  00 

Total  liabilities,  as  per  books  of  the  company, $189,000  00 

Profit  and  loss  balance, ....  78,246  53 

$267,216  53 
Profit  and  Loss  Account. 

Db.  Pb. 

Balance  June  30,  1890, $02,779  71 

Balance  of  gas  manufacturing  account,     ....  22,73405 

Balnncc  of  electric  manufacturing  account,       .       .        .  5,29198 

Other  Items  of  income, 55  43 

Dividends  declared, $9,800  00 

Interest  paid, 2,390  11 

Depreciation, 424  53 

Balance  June  30,  1891, 78,246  53 

$90,861  17  $00,861  17 


WALWORTH  LIGHT  AND  POWER  COMPANY  (BOSTON). 

Assets. 

Stenm  plant, $17,9l.'i  86 

Electric  plant 8.852  81 

Line!i,  meters,  lamps  and  glol)e8, 6,201  25 

Due  for  electric  light  and  power l,2r)9  86 

Motors  on  hand, 200  00 

Office  furnitjirc. 241  39 

Cash  on  hand, 532  69 

Total  assets,  as  per  books  of  the  company $35,233  86 

Liabilities. 

Capital  stock, $15,000  00 

Bond^  iHsued, 9,625  00 

Notes  payable, 500  00 
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Unpaid  bills, $657  44 

Interest  dae  bat  not  paid, 206  26 

Depredation  fund, S,ft67  66 

Amoants  dae  from  the  company,  not  included  above,     ....  687  50 

Total  liabilitiea,  as  per  books  of  the  company, $30,233  86 

Profit  and  loss  balance, 5,000  00 

$35,233  86 

Pbofit  and  Loss  Acoouirr. 

Dr.  Cr. 

Balance  June  30, 1890, f  4,062  56 

Balance  of  electric  mannfactuiing  account,       .       .       .  2,10129 

Income  from  other  business, 3,383  08 

Interest  paid, $645  66 

Depreciation, 3,901  23 

Balance  June  30,  1891 5,000  00 

$9,546  89  $9,546  89 


WARE  ELECTRIC  COMPANY. 

Assets. 

Real  estate, $6,505  23 

Steam  plant,     ) 

Electric  plant, ) 12,467  00 

Lines,  meters,  lamps  and  globes, 16,115  32 

Dne  for  electric  light  and  power, 485  22 

Fuel  on  hand, 500  00 

Electric  materials  on  hand, 2()6  78 

Tools, 450  28 

Cash  on  hand, 221  5S 

Total  asbets,  as  per  books  of  the  company, $37,01141 


LlAItlLITIFS. 

Capital  stock, $20,000  00 

Note?  payable, ir),r>00  00 

Unpaid  bills, 37  50 

Interest  accrued, 326  67 

Total  liabilities,  as  per  books  of  the  conr.pany,         ....  $3o,864  17 

Profit  and  loss  balance, 1,147  24 

$37,011  41 
Profit  and  Loss  Account. 

Dr.  Cr. 

Bilance  Jan.  10,  1891 $352  17 

Balance  of  electric  manufacturing  account,       .       .       .  902  82 

Old  bills  collected, .        .  245  90 

Other  items  of  income, 3  52 

Interest  accrued, 83.'^7  17 

Balance  June  80, 1891, 1,147  24 

$1,504  41  $1,504  41 
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WEBSTER  ELECTRIC  COMPANY. 


A88KT8. 

Real  estate  (gas), 1 

Machinery  and  manofactoring  appliances  (gas)»  I  ^^  .^g  ^ 

Street  mains  (gas) , I  ••••*» 

Meters  (gas), J 

Dae  for  gas, 338  97 

Oas  coal  on  band, 875  62 

Coke  on  band, 12  00 

Oas  on  band, 25  00 

Ocber  gas  materials  on  hand 21  75 

Stoves  on  band 30  20 

Real  estate  (electric),.       .       .  ^ 

Steam  plant  (electric),       .       .    I  ^Taoaoo 

Electric  plant,     ....    I *'»***^  *^ 

Lines,  meters,  lamps  and  globes,  J 

Dae  for  electric  light  and  power, •  783  64 

Fuel  on  hand  (electric  light) 098  64 

Carbons  on  hand, 63  00 

Oil  and  waste  on  band 51  00 

Incandescent  lamps  on  band, 55  50 

Olobes  on  hand, 4  60 

Other  electric  materials  on  hand, 1,404  70 

Sundry  accounts  dae  the  company, 75  12 

Office  furniture 131  50 

Cash  on  hand, 937  26 

Total  assets,  as  per  books  of  the  company, $83,366  63 


LlAniLITIES. 

Capital  stock, S  15,000  00 

Bonds  issued, 30,(K)0  00 

Notes  payable, 2.454  24 

Unpaid  bills, 1,428  62 

Interest  due  but  not  paid, 69  00 

Total  liabilities,  as  per  books  of  the  company, $78,95 1  86 

Profit  and  loss  balance, 4,414  77 


Profit  and  Loss  Account. 


Balance  June  30,  1890,  .... 
Balance  of  gas  manufacturing  account,  . 
Balance  of  electric  manufacturing  account, 

Interest  received, 

Interest  paid, 

Balance  Juno  30,  1891 


$83,366  63 

Ds. 

Cr. 

$3,102  49 

1,116  47 

2,066  09 

12  00 

81,881  28 

4,414  77 

$6,296  05        $6,296  05 
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WESTBOROUGH  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

ASSBTS. 

Ret]  esUtB, $8  J68  38 

Steam  pUnt, 7,005  10 

Siectiic  plant, 10,805  45 

lines,  meters,  lamps  and  globes, 14,682  76 

Fnnchite, 4,500  00 

Doe  for  electric  liji^bt  and  power, 745  22 

Other  electric  materials  on  hand 883  72 

Sandrj  accoants  dae  the  company, 135  12 

Cash  on  hand, 6  75 

Total  assets,  as  per  books  of  the  company, f  44,532  50 

Profit  and  loss  balance,] 45  18 

$44,577  68 
Liabilities. 


• 


CipiUl  stock, $25,000  00 

Notes  payable, 18,800  00 

Unpaid  bills, 577  68 

Toul  liabilities,  as  per  books  of  the  company $44,577  68 


Pbofit  and  Loss  Account. 

Dr.  Cm. 

Balance  Jane  30,  1890, $93  25 

Balance  of  electric  manufacturing  account,  .        .  1,18131 

Rents 240  00 

DlTidends  declared, $250  00 

Interest  paid, 1,179  56 

Other  items, 130  18 

Balance  June  30,  1891, 45  18 

$1,559  74        $1,559  74 


WESTFIELD  gas  light  COMPANY. 

Assets. 

Real esute  (gas), $2.430  00 

Machinery  and  manufacturing  appliances  (gas), 29,691  17 

Street  mains  (gas), 13,583  51 

Meters  (gas), 1,489  11 

Dae  for  gas, 2,313  30 

Gas  coal  on  hand, 1,077  14 

Serrices, 1,668  88 

Bnrichers  on  hand, 265  22 

Parifying  materials  on  hand, 1  80 

Stores  on  hand, 65  04 

Gas  fixtures  on  hand, 118  08 

Real  estate  (electric), 9,406  01 

Steam  plant  (electric), 6,476  71 

Electric  plant, 4,804  70 

Lines,  meters,  lamps  and  globes, 10,772  78 
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Converters, .       .       .       .       ; f  l,5dO  43 

Bne  for  electric  light  and  power, 891  78 

Fuel  on  band  (electric  light), 248  69 

Carbons  on  hand 68  14 

Oil  and  waste  on  band, 84  73 

Globes  on  hand, 15  55 

Electric  supplies  on  hand 17  4S 

Sundry  accounts  due  the  company, 236  75 

Cash  on  hand, 4,508  4U 

Total  assets,  as  per  books  of  the  company, f  91 ,785  27 


Liabilities. 

Capital  stock, $54,000  00 

Notes  payable, 21,500  00 

DeprecUtion  fund 2,767  46 

Total  liabilities,  as  per  Ixwks  of  the  company', $78,267  46 

Profit  and  loss  balance, 13,517  81 


Profit  and  Loss  Account. 

Ds. 

Balance  June  30, 1890, 

Balance  of  gas  manufacturing  account,     .... 
Balance  of  electric  manufacturing  account, 

Rents, 

Other  Items  of  income, 

Dividends  declared, $4,320  00 

Interest  paid 1.175  00 

To  depreciation  fund, 2.767  46 

Balance  June  30,  1891, 13,517  81 


$91,785  27 

Cm. 

$11,974  05 

6.160  87 

3,613  23 

31  32 

80 

$21,780  27      $21,780  27 


WEYMOUTH   LIGHT  AND   POWER  COMPANY. 

Assets. 

Real  estate $11,905  41 

Steam  plant, 16,455  93 

Electric  plant, 26,824  50 

Lines,  meters,  lamps  and  globes, 78,256  59 

Due  for  electric  light  and  power, 3,013  16 

Fuel  on  hand, 611  25 

Car1>ons  on  hand, ■        .        .  28  50 

Oil  and  waste  on  hand,     ...               41  04 

Incandescent  lamps  on  hand, 159  50 

Globes  on  hand,         ....                2  40 

Other  electric  materials  on  hand 1,517  00 
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Hones,  wagons,  etc., 9259  00 

Ofioe  ftarnltan, 50  00 

Cash  on  hand, 227  82 

Total  assets,  aa  per  books  of  the  companj 9130»302  00 


LlABILXTXBS. 

G^ittal  stock, $60,000  00 

BoDdi  Issued, 60,000  00 

Notes  pliable, 20,000  00 

Unpaid  bills, 10,442  02 

Total  liabilities,  aa  per  books  of  the  companj, $185,442  02 

Profit  and  loss  balance, 3,910  58 

$189,352  60 


WHITMAN  ELECTRIC  COMPANt. 

ASSBTB. 

Seal  estate, $218  39 

Steam  plant, 1,894  91 

Eketric  plant, 5,103  00 

Lines,  meters,  lamps  and  globes 17,304  20 

Doe  for  electric  light  and  power, 236  86 

Carbons  on  hand, 70  00 

Oil  and  waste  on  hand, 36  50 

Incandescent  lamps  on  band 29  00 

Globes  on  band, I  75 

Other  electric  materials  on  hand, 154  28 

Horses,  wagons,  etc., 150  00 

Sandry  accounts  dne  the  company, 11  41 

Office  fnmitore, 14  00 

Cash  on  hand, 982  37 

Total  assets,  as  per  books  of  the  company, $26,206  67 

Profit  and  loss  balance 1,109  15 

$27,315  82 

LlABILXTIBS. 

Capiul  stock, $20,000  00 

Unpaid  bills, 7,315  82 

Total  liabilities,  as  per  books  of  the  company,         ....  $27,315  82 


Pbofit  and  Loss  Account. 


Balance  Jane  30,  1890,      .... 
Balance  of  electric  manufacturing  account, 
Assets  duplicated  in  former  balance, 
Unpaid  bills  omitted  in  former  balance,  . 
Balance  June  30, 1891,       .... 


Da. 

Cr. 

$907  38 

290  62 

$1,399  77 

907  38 

1,109  15 

$2,307  15       $2,307  15 
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WILLI AMSTOWN  GAS  COMPANY. 

A88BT8. 


I 


Realestete 

Macbiuery  and  mannfacturing  appliances,      ,     [ $30,051  01 

Street  mains, 

Meters, 260  dS 

Dae  for  gas, 518  4S 

Fael  on  band, 64  OC 

Street  lamps, 60  0( 

Tools, 70  0( 

Oil  on  hand, 130  OC 

Pipe  and  fittings 896  54 

Otber  gas  materials  on  hand, 10  5C 

Gas  fixtnres  on  hand, 78  9e 

Sundry  accounts  dne  the  company, 148  4{ 

Cash  on  hand, 80  7£ 

Total  assets,  as  per  books  of  the  company, $31,859  62 

Profit  and  loss  balance, 1,125  U 

$32,984  S4 

LlABILITIBS. 

Capital  stock $20,000  00 

Bonds  issned 10,000  OC 

Notes  payable, 1,503  6C 

Unpaid  bills, 581  24 

Interest  dne  bat  not  paid, 900  OC 

Total  liabilities,  as  per  books  of  the  company, $32,984  84 


Profit  and  Loss  Account. 

Db.  ck. 

Balance  Jane  30, 1890, $51  69 

Balance  of  gas  manufacturing  account,    ....  450  32 

Street  lamps, 90  17 

Service  pipe  and  fittings, .  104  61 

Otber  items  of  income, 1  4£ 

Interest  paid, $906  22 

Depreciation, 911  69 

Otber  items, 5  46 

Balance  June  30, 1891, 1,125  1{ 


$1,823  37        $1,823  37 


WINCHENDON  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

Assets. 

Steam  plant, $215  4fi 

Electric  plant, 7,639  29 

Lines,  meters,  lamps  and  globes, 9,341  93 

Due  for  electric  light  and  power, 260  40 

Fuel  on  band, 5  00 
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GuboDi  on  band, $6  00 

Oil  and  waste  on  hand, 22  60 

Otber  electric  materials  on  liand, 795  96 

Simdry  accoants  dae  the  company, 225  66 

Ctfh  on  band 183  88 

Total  assets,  aa  per  books  of  the  company, f  18,695  00 

Profit  and  loss  balance, 886  64 

919,581  64 
Liabilities. 

Cipitsl  stock, $12,000  00 

Unpaid  blUs, 7.581  64 

Total  liabilities,  as  per  books  of  the  company, |19,581  64 

Pbofit  and  Loss  Account. 

Da.  Cr. 

Balance  Jane  30, 1890 |146  58 

Balaoce  of  electric  mannfactnring  account,      ...  741  06 

Balance  June  30,  1891 $886  64 

$886  64  .  $886  64 


WO  BURN  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Real  estate, $22,640  53 

Slcam  plant, 30,367  83 

Electric  plant, 50.970  05 

Lines,  meters,  lamps  and  globes, 135,736  05 

Patent  rights, 21,000  00 

Doe  for  electric  light  and  power, 2,809  19 

Pnel  on  band, 122  50 

Carbons  on  band, 50  00 

Oil  and  waste  on  band, 26  50 

Incandescent  lamps  on  hand 236  00 

Obbes  on  hand, 29  33 

Other  electric  materials  on  hand, )  4  832  71 

Electric  fixtures  on  band, .       .   J ' 

Hones,  wagons,  etc., 580  06 

Snndry  accounts  due  the  company, 42  02 

Office  fomitnre, 195  60 

Caah  on  band, 236  55 

Notes  receivable, 8,877  17 

Total  assets,  as  per  books  of  the  company, $278,452  08 

Profit  and  loss  balance, 2,720  76 

$281,172  84 
Liabilities. 

CapiUl  stock $120,000  00 

Bonds  issued, 100,000  00 

Notes  payable, 56,387  69 

Unpaid  bills, 4,785  15 

Total  iiabilitiea,  at  per  books  of  the  company, $281,172  84 
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Profit  and  Loba  Account. 

Db.  Cb. 

Balance  June  30, 1890 $1,480  52 

Balance  of  electric  manafitctoring  account,       .              •  3,599  20 

Other  items  of  income, 202  39 

Dividends  declared f  1,800  00 

Interest  paid, 6,202  87 

Balance  June  30, 1891 2,720  76 

1(8,002  87  $8,002  87 


WOBURN  GAS  LIGHT  COMPANY. 

Assets. 

Real  esUte, $9,500  00 

Machinery  and  manufacturing  appliances, 28,000  00 

Street  mains 28,000  00 

Meters 3,000  00 

Due  for  gas, 1,897  45 

Gas  coal  on  hand, 3,250  00 

Coke  on  hand, 30  00 

Tar  on  hand, 221  13 

Enricbers  on  hand, 33  84 

Purifying  materials  on  hand 50  00 

Gas  fixtures  on  hand, 235  00 

Office  furniture, 140  25 

Cash  on  hand, 708  93 

Investments, 12,300  00 

Total  assets,  as  per  books  of  the  company $87,426  60 

Liabilities. 

Capital  stock, $4.5,100  00 

Deposits, T)  00 

Totalliabilities,  as  per  books  of  the  company,         ....  $1.'),  105  00 

Profit  and  loss  balance, 42,321  60 

$S7,426  60 
Profit  and  Loss  Account. 

Dk.  Ck. 

Balance  June  30, 1890, $41,6^40 

Balance  of  gas  manufacturing  account,     ....  3,84740 

Interest  received, r)77  03 

Other  items  of  Income, 174  77 

Dividends  declared, $3,608  00 

Other  items, 350  00 

Balance  June  30, 1891, 42,321  60 

$46,279  60  $46,279  60 


WORCESTER  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Real  estate, $80,037  05 

Steam  plant, 56,119  94 

Electric  plant, 61,886  09 
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Lfaiei.  meters,  lunps  and  globef , $67,880  60 

Dd6  for  electric  light  and  power, 7,255  78 

Fad  on  hand, 101  20 

Otfbooionhand, 859  60 

00  and  waate  on  hand 54  68 

Incandeicent  lamps  on  hand, 490  63 

Globes  on  hand, 429  13 

Otber  electric  materials  on  hand, 2,249  16 

Electric  fixtures  and  tools  on  hand, 2,070  10 

Sondrr  accoonts  due  the  company 1,008  73 

Office  famitnre, 1,061  87 

Cub  on  hand 13.026  99 

Total  assets,  as  per  books  of  the  company, $293,527  06 


Liabilities. 

Ctpital  stock, $200,000  00 

Notes  payable, 76,000  00 

Unpaid  bills, 1,651  58 

Total  liabilities,  as  per  books  of  the  company, $276,651  68 

Profit  and  loss  balance, 16,875  47 

$293,527  05 
Pbofit  and  Loss  Accotjnt. 

I)K.  cr. 

fiaUnce  Jone  30, 1890, $19,174  34 

Balance  of  electric  manufacturing  account,     .       .       .  26,074  63 

Rentg 313  60 

Other  items  of  income, 244  57 

Dividends  declared $16,000  00 

Interest  paid, 3,426  19 

Depreciation, 9,505  38 

BaUnce  Jane  30,  1891, 16,875  47 

$45,807  04  $4r>,807  04 


WORCESTER  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $126,000  00 

Machinery  and  manufacturing  appliances, 170,207  75 

Street  mains 225,648  69 

Meters, 20,854  31 

Dae  for  gas 792  19 

Gas  coal  on  hand, 21,254  93 

Coke  on  hand, 600  00 

Tar  on  hand, 2,798  25 

Enricbcrs  on  hand, 770  97 

Other  put  materials  on  hand, 5,805  09 

Stores  on  hand,  .        .   )  ,  «c-  q2 
Gas  fixtures  on  hand,    ) 

Cash  on  band, 3,336  74 

loTestments, 3,352  50 

Total  assets,  as  per  books  of  the  company, $501,788  04 
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Liabilities. 

Capital  stock, $500,000  00 

Notes  payable, 40.000  00 

Deposits, 1,69G  00 

Unpaid  diridends 10,050  00 

Total  liabilities,  as  per  books  of  the  oompaDy, $551,746  00 

Profit  and  loss  balance, 40,042  04 

$591,788  04 

Pbofit  axd  Loss  Account. 

Dr.  ( 'u. 

Balance  June  30, 1890 $36,881  79 

Balance  of  gas  manufiu^oring  account,     ....  71,21767 

Interest  receiyed 434  44 

Other  items  of  income, 103  65 

Dividends  declared $40,000  00 

Interest  paid, 1,829  28 

Constraction  charged  off, 26,653  20 

Other  items, 112  93 

Balance  Jane  30,  1891, 40,042  04 

$108,637  45    $108,037  45 


ANDOVER  ELECTRIC  COMPANY.* 

A88ET8. 

Real  estate $12.3S0  SO 

Steam  plant, 10,387  HH 

Electric  plant, 18,451  98 

Lines,  meters,  lamps  and  glo1)es 13,117  (.'I'i 

Dae  for  electric  light  and  power 022  99 

Fuel  on  hand GO  (M) 

Carl)on8  on  hand, IS  00 

Oil  and  waste  on  hand,      .       .       ■       ■ l.'{  00 

Incandescent  lamps  on  hand, 1(N)  00 

Glol)es  on  hand 3  00 

Horses,  wagons,  etc., l')0  00 

Office  furniture, or»  00 

Cash  on  hand, .'{,  !(>«>  39 

Total  assets,  as  per  books  of  the  company, $59,1()<J  04 


Liabilities. 

Capital  stock, $30,oOO  00 

Bonds  issued, 15,r>00  00 

Notes  payable, 10,093  75 


*  Corrected  too  late  for  Insertion  in  the  proper  place. 
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UopiidbiUs, $485  01 

Interest  accrned, 173  20 

Total  liabilftiefl,  as  per  books  of  the  company,        ....  $57,151  96 

Ftofit  and  k»a  balance 2,017  68 

$59,169  64 
Profit  and  Loss. 

Db.  Cs. 

Belaace  June  30, 1890, $323  70 

Wiring  and  Jobbing, 77  58 

Balance  of  electric  manafactoring  account,  $198  78 

htexest  receired, 139  09 

BcTslnatioa  of  office  f  umitore, 96  00 

Gain  on  notes  payable, 2,400  00 

btenst  paid, 755  82 

Depredation, 144  50 

OUieritems, SI  41 

Balance  Jane  30, 1891, 2,017  68 

$3,116  78  $3,116  78 
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APPENDIX  B. 


[Chap.  360,  Acts  of  1891.] 

An   Act  authorizing   the   commissioner   of   corporations   to 

change  the  names  of  corporations. 

Be  it  enacled,  etc.,  as  follows : 

Section  1.  The  commissioner  of  corporations  may  authorize 
any  corporation  subject  to  the  provisions  of  chapters  one  hundred 
and  six,  one  hundred  and  seven,  one  hundred  and  eight,  one  hun- 
dred and  nine,  one  hundred  and  ten,  one  hundred  and  twelve,  one 
hundred  and  thirteen,  one  hundred  and  fourteen,  one  hundred  and 
fifteen,  one  hundred  and  sixteen,  one  hundred  and  seventeen,  one 
hundred  and  eighteen  and  one  hundred  and  nineteen  of  the  Public 
Statutes,  and  acts  amendatory  of  any  of  said  chapters,  to  change 
its  name,  upon  notice  and  hearing,  as  hereinafter  set  forth :  pro- 
vided^ such  corporation  shall,  previously  to  its  application  to  the 
commissioner  of  corporations  for  change  of  its  name,  at  a  meeting 
called  for  that  purpose  have  voted,  by  a  vote  of  two-thirds  of  the 
stockholders  present  and  voting  at  the  meeting,  to  change  its 
name  and  adopt  a  new  one. 

Sect.  2.  Before  authorizing  a  change  of  name,  as  provided  in 
section  one,  the  commissioner  shall  require  public  notice  of  the 
application  therefor  to  be  given,  that  all  persons  may  appear  to 
show  cause,  if  any  they  have,  why  the  application  should  not  be 
granted. 

Sect.  3.  When  such  change  of  name  shall  have  been  author- 
ized by  the  commissioner  of  corporations,  a  certified  copy  of  his 
authorization  of  the  same,  together  with  a  certificate  setting  forth 
the  vote  of  the  corporation  to  so  change  its  name  and  adopt  a  new 
one,  signed  and  sworn  to  by  the  president,  treasurer  and  a  majority 
of  the  directors,  shall  be  filed  in  the  oflSce  of  the  secretary  of  the 
Commonwealth.  And  the  commissioner  shall  require  public  notice 
to  be  given  of  the  change  so  authorized  ;  and  on  receipt  of  proof 
thereof  the  secretary  of  the  Commonwealth  may  grant  a  certificate 
of  the  name  which  the  corporation  shall  bear,  and  which  shall 
thereafter  be  its  legal  name,  subject  however  to  the  provisions  of 
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cliflpter  two  hundred  and  fifty-seven  of  the  acts  of  the  year  eighteen 
liTiDdred  and  ninety-one. 

Sect.  4.  A  corporation  under  its  new  name  shall  have  the  same 
rights,  powers  and  privileges,  and  be  subject  to  the  same  duties, 
obligations  and  liabilities  as  before  such  change,  and  may  sue  and 
b»e  sued  by  its  own  name  ;  but  any  action  brought  against  it  by  its 
former  name  shall  not  be  defeated  on  that  account,  and,  on  motion 
of  either  party,  the  new  name  can  be  substituted  therefor  in  the 
action. 

Sect.  5.  The  secretary  of  the  Commonwealth  shall  prepare 
and  submit  to  the  general  court,  together  with  the  abstract  of  cer- 
tificates required  by  section  two  of  chapter  one  hundred  and  six 
of  the  Public  Statutes,  a  statement  of  all  names  of  the  corpora- 
tions changed  under  the  provisions  of  this  act. 

Sect.  6.  In  the  case  of  corporations  not  having  a  capital  stock, 
a  two  thirds  vote  of  the  persons  legally  qualified  to  vote  in  meet- 
ings of  the  corporation,  and  present  and  voting  on  the  question  of 
change,  shall  be  sufiQcient,  in  lieu  of  the  vote  of  the  stockholders 
required  by  section  one  of  this  act ;  and  in  the  case  of  corporations 
not  having  a  president,  treasurer  and  directors,  the  certificate  of 
the  vote  of  the  corporation  required  by  section  three  of  this  act 
shall  be  sufificient  if  signed  and  sworn  to  by  the  presiding  and  the 
financial  otficer  and  a  majority  of  its  other  officers  liaving  the  power 
of  directors,  by  whatever  name  called.     [^Ajyproved  May  28^  1801. 


[CuAp.  370,  AcTH  of  1891.] 

An  Act  to   enable   cities    and   towns   to   manufactuhe   and 

distribute  gas  and  electricity. 

Be  it  enacted^  etc.,  as  follows : 

Section  1.  Any  city  or  town  may,  under  the  limitations  of 
this  act,  construct,  purchase,  lease  or  establish,  and  maintain 
within  its  limits  one  or  more  plants  for  the  manufacture  or  dis- 
tribution of  gas  or  electricity  for  furnishing  light  for  municipal 
use,  and  for  the  use  of  such  of  its  inhabitants  as  may  require  and 
pay  for  the  same  as  herein  provided.  Such  plants  may  include 
suitable  land,  structures,  easements,  water  privileges,  stations, 
gasometers,  boilers,  engines,  dynamos,  tools,  machinery,  pipes, 
conduits,  poles,  conductors,  burners,  lamps  and  other  apparatus 
and  appliances  for  making,  generating,  distributing  and  using  gas 
or  electricity  for  lighting  purposes. 

Sect.  2.  No  city  shall  exercise  the  authority  conferred  in  sec- 
tion one  until  a  vote  that  it  is  expedient  to  exercise  such  authority 
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.  shall  have  passed  each  branch  of  its  city  council  by  a  two  thirds 
vote  and  received  the  approval  of  the  mayor  in  each  of  two  con- 
secutive municipal  years,  and  thereafter  have  been  ratified  by  a 
majority  of  the  voters  present  and  voting  thereon  at  an  annual 
municipal  election.  When  such  a  vote  has  failed  to  secure  such 
ratification  no  similar  vote  shall  be  submitted  for  ratification  until 
after  the  expiration  of  five  years  thereafter. 

Sect.  3.  No  town  shall  exercise  the  authority  conferred  in 
section  one  until  after  a  vote  that  it  is  expedient  to  exercise  such 
authority  shall  have  been  passed  by  a  vote  of  not  less  than  two 
thirds  of  the  votera  present  and  voting  at  each  of  two  legal  town- 
meetings  duly  called  for  the  purpose,  of  which  meetings  the  second 
shall  be  held  at  an  interval  of  not  less  than  two  nor  more  than 
thirteen  months  after  the  first.  At  such  meetings  such  vote  shall 
be  taken  by  written  or  printed  ballot  and  by  the  use  of  the  check- 
list. When  such  a  vote  has  failed  of  passage  as  hereinbefore  pro- 
vided at  the  second  of  said  meetings,  no  similar  vote  shall  be 
passed  until  after  the  expiration  of  two  years  thereafter. 

Sect.  4.  Any  city  or  town  establishing  or  purchasing  a  plant 
within  its  limits  as  provided  in  this  act,  or  reconstructing,  extend- 
ing or  enlarging  the  same  as  provided  in  section  five,  may  pay  for 
the  same  by  the  issue  of  bonds,  payable  in  a  term  not  exceeding 
thirty  years  and  bearing  interest  at  a  rate  not  exceeding  five  per 
cent.,  which  shall  not  be  disposed  of  for  less  than  par  and  accrued 
interest,  and  the  indebtedness  thereby  created  shall  not  be  included 
in  the  limit  of  indebtedness  of  such  city  or  town  provided  by  law  ; 
but  such  bonds  shall  not  be  issued  until  a  vote  authorizing  the 
same  has  been  passed  by  the  vote  required  by  section  seven  of 
chapter  twenty-nine  of  the  Public  Statutes,  and  the  whole  amount 
of  bonds  so  issued  by  a  city  or  town,  and  outstanding,  shall  uot 
exceed  at  their  par  value  the  amount  of  five  per  cent,  of  the  total 
valuation  qf  estates  therein  in  the  case  of  a  town,  or  two  and  one 
half  per  cent,  of  sucli  valuation  in  the  case  of  a  city  according  to 
the  last  preceding  state  valuation.  The  interest  on  such  bonds 
and  a  sinking  fund  to  meet  the  same  at  maturity  shall  be  provided 
for  as  required  by  section  nine  of  said  chapter  twenty-nine.  No 
indebtedness  shall  be  incurred  by  any  city  or  town  in  connection 
with  such  plant  except  as  aforesaid,  and  excepting  further  that 
money  may  be  borrowed  under  the  provisions  of  section  six  of 
said  chapter  twenty-nine  as  amended,  to  pay  the  operating  expenses 
thereof.  All  receipts  from  the  sale  of  gas  or  electricity  shall  be 
paid  over  to  the  treasurer  of  such  city  or  town.  The  gross 
expenses  of  running  such  plant  and  conducting  such  business  of 
supplying  gas  or  electric  light,  including  interest  on  such  bonds 


1892.]         PUBLIC  DOCUMENT— No.  35.  219 

and  reqairement  of  the  sinking  fund  as  afoi'esaid,  shall  be  included 
in  the  appropriations  made  annually  or  from  time  to  time  by  such 
city  or  town,  and  shall  be  paid  out  of  the  treasury  thereof. 

Sect.  5.  Any  city  or  town  owning  a  plant  for  the  manufacture 
or  distribution  of  gas  or  electricity  may  reconstruct,  extend  or 
enlarge  the  same,  but  no  such  reconstniction,  extension  or  enlarge- 
ment beyond  the  necessary  and  ordinary  maintenance,  repair  and 
replacement  thereof,  except  such  increased  appliances  for  the 
distribution  of  gas  and  electricity  as  may  be  necessary  to  furnish 
the  same  to  new  takers,  shall  be  undertaken  or  made  except  by 
the  vote  provided  by  section  four  in  case  of  the  issue  of  bonds. 

Sect.  6.  Any  city  or  town  obtaining  a  plant  may  provide  by 
ordinance,  if  a  city,  or  by  by-laws,  if  a  town,  for  the  equitable 
assessment  upon  the  owner  or  occupant  of  any  premises  of  any 
part  or  the  whole  of  the  cost  of  laying  and  maintaining  upon  such 
premises,  pipes,  conduits,  conductors  or  other  appliances  for  the 
distribution  of  gas  or  electricity  to  the  occupants  thereof.  Pay- 
ment of  such  assessments  shall  not  be  obligatory,  but  shall  be 
made  a  condition  precedent  to  the  supply  of  gas  or  electricity  to 
the  occupants  of  such  premises,  and  may  be  exacted  before  pro- 
viding any  such  appliances  for  such  distribution. 

Sect.  7.  Any  city  or  town  having  obtained  a  plant  for  the 
purpose,  as  provided  in  this  act,  may  manufacture,  generate  and 
distribute  gas  or  electricity  for  furnishing  light  for  numicipal 
use  or  for  the  use  of  its  inhabitants,  under  such  regulations  as  it 
may  establish.  No  city  or  town  shall  be  compelled  to  furnish  gas 
or  electricity  to  any  person  or  corporation  except  upon  order  of 
the  gas  and  electric  light  commissioners  and  after  payment  of 
any  assessment  provided  for  in  section  six.  Any  person  or  cor- 
poration aggrieved  by  the  refusal  of  any  city  or  town  supplying 
gas  or  electricity  under  the  authority  of  this  act  to  furnisli  the 
same  may  appeal  to  such  commissioners,  setting  forth  in  such 
appeal  what  is  required  of  the  city  or  town,  in  such  detail  as  the 
commissioners  may  require. 

Sect.  8.  Whenever  any  city  or  town  shall  obtain  a  plant  as 
provided  in  section  one,  the  operation,  control,  nianagement  and 
repair  thereof,  the  manufacture,  generation  and  distribution  of  gas 
and  electricity  thereby,  including  the  purciiase  of  supplies,  the 
hiring  and  discharge  of  employees,  and  all  business  relating  to 
anch  manufacture,  generation  and  distribution,  to  the  methods, 
amounts,  times,  prices  and  quality  of  the  supply  to  each  person 
and  corporation,  the  collection  of  bills,  the  keeping  of  accounts 
and  custocly  of  moneys  received  for  gas  or  electricity  or  otherwise, 
and  the  payment  of  bills  incurred  in  said  business,  shall  be  entrusted, 
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sabject  to  any  ordinances  established  by  the  city  council  in  a  city, 
or  the  by-laws  or  regulations  established  in  a  town,  to  one  officer, 
who  shall  be  appointed  and  may  be  removed  by  the  mayor  in  a 
city,  and  by  the  selectmen  in  a  town.  Such  officer  shall  be  known 
as  manager  of  gas,  manager  of  electric  light,  or  manager  of  gas 
and  electric  light,  according  as  a  plant  for  one  or  both  may  be 
under  his  charge.  In  cities,  the  compensation  of  such  officer  shall 
be  annually  fixed  by  the  city  council,  and  in  towns  by  the  select- 
men. Before  entering  upon  the  duties  of  his  office  he  shall  give 
bond  to  the  city  or  town  for  the  faithful  performance  of  his  duties 
in  sucli  sum  and  form  and  with  such  sureties  as  the  mayor  or 
selectmen  shall  approve.  He  shall  at  the  end  of  each  municipal 
year  render  to  the  mayor  or  selectmen  such  detailed  statement  of 
his  doings  and  of  the  business  and  financial  matters  in  his  charge 
as  the  gas  and  electric  light  commissioners  may  prescribe.  He 
shall  also  at  any  time,  when  required  by  the  mayor  or  selectmen, 
make  to  him  or  them  a  statement  of  his  doings,  business,  receipts, 
disbursements,  balances,  and  of  the  indebtedness  of  the  city  or 
town  in  his  department,  in  the  detail  required ;  and  he  shall  pay 
over  to  the  treasurer  of  the  city  or  town  all  receipts  collected. 

Sect.  9.  The  books  and  accounts  pertaining  to  the  business 
authorized  by  this  act  shall  be  kept  in  a  form  to  be  prescribed  by 
the  board  of  gas  and  electric  light  commissioners,  and  the  accounts 
shall  be  closed  on  the  thirtieth  day  of  June  in  each  year  so  that  a 
balance  sheet  of  that  date  can  be  taken  therefrom  and  included  in 
the  return  to  said  board,  which  return  shall  be  for  the  year  ending 
the  thirtieth  day  of  June.  The  mayor  or  selectmen  and  manager 
shall  annually,  on  or  before  the  second  Wednesday  of  September 
in  each  year,  make  a  return  to  said  board  in  a  form  prescribed  by 
it,  setting  forth  the  financial  condition  of  said  business,  the  amount 
of  indebtedness  authorized  or  existing  on  account  thereof,  a  state- 
ment of  income  and  expenses  in  such  detail  as  the  board  may 
require,  with  a  list  of  salaried  officers  employed  in  said  business 
and  the  amount  of  salary  paid  to  each.  Said  return  shall  be  signed 
and  sworn  to  by  the  mayor  or  a  majority  of  the  selectmen,  and  in 
both  cities  and  towns  by  the  manager.  The  mayor  of  a  city  or 
the  selectmen  of  a  town  may  direct,  in  addition,  any  additional 
returns  to  be  made  at  such  time  and  in  such  detail  as  they  may 
order.  The  mayor  or  selectmen  and  manager  shall  also  at  all 
times,  on  request,  submit  said  books  and  accounts  for  the  inspec- 
tion of  said  board,  and  furnish  any  statement  or  information  re- 
quired by  the  board  concerning  the  condition,  management  and 
operation  of  said  business. 

Sect.  10.     The  price  to  be  charged  for  gas  or  electricity  to  per- 
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sons  and  corporations  shall  be  fixed,  and  shall  not  be  changed 
oftener  than  once  in  three  months.  Any  change  shall  take  effect 
on  the  first  day  of  a  month,  and  the  new  price  adopted  shall, 
before  the  change  shall  take  effect,  be  advertised  in  some  news- 
paper published  in  the  city  or  town  where  the  plant  is,  if  any  is 
published  therein.  Such  price  shall  not,  except  with  the  written 
consent  of  the  gas  and  electric  light  commissioners,  be  fixed  at  less 
than  cost,  in  which  shall  be  included  in  addition  to  all  operating 
expenses,  interest  on  the  net  investment  in  plant  made  by  the  city 
or  town,  less  assessments  collected  under  section  six,  at  the  rate 
paid  upon  the  bonds  above  provided  for,  together  with  the  require- 
ments of  the  sinking  fund  established  to  meet  such  bonds,  and  also 
depreciation  of  the  plant,  to  be  reckoned  at  not  less  than  five  per 
cent,  per  annum  of  its  cost,  and  losses ;  but  any  losses  exceeding 
three  per  cent,  of  the  investment  in  plant  may  be  charged  in  dif- 
ferent years  at  not  more  than  such  three  per  cent,  per  annum. 
Such  price  shall  not  be  greater  than  shall  allow  above  such  cost 
a  profit  of  eight  per  cent,  per  annum  to  the  city  or  town  upon  its 
net  investment.  In  fixing  such  cost  to  establish  the  price  to  be 
charged  to  persons  and  corporations  the  gas  and  electricity  used 
by  the  city  or  town  shall  be  charged  to  it  at  cost.  A  sutHcient 
deposit  to  secure  the  payment  for  gas  or  electricity  for  three 
months  may  be  required  in  advance  from  any  taker,  and  the  supply 
may  be  shut  off  from  any  premises  until  all  arrearages  for  gas  or 
electricity  furnished  thereon,  to  whomsoever  furnished,  shall  be 
paid.  After  three  months  default  in  the  payment  of  such  arrear- 
ages all  appliances  for  distribution  belonging  to  the  city  or  town 
on  such  premises  may  be  removed,  and  after  such  removal  shall 
not  be  restored  except  on  payment  of  all  such  arrearages,  and  a 
sufficient  sum  to  cover  all  expenses  caused  by  removal  and  restora- 
tion. 

Sect.  11.  Any  city  operating  a  plant  under  this  act  may  pass 
ordinances,  and  any  town  operating  a  plant  under  this  act  nijty, 
subject  to  the  approval  of  the  superior  court,  adopt  by-laws 
imposing  penalties  not  exceeding  fifty  dollars  to  protect  its  plant, 
control  its  use,  prevent  accidents  from  gas  or  electricity  supplied 
by  such  city  or  town,  and  govern  consumers  in  their  use  thereof. 

Sect.  12.  When  any  city  or  town  shall  decide  as  hereinbefore 
provided  to  establish  a  plant,  and  any  person,  firm  or  corporation 
shall  at  the  time  of  the  first  vote  required  for  sucli  decision  be 
engaged  in  the  business  of  making,  generating  or  distributing  gas 
or  electricity  for  sale  for  lighting  purposes  in  such  city  or  town, 
such  city  or  town  shall,  if  such  person,  firm  or  corporation  shall 
elect  to  sell  and  shall  comply  with  the  provisions  of  this  act,  pur- 
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chase  of  sach  person,  firm  or  corporation  before  establifihiog  a 
public  plant  such  portion  of  his,  their  or  its  gas  or  electric  plant 
and  property  suitable  and  used  for  such  business  in  connection 
therewith  as  lies  within  the  limits  of  such  city  or  town.     If  in  such 
city  or  town  a  single  corporation  owns  or  operates  both  a  gas  plant 
and  an  electric  plant,  such  purchase  shall  include  both  of  such 
plants,  but  otherwise  such  city  or  town  shall  only  be  obliged  to 
purchase  the  existing  gas  plant  or  plants  if  it  has  voted  only  to 
establish  a  gas  plant,  and  shall  only  be  obliged  to  purchase  the 
existing  electric  plant  or  plants  if  it  has  only  voted  to  establish  an 
electric  plant.     If  the  main  gas  works,  in  the  case  of  a  gas  plant, 
or  the  central  lighting  station,  iu  the  case  of  an  electric  light  plant, 
lie  within  the  limits  of  the  city  or  town  which  has  voted  to  estab- 
lish a  plant  as  aforesaid,  such  city  or  town  shall  purchase  as 
herein  provided  the  whole  of  such  plant  and  property,  used  in  con- 
nection therewith,  lying  within  its  limits,  and  the  price  to  be  paid 
therefor  shall  be  its  fair  market  value  for  the  purposes  of  its  use, 
no  portion  of  such  plant  to  be  estimated,  however,  at  less  than  its 
fair  market  value  for  any  other  purpose,  including  as  an  element 
of  value  the  earning  capacity  of  such  plant  based  upon  the  actual 
earnings  being  derived  from  such  use  at  the  time  of  the  final  vote 
of  such  city  or  town  to  establish  a  plant,  and  also  any  locations  or 
similar  rights  acquired  from  private  persons  in  connection  there- 
with, plus  the  damages  sufifered  by  the  severance  of  any  portion  of 
such  plant  lying  outside  of  the  limits  of  such  city  or  town,  and 
minus  the  amount  of  any  mortgage  or  other  encumbrance  or  lien 
to  which  the  plant  so  purchased,  or  any  part  thereof,  may  be  sub- 
ject at  the  time  of  transfer  of  title ;  but  such  city  or  town  may 
require  that  such  plant  and  property  be  transferred  to  it  free  and 
clear  from  any  mortgage  or  lieu,  unless  the  commissioners  ap- 
pointed under  the  provisions  of  section  thirteen  of  this  act  shall 
otherwise   determine.      Such   value   shall    be   estimated   without 
enhancement  on   account  of    future   earning  capacity,   or  good 
will,  or  of  exclusive  privileges  derived  from  rights  in  the  public 
streets.     When  any  capital  has  been  paid  in,  in  property  instead 
of  iu  cash,  the  valuation  placed  upon  such  property  in  estimating 
it  as  paid  in  capital  shall  not  be  conclusive  in  estimating  its  value 
under  the  foregoing  provisions,  but  may  be  disputed  by  a  city  or 
town,  and  if  shown  to  have  been  excessive  may  be  reduced  by  the 
authority  fixing  the  price  of  the  plant  and  property  as  hereinafter 
provided.     If  the  main  gas  works  or  central  lighting  station  of 
such  a  plant  do  not  lie  within  the  limits  of  the  city  or  town  which 
has  voted  as  aforesaid,  then  such  city  or  town  shall  only  purchase 
that  portion  of  such  plant  and  property  which  lies  within  its  limits, 
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paying  therefor  upon  the  basis  of  valae  above  established,  but 
without  allowance  of  damages  on  aceount  of  severance  of  plant. 
No  city  or  town  shall  be  obligated  by  this  section  to  buy  any 
apparatus  or  appliances  covered  by  letters  patent  of  the  United 
States  or  embodying  a  patentable  invention  unless  a  complete 
right  to  use  the* same  and  all  other  apparatus  or  appliances  neces- 
sary for  such  use  within  the  limits  of  such  city  or  town  to  such 
extent  as  such  city  or  town  shall  reasonably  require  such  right, 
shall  be  assigned  or  granted  to  such  city  or  town  at  a  cost  as  low 
as  the  cost  of  such  right  would  be  to  the  person,  firm  or  corpora- 
tion whose  plant  is  purchased. 

Sect.  13.  Any  person,  firm  or  corporation  desiring  to  enforce 
the  obligation  of  any  city  or  town  under  section  twelve  to  purchase 
any  property  shall  file  with  the  clerk  of  such  city  or  town,  within 
thirty  days  after  the  passage  of  the  final  vote  whereby  such  city  or 
town  shall  have  decided  to  establish  a  plant,  a  detailed  schedule 
describing  such  property  and  stating  the  terms  of  sale  proposed. 
If  the  parties  fail  to  agree  as  to  what  shall  be  sold,  or  what  the 
terms  of  sale  and  delivery  in  accordance  with  the  provisions  of  this 
act  shall  be,  either  party  may  within  sixty  days  after  the  filing  of 
the  schedule  apply  by  petition  to  the  supreme  judicial  court,  or  any 
justice  thereof,  setting  forth  the  facts  and  praying  an  adjudication 
between  the  parties,  and  thereafter  such  court  or  justice  shall, 
after  giving  both  parties  an  opportunity  to  be  heard,  appoint  a 
special  commissioner  or  commissioners,  who  shall  give  the  parties 
an  opportunity  to  be  heard,  and  shall  thereafter  adjudicate  what 
property,  real  or  personal,  including  riglits  and  easements,  shall 
be  sold  by  the  one  and  purchased  by  the  other,  in  accordance 
with  the  provisions  of  this  act,  and  what  the  price,  time  and  other 
conditions  of  the  sale  and  delivery  thereof  shall  be.  Such  com- 
missioner or  commissioners  shall  file  his  or  their  award  in  the 
supreme  judicial  court  for  revision  or  confirmation  by  said  court. 

Sect.  14.  Any  party  aggrieved  by  the  award  of  the  commis- 
sioner or  commissioners  may  within  fourteen  days  after  its  filing, 
or  within  such  longer  time  as  the  court  may  allow,  file  objections 
thereto,  and  apply  to  the  court  for  a  hearing  on  such  award  rela- 
tive to  any  matter  of  fact  or  law  pertaining  to  the  same,  and  there- 
upon the  court  shall  order  a  trial  to  be  had  before  said  court  or  a 
justice  thereof,  after  due  notice  to  all  parties  interested  in  the 
matter  of  said  award,  in  the  manner  of  hearings  in  equity.  The 
decree  of  the  court  upon  said  award  shall  be  final  and  binding  and 
said  court  shall  have  jurisdiction  in  equity  to  compel  compliance 
therewith,  and  may  also  issue  and  enforce  such  interlocutory 
decrees  and  orders  as  justice  may  require. 


224  GAS  COMmSSIONERS.  [Jan. 

Sect.  15.  Whenever  the  existing  gas  plant  or  olectric  plant  of  any 
person  or  corporation  shall  have  been  acquired  by  any  city  or  town 
pursuant  to  the  provisions  of  this  act,  the  powers  and  rights  of  such 
person  or  corporation  in  relation  to  the  manufacture  and  distribu- 
tion of  gas  or -electricity  within  the  limits  of  such  city  or  town 
shall,  from  and  after  the  date  of  such  acquirement,  cease  and 
determine. 

Sect.  16.  Any  city  or  town  owning  or  operating  a  plant  or 
plants  for  the  manufacture  or  distribution  of  gas  or  electricity  for 
furnishing  light  under  this  act,  shall  be  responsible  for  any  injury 
or  damage  to  persons  or  property,  happening  or  arising  by  reason 
of  the  maintenance  or  operation  of  the  same,  in  the  same  manner 
and  to  the  same  extent  as  though  the  same  were  owned  and  oper- 
ated by  an  individual  or  private  corporation ;  but  nothing,  in  this 
act  shall  be  construed  to  include  damages  to  any  existing  gas  or 
electric  plant  in  a  city  or  town  by  reason  of  the  establishment  of 
a  competing  line  or  plant  under  authority  of  this  act. 

Sect.  17.  Ail  general  laws  of  the  Commonwealth,  and  all 
ordinances  or  by-laws  of  any  city  or  town  availing  itself  of  the 
provisions  of  this  act,  relative  to  the  manufacture,  use,  generation 
or  distribution  of  gas  or  electricity,  or  the  quality  thereof,  or  plant 
or  the  appliances  therefor,  shall  apply  to  such  city  or  town,  so  far 
as  the  same  may  be  applicable  and  not  inconsistent  with  this  act,  in 
the  same  manner  as  the  same  apply  to  persons  and  corporations 
engaged  in  making,  generating  or  distributing  gas  or  electricity 
therein. 

Sect.  18.  Nothing  herein  shall  be  construed  to  take  away, 
restrict  or  impair  any  rights  of  any  city,  town  or  other  authority 
which  may  now  exist  to  revoke  locations  of  wires,  poles,  conduits 
or  pipes  in,  over  or  under  their  streets  or  ways  :  provided,  however, 
that  no  city  or  town  having  within  its  limits  the  main  gas  works, 
in  the  case  of  a  gas  plant,  or  the  central  lighting  station,  in  the 
case  of  an  elettric  light  plant,  or  the  major  portion  of  the  wires, 
poles,  conduits  or  pipes  used  in  connection  with  any  such  works 
or  plants,  shall,  except  for  a  violation  of  the  terms  or  conditions 
upon  which  the  same  were  granted  or  for  a  violation  of  law  respect- 
ing the  exercise  thereof,  revoke  any  rights  heretofore  granted,  or 
which  may  hereafter  be  granted,  to  any  person  or  corporation 
engaged  in  the  business  of  making,  generating  or  distributing  gas 
or  electricity  for  sale  for  lighting  purposes,  after  the  first  passage 
by  the  city  council,  in  the  case  of  a  city,  of  the  vote  provided  for 
by  section  two,  or  whQe  such  vote  is  pending  in  eitiier  branch 
thereof,  or  in  the  case  of  a  town,  after  the  passage  of  the  first  vote 
provided  for  in  section  three,  or  after  the  calling  of  a  town- meet- 
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log  at  which  the  passage  of  such  vote  is  ineladed  in  the  warrant : 
provided^  however^  that  in  case  in  either  a  city  or  town  the  second 
vote  provided  for  by  this  act  shall  fail  of  passage  or  in  a  city  shall 
fail  to  receive  the  approval  of  the  mayor  or  the  ratification  of  the 
voters  in  accordance  with  this  act,  then  sach  city  or  town  may 
exercise  all  rights  of  revocation,  if  any,  which  it  possessed  prior 
to  the  passage  of  such  first  vote  until  sach  first  vote  is  again 
passed,  or  pending  or  indaded  in  the  warrant  as  above  provided. 
And  after  the  passage  and  ratification  of  both  votes  as  provided 
in  section  two,  by  a  city,  and  after  the  passage  of  both  votes  as 
provided  by  section  three,  by  a  town,  no  sach  city  or  town  shall, 
except  as  hereinbefore  provided,  revoke  any  rights,  locations  or 
licenses  granted  to  any  such  person  or  corporation.    The  pro- 
yisions  of  this  section  shall  apply,  in  the  case  of  a  city,  whether 
such  revocation  shall  be  made  by  both  branches  of  the  city  govern- 
ment or  by  either  branch  thereof. 

Sect.  19.    This  act  shall  take  effect  upon  its  passage.     [^Ap^ 
proved  June  4,  1891. 
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**      "  Eastbampton  Gas  Company, 

"      "  F.  P.  Jewett, 

**      "  Lawrence  Oas  Company,    .... 
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«*      "  Shepard,  Norwell  &  Co.,     .... 

Poles,  electric  light  companies, 

Price  of  electric  light, 

'*     "  gas 
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Public  lamps,  electric, 

"gas 

Purity  of  gas, 

Shepard,  Norwell  &  Co.,  petition  of,    . 
Stockholders,  electric  light  companies, 

"  gas  companies, 
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OmoB  OF  THE  Secrbtart,  Boston,  Jan.  31,  1893. 

Hon.  William  E.  Barrett,  Speaker^  Hotise  of  BepresenicUives. 

Sir  :  —  I  have  the  honor  to  transmit,  for  the  use  of  the 
Legislature,  the  eighth  annual  report  of  the  Board  of  Gas 
and  Electric  Light  Commissioners. 

Very  respectfully, 

WM.  M.  OLIN, 

Secretary, 


Comm0nhj£altfe  d  glassac^usetts. 


The  Board  of  Gas  and  Electric  Light  CommiBsioners  respectfully 
sabmitB  its  Eighth  Annaal  Report. 

Another  change  occurred  in  the  membership  of  the  Board  in 
July  last,  Col.  J.  W.  Coveney,  after  a  year  of  valuable  service, 
having  resigned  to  assume  other  public  duties.  Mr.  Walter  S. 
Allen,  the  clerk  of  the  Board,  resigned  his  position  in  the  same 


ivuuu  lu  bue  Appenaix.  As  a  result  of  this,  there  have  been 
fewer  delinquent  companies  than  ever  before,  and  eighty-seven 
returns  were  filed  in  the  office  within  the  time  fixed  by  law.  Of  the« 
forty-four  others,  twenty-eight  were  filed  within  seven  days  and 
all  bat  one  within  thirty  days  thereafter.  This  has  enabled  the 
Board  to  present  its  report  earlier  than  would  have  been  otherwise 
possible. 

But  few  changes  of  importance  in  the  affairs  of  the  companies 
have  taken  place  during  the  year. 

The  property  of  the  Gardner  Gas  Light  Company  has  been  sold 
ander  foreclosure  by  the  mortgagees,  and  was  purchased  by  Mrs. 
Maria  L.  Ruggles  of  Worcester.  Since  the  sale,  the  company 
has  supplied  no  gas,  has  held  no  visible  property,  and  the  plant 
has  been  managed  and  the  business  conducted  in  the  name  of 
Mrs.  Ruggles. 


6  GAS  AND  ELECTRIC  LIGHT.  [Jan. 

The  consolidation  of  the  Lawrence  Gas  Company  and  the  Edison 
Electric  Illuminating  Company  of  Lawrence  has  been  completed , 
and  on  June  30,  1892,  only  the  former  corporation  was  engaged  in 
business.  The  plants  of  both  companies  up  to  that  date,  however, 
were  managed  as  distinct  properties',  with  separate  accounts,  and 
separate  data  concerning  them  is  frequently  given  in  the  statisti- 
cal portion  of  this  report. 

Reference  was  made  in  the  last  report  to  the  case  against  the 
Walworth  Light  and  Power  Company,  which  was  then  pending  in 
the  supreme  judicial  court.  A  decision  has  since  been  given,  and 
the  court  held  that  the  prohibition  in  the  statute  extended  to  all 
the  wires  involved  in  the  case,  and  ordered  an  injunction  to  issue 
against  the  use  of  them  by  the  Walworth  Company.  As  this 
decision  has  an  important  relation  to  the  work  of  the  Board,  and 
is  of  general  interest  to  the  companies  and  the  public,  the  opinion 
of  the  court  is  given  in  full  in  the  Appendix.  In  consequence  of 
this  decision  the  company  has  transferred  its  plant  and  business 
to  the  Suburban  Light  and  Power  Company  of  Boston,  which  since 
July  1,  1892,  has  operated  its  plant. 

During  the  year,  by  change  of  corporate  title,  under  chapter  360, 
Acts  of  1891,  the  Beverly  Gas  Light  Company  has  become  the  Bev- 
erly Gas  and  Electric  Company,  the  Charlestown  Gas  Company, 
the  Charlestown  Gas  and  Electric  Company,  the  Palmer  Electric 
Company,  the  Palmer  and  Monson  Electric  Company.  The  two 
former  changes  occurred  prior  to,  the  last  since,  June  30. 

New  corporations  with  authority  to  distribute  electricity  for 
light  have  been  organized  during  the  year  as  follows :  Quinsig- 
amond  Electric  Power  and  Light  Company  of  Worcester,  capital 
$10,000 ;  Hull  Electric  Light  and  Power  Company  of  Hull,  capital 
$10,000 ;  Eliot  Falls  Electric  Light  Company  of  Natick,  capital 
$30,000 ;  Hawks  Electric  Company  of  Boston,  capital  $12,000. 

The  Lexington  Gas  Light  Company  made  the  only  application 
which  the  Board  received  during  the  year  for  leave  to  engage  in 
the  supply  of  electric  light  under  chapter  385  of  the  Acts  of  1887. 

During  the  year  covered  by  the  returns  the  companies  in  New 
Bedford,  Haverhill  and  Chicopee  have  erected  water-gas  apparatus, 
and  have  begun  to  distribute  a  mixture  of  coal  and  water  gas. 
The  Athol  company  has  returned  to  its  former  practice  of  distrib- 
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nting  only  water  gas.  During  a  portion  of  the  year  the  company 
in  Marlboroogli  haa  manufactured  gas  from  wood  enriched  with 
oil,  but  it  has  recently  abandoned  that  process.  The  MiUia  Com- 
pany has  added  to  its  other  buaineBs  the  supplying  of  electric  lights 
inMillis. 

The  works  of  the  Rosbury  and  Dorchester  companit 
closed.  For  most  of  the  year  ending  June  30,  1892,  these  com- 
panies distributed  a  gaa  which  they  purchased  of  the  Boston  Gas 
Light  Company,  but  since  March,  1892,  they  have  bought  directly 
from  the  Bay  State  Gas  Company.  Extensive  alterationa  have 
been  made  at  the  North  end  station  of  the  Boston  Gas  Light 
Company,  and  a  water-gas  plant  of  large  capacity  is  nearly  ready 
for  use.  It  is  understood  to  be  the  intention  of  this  company  to 
distribute  only  water  gas  in  the  near  future.  During  the  year  the 
Bay  State  Gas  Company  has  begun  to  supply  private  consumers 
with  gas  directly  from  its  own  mains,  but  the  output  for  this  pur- 
pose has  not  been  large. 

Wasefield   Petition. 

Early  in  the  year  the  Board  received  from  the  selectmen  of 
Wabefield  a  complaint  that  the  Citizens'  Gas  Light  Company  of 
Reading,  South  Reading  and  Stoueham  was  distributing  to  its 
consumers  gas  of  an  impure  and  inferior  quality,  and  a  request 
Uiat  Bttch  orders  be  made  as  would  secure  its  improvement.  An 
investigation  was  begun  immediately,  and  a  public  hearing  was 
given  in  Wakefield, 

The  usual  analysis  of  the  gas  and  test  for  candle-power  and 
impurities  revealed  no  extraordinary  conditions,  and  no  violation 
of  the  statutory  requirements  except  in  the  presence  o^  sulphu- 
retted hydrogen.  The  gas  bad  an  unusually  strong  and  offensive 
odor,  which  upon  further  examination  appeared  to  be  due  to  a 
particularly  i>oor  and  sulphurous  lot  of  coal  which  the  company 
bad  been  using,  witliout  fully  appreciating  its  troublesome  quail- 
ties.  In  \'iew  of  the  fact  that  immediately  upon  notice  of  the 
complaint  the  company  arranged  to  abandon  the  use  of  this  coal 
and  of  the  further  fact  that  the  cause  of  the  complaint  soon  after- 
ward disappeared,  no  order  upon  the  petition  was  considered 
necessary. 


i 


Appeal  op  Wakefield  Electkic  Liuht  and  Power  Comfant. 
This  was  an  appeal  by  the  Wakefield  Electric  Ligbl  and  Power 
CoinpaDy  from  the  decisioa  of  the  Belectmea  of  Wakefield,  refas- 
ing  it  permiBsion  to  erect  poles  and  run  wires  In  the  streetB.  No 
Bteps  were  taken  to  bring  the  case  to  a  hearing,  and  upoa 
suggestion  by  the  appellants  tbe  appeal  was  dismissed.  j 

Appeal  of  Ph(Ebds  H.  Alexakder  et  al.  I 

This  was  an  appeal  entered  by  Plitebus  H.  Alexander  and  Fred. 
P.  Barnes  from  the  decision  of  the  selectmen  of  Peabody,  refusing 
them  permission  to  erect  poles  and  run  wires  iu  the  streets  of  said 
town,  Since  the  appeal  was  taken  the  town  has  constructed  its 
own  plant.  With  the  consent  of  the  appellants  the  appeal  has 
been  dismiBscd.  J 

Appeals  of  the  Consdmebs*  Gas  Compani  of  New  Bedford. 

These  were  appeals  from  the  mayor  and  board  of  aldermen  and 
from  the  board  of  public  works  of  tbe  city  of  New  Bedford. 

The  Consuraera'  Gaa  Company,  regularly  organized  under  the 
laws  of  this  Commonwealth,  applied  to  the  mayor  and  aldermen 
of  New  Bedford  for  leave  to  open  about  five  miles  of  the  prin- 
cipal streets  for  the  purpose  of  laying  gas  mains.  That  board 
declined  to  grant  tlie  petition,  on  the  ground  that  it  did  not  have 
jurisdiction  in  the  matter,  and  referred  it  to  the  board  of  public 
works,  which  after  a  public  hearing  dismissed  the  petition. 

The  Consumer'  Gas  Company,  assuming  the  action  of  the 
board  of  aldermen  to  be  a  refusal,  appealed  from  the  decisions  of 
both  boards.  The  hearings  which  were  held  in  New  Bedford 
occupied  several  days,  and  the  city,  the  appellant,  and  the  New 
Bedford  Gas  and  Edison  Light  Company  were  represented  by 
counsel.  The  latter  company  has  alone  had  the  right  to  supply 
gas  in  New  Bedford  since  1853.  In  1888  it  began  to  supply 
electric  light,  having  purchased  tbe  property  and  rights  of  the 
New  Bedford  Electric  Light  Company ;  and  in  July,  1890,  it  was 
I  consolidated  with  tbe  Edison    Electric  Illuminating  Company  of 

I  New  Bedford,  under  authority  of  a  special  act  of  the  Legislature.         J 
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Since  that  time  it  bas  been  the  oa\y  company  selling  gas  or 
electric  ligbt  in  that  city. 

The  consumers  of  the  present  company  were  numerously  repre- 
sented &mong  the  witneases,  and  were  encouraged  to  describe  as 
fully  OS  possible  their  grievances.  Their  testimony  showed  a 
general  satisfaction  with  the  quality  of  the  gas.  but  a  considerable 
desire  to  secure  it  at  a  lower  price,  and  much  complaint  about  the 
administration  of  the  electric  department  and  the  prices  charged 
for  the  incandescent  ligbt. 

The  petitioners  claimed  that  if  their  request  should  be  granted 
they  could  supply  a  gas  much  superior  to  tliat  of  the  existing  ootn- 
pany,  and  at  a  lower  price. 

The  shareholders  iu  the  petitioning  company  were  interested  in 
the  ownership  of  a  patented  process  for  making  gas  from  oil, 
water  and  air,  and  it  appeared  from  the  evidence  that  it  was  their 
intention  to  use  this  particular  process  if  their  request  was  granted. 
Upon  the  value  of  this  their  case  principally  rested.  The  Board 
endeavored  to  ascertain  whether  this  process  gave  reasonable  prom- 
ise of  falSlling  the  expectations  and  intentions  of  the  petitioners. 

Plans  and  the  evidence  of  experts  were  submitted  and  carefully 
considered,  and  an  examination  of  a  plant  in  actual  operation 
was  made  by  the  Board.  The  process  does  not  differ  essentially 
from  that  in  common  use  in  many  small  towns  where  oil  gas  is 
dLslributed,  except  in  the  introduction  into  the  retort  with  the  oil 
of  a  nearly  equal  amount  of  water,  and  in  the  mixing  of  the  gas 
and  air  in  the  heated  retort,  instead  of  in  the  holder.  It  was  pro- 
posed also  to  filter  the  oil  before  using  through  a  "  vegetable  com- 
pound consisting  of  gi'ound  corn  cobs  and  ashes  from  the  wood 
snd  bark  of  the  white  ash  tree,"  and  also  to  pass  through  the  re- 
tort a  certain  amount  of  the  aqueous  extract  of  potatoes;  but  no 
eiplanation  of  the  value  of  these  to  the  gas  was  attempted,  and 
no  particular  consideration  given  to  it  by  any  of  the  parties 
interested. 

A  test  of  the  apparatus  and  process  was  made  under  the  super- 
vision of  the  inventor  and  in  the  presence  of  experts  selected  by 
the  two  companies  interested,  and  these  agreed  in  their  testimony 
before  the  Board  in  all  material  points.  This  test  afforded  a  good 
illustration  of  the  value  of  the  process,  as  the  experimental  bench 
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was  of  the  full  size  for  commercial  use.  Grade  oil,  coal,  pine 
wood,  potato  extract,  corn  cobs  and  ashes  were  nsed  as  directed, 
and  gas  was  made  at  the  rate  of  about  445  feet  per  hour.  The 
result  of  the  operation  showed  that  to  make  1,000  feet  of  this  gas 
in  the  holder,  ready  for  use,  would  require  9.12  gallons  crude  oil, 
81.3  pounds  coal,  ^  cord  foot  of  wood,  1  pint  potato  extract,  ^ 
bushel  ground  com  cobs,  and  ^  wine  pint  wood  ashes,  costing  in 
that  locality  about  70  cents.  To  these  figures  must  be  added 
labor,  which  may  fairly  be  estimated  at  not  less  than  13  cents  in  a 
large  works  of  this  kind,  making  at  least  83  cents  for  the  cost  in 
the  holder.  Although  these  figures  include  nothing  for  repairs  or 
depreciation,  they  much  exceed  the  cost  of  manufacturing  the  gas 
of  the  company  now  in  operation. 

The  specific  gravity  of  the  gas  is  .790,  and  that  of  the  present 
company's  about  .600,  from  which  it  appears  that  the  proposed 
gas  is  nearly  25  per  cent,  heavier  than  that  now  used.  To  dis- 
tribute the  same  amount  of  the  former,  unless  at  greatly  increased 
pressure,  would  require  larger  maind,  a  larger  investment  and 
therefore  greater  cost  for  distribution.  It  would  also  require 
interior  pipes  and  fittings  of  larger  capacity. 

Several  tests  of  the  candle-power  of  the  gas  showed  an  average 
of  17.29,  which  is  from  .18  to  1.70  candles  lower  than  the  average 
of  the  present  company's  gas.  The  analysis  of  the  gas  made  by 
the  experts  referred  to  above  showed  the  following  results,  the 
figures  indicating  the  relative  volumes  of  each  constituent : — 

Carbonic  acid, 2.30 

Illuminants, 21.85 

Oxygen, 2.45 

Carbonic  oxide, 6.90 

Hydrogen, 8.40 

Marsh  gas, 13.61 

Nitrogen, 49.49 

100.00 

It  will  be  seen  from  this  that  more  than  half  of  the  entire  volume 
consists  of  carbonic  acid  and  nitrogen,  gases  which  neither  bum 
nor  aid  combustion,  but  seriously  diminish  the  fiame  temperature 
of  any  gas  of  which  they  form  a  part.  The  gas  has,  then,  a  low 
value  for  heating  or  cooking  purposes,  this  peculiar  composition 


1893.]  PUBLIC  DOCUMENT  — No.  35.  11 

and  resolt  being  due  to  the  large  amount  of  air  used  in  its  manu- 
facture. 

From  these  facts  it  appears  that  the  gas  of  the  process  proposed 
is  of  lower  candle-power,  of  less  heating  capacity Jand  more  expen- 
sive to  produce  than  that  now  used  in  New  Bedford. 

The  petitioners  stated,  however,  that,  if  they  found  after  trial 
that  this  gas  was  for  any  reason  unsatisfactory  as  to  quality  or 
cost,  they  should  abandon  its  use,  and  should  adopt  some  process 
which  would  produce  the  best  possible  quality  at  the  lowest 
possible  cost.  Had  they  been  able  to  make  this  offer  more  defi- 
nite, it  would  have  deserved  more  extended  consideration ;  no 
other  process  was,  however,  mentioned  or  alluded  to. 

For  these  reasons  the  Board  was  unable  to  see  that  any  advan- 
tage could  come  to  the  citizens  or  gas  consumers  of  New  Bedford 
by  granting  the  prayer  of  the  petitioners,  which  might  not  be 
readily  secured  from  the  present  company. 

A  strong  and  general  feeling  of  hostility  to  the  company  and 
certain  peculiarities  of  its  administration  was  a  prominent  feature 
of  the  hearing.  The  Board  regrets  exceedingly  that  any  founda- 
tion for  this  existed  in  fact.  Very  much  of  this  sentiment  was 
doubtless  due  to  changes  inevitable  upon  a  consolidation  of  the 
companies,  but  more  to  the  methods  pursued  in  dealing  with  con- 
sumers, as  illustrated  in  the  manner  of  advancing  the  electric 
rates  to  a  living  basis,  and  in  the  arbitrary  and  monopolistic 
spirit  pervading  the  printed  regulations  or  rules  issued  by  the 
company. 

The  company  has,  it  is  true,  a  practical  monopoly  of  the  lighting 
business ;  but  the  extensive  privileges  and  concessions  which  it 
has  received  as  a  free  gift  from  the  public  impose  upon  its  man- 
agers an  imperative  duty  to  conduct  its  affairs  with  the  same 
effort  toward  the  public  convenience  and  in  the  same  spirit  as  the 
successful  merchant  employs  to  attract  and  retain  his  trade. 

In  considering  this  case,  it  was  not  intended  to  pass  upon 
the  absolute  value  of  the  particular  process  considered,  but  only 
upon  its  value  in  the  locality  considered.  Neither  was  an 
opinion  expressed  as  to  the  fairness  of  the  price  charged  by  the 
present  company  for  its  gas ;  such  question  was  not  necessarily 
within  the  scope  of  the  inquiry,  nor  could  any  order  affecting  it  be 
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based  upon  the  proceedings.  The  Board,  however,  noted  with 
approval  the  fact  that  the  company  had  voluntarily  reduced  the 
price  of  gas  since  the  hearing  upon  this  appeal  had  begun. 

Most  of  the  complaints  by  the  witnesses  were  either  of  the 
quality  or  price  of  the  electric  light.  The  Board  took  no  formal 
action  in  reference  to  these,  for  the  reasons  cited  above.  It  did, 
however,  make  a  careful  examination  of  both  of  the  electric 
plants,  studied  their  management  and  conferred  with  the  company 
concerning  them.  As  a  result  of  this  it  received  satisfactory 
assurance  that  all  the  changes  needed  to  secure  the  best  possible 
electric  service  would  be  made,  and  that  the  company  would  soon 
make  a  considerable  outlay  in  this  department. 

Upon  a  careful  review  of  the  whole  case,  the  Board  was  of  the 
opinion  that  the  appeal  could  not  be  sustained,  and  the  following 
was  adopted :  — 

Ordered^  That  the  appeal  of  the  Consumers'  Gas  Company  be  dis- 
missed, and  the  decision  of  the  board  of  public  works  be  affirmed. 

The  same  reasons  afforded  ample  ground  for  a  refusal  to  sustain 
the  appeal  from  the  board  of  aldermen,  and  it  seemed  unnecessary 
to  rule  upon  or  discuss  the  legal  questions  raised  as  to  the  rela- 
tions of  that  board  to  the  petition  or  to  the  board  of  public  works. 

Both  ap])eal8  were  dismissed. 

Lexington  Gas  Light  Company. 

The  Lexington  Gas  Light  Company  applied  for  leave  to  engage 
in  the  business  of  electric  lighting. 

A  public  hearing  was  given  upon  the  petition,  at  which  the  com- 
pany was  represented  by  its  president  and  clerk,  and  the  town  by  a 
majority  of  its  selectmen  ;  no  one  appeared  in  opposition. 

The  petitioner  has  supplied  gas  in  Lexington  since  1875,  and 
the  requisite  number  of  stockholders  voted  to  engage  in  the  busi- 
ness of  electric  lighting.  It  appeared  that  in  1888  the  Woburn 
Electric  Light  Company  was  granted  certain  privileges  in  the 
streets  of  Lexington,  upon  the  expectation  that  it  would  supply  elec- 
tric lights  in  the  town.  Prior  to  that  year  the  company  had 
erected  a  line  of  poles  from  the  Woburn  line  to  the  centre 
of  the    town,   but    never    owned  any .  wires    nor  attempted    to 
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ran  any  lights  in  the  town,  and  prior  to  the  hearing  it  had  sold 
these  poles  and  assigned  all  its  rights  and  privileges  to  the 
petitioner.  There  is  no  other  company  organized  for  or  engaged 
in  the  bnsiness  of  supplying  electric  lights  in  Lexington.  The 
selectmen  expressed  a  wish  to  have  the  petition  granted,  and  an 
opinion  that  such  a  coarse  was  generally  desired  and  would  benefit 
the  town ;  they  also  stated  that  they  knew  of  no  opposition. 

The  Board  has  frequently  expressed  the  opinion  that  in  small 
towns  like  Lexington  it  may  be  to  the  public  interest  that  one  com- 
pany, rather  than  two,  should  supply  both  kinds  of  light.  The 
facts  in  this  case  are  essentially  the  same  as  in  those  towns  where 
similar  petitions  have  been  granted.  Evidence  satisfactory  to  the 
Board  was  furnished  of  the  company's  willingness  and  ability  to 
proceed  at  once  to  supply  the  town  and  its  inhabitants  with  all  the 
electric  lights  which  might  be  demanded.  The  following  was 
adopted  on  November  16,  1892  :  — 

Ordered^  That  said  Lexington  Gas  Light  Company  is  hereby  author- 
ized lo  engage  in  the  business  of  generating  and  furnishing  electricity 
for  light  in  the  town  of  Lexington,  and  that  said  company,  within  six 
months  from  this  date,  erect  and  equip  a  plant  for  generating  and 
distributing  electricity  for  light  with  a  minimum  capacity  of  not  less 
than  ninety  horse-power,  and  dynamo  capacity  to  convert  the  same  into 
electric  lights. 

Boston   Gas   Light   Company. 

On  June  4,  1892,  the  following  petition  was  received,  addressed 
to  the  Board  :  — 

We,  the  undersigned  customers  of  the  Boston  Gas  Light  Company^ 
hereby  make  complaint  that  the  price  charged  by  said  company  for  gas 
is  excessive;  and  we  ask  that  said  price  be  fixed  at  one  dollar  per 
thousand  cubic  feet,  or  such  other  sum  as  your  Board  may  deem  just 
and  proper. 

This  petition  was  signed  by  Messrs.  Sinclair  and  Mann  and 
about  fifty  other  consumers,  mostly  proprietors  or  managers  of 
hotels,  and  persons  usiug  large  quantities  of  gas. 

As  the  statute  requires,  a  public  hearing  was  ordered  and 
advertised  in  several  of  the  daily  papers  in  Boston,  September  14, 
being  assigned  therefor,  by  request  of  the  petitioners.  On  that 
day  the  petitioners  and  the  company  were  represented  by  counsel, 
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and  by  request  of    both  parties  the  hearing  was  adjourned  to 
October  5,  and  again  to  October  13. 

No  evidence  was  presented  by  either  party,  and  no  other  persons 
expressed  a  desire  to  be  heard.  On  the  last  date  named  the 
petitioners  offered  what  they  stated  was  a  more  explicit  presen- 
tation than  the  petition  contained  of  the  advantages  which  they 
wished  to  secure,  as  follows :  — 

1.  That  on  and  after  Jan.  1,  1893,  or  as  soon  thereafter  as  the  new 
water-gas  works  in  process  of  erection  at  the  north  end  station  are 
finished,  the  candle-power  of  the  gas  supplied  by  the  company  be 
twenty-five  catidles. 

2.  That  on  and  after  Jan.  1, 1893,  the  price  of  gas  used  for  cooking, 
heating  and  power  purposes  be  fixed  at  one  dollar  per  thousand  feet, 
measured  tbrougii  an  independent  meter  supplied  by  the  company  free 
of  rent. 

3.  That  on  and  after  Jan.  1,  1893,  the  price  of  gas  to  all  those  who 
burn  for  lighting  purposes  one  thousand  dollars^  worth  and  upwards  per 
annum  be  fixed  at  one  dollar  and  twenty  cents  per  thousand  feet. 

It  appeared  at  that  time,  as  a  result  of  negotiations  between 
the  company  and  the  petitioners,  after  the  petition  was  filed,  that 
the  company  might  be  willing  to  make  these  concessions.  The 
petitioners  then  asked  that,  if  the  company  should  formally  accept 
the  three  propositions  named,  the  case  be  closed  without  further 
investigation  or  consideration  by  the  Board. 

Soon  after  this,  a  duly  attested  transcript  of  the  records  of 
the  board  of  directors  of  the  company  was  filed  with  this  Board, 
from  which  it  appeared  that  all  the  propositions  had  been  accepted. 
The  case  was  accordingly  closed,  as  requested. 

In  March,  1892,  the  Board  made  a  special  report  to  the  Legis- 
lature then  in  session,  replying  to  certain  specific  inquiries  con- 
cerning the  Boston  Gas  Light  Company  and  other  companies 
located  in  Boston.    A  copy  of  that  report  is  given  in  the  Appendix. 

Appeal  of  the  Gas  Light  Company  in  Marlborough. 

This  was  an  appeal  by  the  Marlborough  Gas  Light  Company 
from  the  decision  of  the  selectmen  of  Marlborough,  granting 
permission  to  the  Citizens*  Gas  Light  Company  to  open  the  streets 
of  that  town  for  the  purpose  of  laying  and  maintaining  gas  mains. 

An  extended  public  hearing  was  given  at  the  town  hall  in 
Marlborough.     Both  companies  appeared  by  counsel,  but  the  town 
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(now  a  city)  was  not  represented.  A  careful  and  thorough  study 
of  the  bi&tory  and  genernl  management  of  the  company  was  n)B,de, 
and  particular  attention  g:iveu  to  its  technical  and  fiaancial  affairs. 
The  fact  that  a  majority  of  the  board  of  selectmen  from  whose 
deciBiOD  the  appeal  v&a  taken  were  Damed  as  incorporators  of 
the  company  to  whioh  the  franchise  was  granted,  prevented  the 
action  of  the  local  authorities  from  receiving  that  consideration  to 
which  it  is  often  entitled. 

To  open  the  streets  to  the  extent  contemplated  by  the  license  to 
the  new  company  would  inevitably  impose  upon  the  Diuoicipality 
directly  and  indirectly  much  espcnae,  and  bring  great  inconven- 
ience to  a  large  number  of  its  citizens.  This  ought  not  to  be 
allowed  unless  some  substantial  public  advantage  were  to  be 
gained.  The  Board  therefore  endeavored,  by  a  study  of  all  the 
ciicumstances  and  a  careful  consideration  of  the  grievances  pre- 
sented, to  ascertain  whether  there  was  reasonable  ground  to  believe 
tial  flueh  advantage  would  be  obtnined  through  the  permission 
appealed  from.  The  claims  of  the  parties  interested,  and  the  facta 
important  in  the  case,  are  contained  in  the  Biiggestions  that  follow. 
The  gas  plant  in  Marlborough  was  originally  established  chieUy 
S9  an  adjunct  to  certain  large  manufacturing  establish  me  nta  and 
to  sujiply  the  residences  of  its  owners.  In  I860  these  owners 
became  incorporated  as  the  Marlborough  Gas  Light  Company, 
nblcb  since  that  time  has  continued  to  supply  gas  to  the  town  and 
ite  inhabitants. 

A  study  of  the  company's  history  satisfied  the  Board  that  for  a 
portion  of  the  time  its  service  mas  neither  creditable  to  the  owners 
nor  antistactory  to  the  public  ;  neither  skill  nor  enterprise  was  dis- 
placed in  its  management ;  the  gas  was  of  poor  quality,  the  works 
fere  neglected,  and  no  effort  was  made  to  extend  the  business. 
By  this  course  the  company  lost  tbe  public  conBdence,  and  we 
Iinve  reason  to  believe  that  much  of  the  interest  and  zeal  on  behalf 
of  the  new  company  was  due  to  these  facts.  The  testimony  at 
tlic  hearing  showed,  however,  that  a  wide  distinction  was  to  be 
mnde  between  the  management  in  recent  and  that  in  former  years. 
It  was  conceded,  and  without  dispute,  that,  if  the  management 
nod  puiiey  more  recently  adopted  should  be  continued,  the  com- 
imny  wouJd  be  iu  most  respects  free  from  special  criticism. 
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It  waa  urged  by  the  repreBenlativea  of  tbe  Citizens'  Company  that 
they  would  be  able  to  supply  gas  at  n  leas  price  tliau  the  preecut 
company.  That  this  was  tbe  real  desire  and  expectation  of 
certain  persons  connected  with  the  organization  waa  apparent; 
bat,  beyond  the  mere  assertion  of  tbe  intent,  no  effort  was  made 
to  show  that  they  would  be  able  to  do  this.  No  member  of  the 
new  company  liad  bad  any  experience  in  the  manufacture  or  sup- 
ply of  gas  ;  no  witness  with  experience  in  the  business  appeared 
in  favor  of  the  claim ;  and  there  was  hardly  a  pretence  that  any 
particular  facilities  were  possessed  or  to  be  acquired  for  reducing 
the  coat  of  either  production  or  distribution.  Tbe  process  used 
by  the  Marlborough  Company  is  one  generally  approved  by 
engineers,  and  under  the  conditions  existing  there  the  Hoard  has 
DO  knowledge  of  any  process  which  by  its  introduction  would 
appreciably  lessen  the  cost  to  consumers.  Particular  reference 
was  made  to  a  small  conipauy  in  a  town  of  similar  size  where  gaa 
was  much  lower  than  in  Marlborough,  and  the  promoters  of  tbe 
new  enterprise  seemed  confident  that  through  the  adoption  of  tbe 
peculiar  process  there  used  their  espeetatioos  would  be  met.  But 
tbe  company  referred  to  has  for  years  been  aupplying  gas  at  a 
lai'ge  loss,  and  since  the  bearing  in  this  case  has  been  compelled 
to  make  a  large  advance  in  its  price. 

The  consumption  of  gas  in  Marlborough  bos  been  low,  consider- 
ing the  population  ;  this  is  due  in  part  to  the  narrow  policy  or  lack 
of  policy  in  the  company's  former  management,  and  in  part  to  tbe 
peculiar  characteristics  of  the  town  itself.  It  has  seemed  to  be  a 
difflcult  field  for  exploiting  the  business.  In  tbe  twenty-seven 
years  of  the  company's  existence  the  total  dividends  have  been 
less  than  one  per  cent,  pey  annum  ;  for  several  years  the  works 
were  run  without  a  profit,  and,  with  the  exception  stated,  all  the 
profits  of  tbe  enterprise  have  been  put  into  the  plant. 

Tbe  principal  hope  for  a  reduction  of  price  in  this  place  lies  not 

the  introduction  of  new  processes  or  methods  of  manufacture, 
bat  in  the  increase  of  the  consumption.  Marlborough  ought  to 
consume  a  much  larger  quantity  of  gas,  and  with  a  liberal 
and  progressive  management  of  the  company  will  doubtless 
do  so. 
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It  was  screed  b;  all  parlies  at  the  hearing  that  the  field  was 
not  large  enoagh  to  support  two  compauics,  and  that  one  would 
soon  absorb  or  coD9olidat«  with  the  other  with  only  the  powers 
sad  opportunities  possessed  by  the  prasent  compauy. 

Oce  objection  to  the  pieseut  compauy  strenuously  urged  was 
that  its  works  were  centrally  located,  and  so  near  the  thickly 
selUed  residence  portion  as  to  be  a  constant  unooyiince  to  a  large 
tnmbcr  of  citizens  and  a  hindrance  to  the  growth  o(  the  city. 
Tbie  objection  seemed  to  be  supported  by  the  facts ;  but  it  was 
not  easy  to  see  how  the  esistence  of  a  second  company  would 
affurd  a  remedy.  Id  the  judgment  of  the  Hoard,  the  admission  of 
a  rival  company  would  be  likely  to  result  in  tlie  improvement  of 
tlie  i('orks  of  the  esisling  company  ia  their  present  location,  and 
iLe  probable  postfioneiiient  of  their  removal  for  many  ^eara.  It 
must  be  recognized,  too,  that  certain  equities  esist  in  favor  of  the 
company,  since  when  the  works  were  fiiftt  built  no  objections  to 
their  location  existed,  as  the  vicinity  was  used  only  for  manufact- 
uring, instead  of  mercantile  and  residential  purposes  as  now. 
Ttie  Board,  however,  agreed  with  the  opinion  expressed  by  the 
liromoters  of  the  new  company  that  the  time  had  come  when  the 
present  company  should  prepare  to  move  its  works  to  another  and 
less  |>opulous  section.  The  value  of  its  land  and  the  condition  of 
iU  plaut  make  such  removal  entirely  feasible.  This  view  was 
urged  upon  the  offlcers  of  the  company,  and  was  adopted  by 
Ihfm ;  land  was  secured  in  a  favorable  location,  and  ample  assur- 
ance was  given  that  the  works  would  be  removed  there  at  as 
early  a  date  as  could  he  reasonably  and  economically  done.  The 
present  company  will  then  have  it  in  its  power  to  render  to  the 
public  all  the  advantages  as  to  quality  of  service  which  any 
(dvaiiee  in  gas  engineering  or  any  increase  in  consumption  may 
muke  possible,  with  none  of  the  burdens  and  evils  which  the 
temporary    existence    of    a    rival    company    would   be    sure  to 

Very  soon  after  the  hearing  upon  this  appeal,  negotiations  in 
»bich  representatives  of  the  new  company  were  understood  by  the 

ISonrd  to  be  interested,  looking  to  a  change  in  the  ownership  or 
eontrol  of  the  old  company,  were  entered  upon  and  have  been  but 
recently  ahaudoned.    The  Board  thought  it  unwise  to  interfere  ia 
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tbese,  and  for  that  reasoD  its  deciaion  or  tbe  iippenl  was  anusually 
delayed. 

The  following  was  adopted  in  the  appeal :  — 

Ordered.  Tliiit  the  appeal  of  the  Marlboroiigli  Gas  Light  Company  be; 
sustniued,  and  the  dediiion  of  the  selectnien  be  I'ever^ed  and  annulled. 

MirjficirAi.  Ownership. 
As  the  statute  (chapter  370,  Acts  of  1891)  Hllowing  municipal- 
ities to  engage  in  the  supply  of  gas  and  electric  light  imposes  im- 
poi'taat  duties  upon  this  Board  whenever  the  provisions  of  the  act 
are  accepted,  the  effoit  to  learn  precisely  what  action  baa  been 
taken  toward  municipal  ownership  of  plants  throughout  the  Com- 
monwealth has  been  continued. 

OSlciaK  reports  have  been  received  from  one  hundred  and 
seventy-nine  towns  and  cities,  including  all  those  in  which  the 
population  exceeds  two  thousand.  It  appears  that  one  hundred 
and  forty-six  have  never  considered  the  subject. 

The  report  of  last  year  showed  the  action  taken  by  the  cities  of 
Brockton,  Chicopee,  Fall  River,  Maiden  and  New  Bedford,  and 
the  towns  of  Danvers,  Everett,  Fraraingham,  Ilingham,  Hudson, 
Marblehead,  Jlelrose,  Methuen,  North  Attleborough,  Norwood, 
Pealjody,  Plymouth,  Reading,  Spencer,  Wakefield,  Wellesley, 
Weymouth  and  Whitman.  Of  these,  Fall  River,  Maiden,  New 
Bedford,  Framiugham,  Methueu,  Plymouth,  Spencer  and  Wey- 
mouth have  taken  no  action  during  the  year  1892. 

The  towns  of  East  Bridgewater,  Needham,  Stoughton  and  Win- 
chester, and  the  cities  of  Woburn  and  Springfield  have  acted  in 
reference  to  a  municipal  plant  for  the  first  time  during  1892.  A 
recital  of  the  action  of  the  city  of  Haverhill,  and  of  the  towns  of 
Braiotree,  North  Attleborough  and  Brookline  prior  to  1892,  re- 
ceived too  late  for  insertion  in  the  last  report,  is  given  below. 

East  Bridgewater,  Hingham  and  Winchester  have  appointed 
committees  during  the  year  to  investigate  the  subject. 

lathe  town  of  Braintree,  on  June  2,  1891,  a  committee  was 
eelected  "  to  consider  the  whole  matter  of  electric  lighting,  so 
far  as  it  is  likely  to  concern  the  town."  At  a  meeting  on  Aug.  25. 
1691,  this  committee  re^Hirted  in  favor  of  establishing  an  electric 
plant  for  lighting  tbe  streets,  and  estimated  the  cost  of  its  iastal' 
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Iktion  complete  at  125,000.  This  report  was  recommitted,  with 
iDBtructioQB  to  coDBirler  Ibe  advisability  of  establishiog  a  plant  for 
conimerctal  and  street  lighting.  At  the  same  meetiog,  a  ballot 
being  taken  upon  the  question,  "  Is  it  expedient  for  the  town  to 
exercise  the  authority  conferred  in  aectioD  1  of  chapter  370  of  the 
Acts  of  the  Legislature  of  Massachusetts  for  the  jear  1891,  to 
cooetruct,  establiBh  and  luaiatniD  witLin  its  limits  a  plant  for  the 
manafacture  and  distribution  of  electricity  for  furniahiog  light  for 
municipal  use  and  for  the  use  of  siich  of  its  inhabitants  as  maj 
require  and  pay  for  the  same,  as  provided  for  id  said  chapter?" 
the  vote  wna  :  yea,  122  ;  no,  3. 

At  a  meeting  on  Oct.  29,  18!) I,  upon  the  same  question,  the  vote 
kbb:  yes,  14G;  no,  5.  At  this  meeting  the  committee  cboseo 
Jnoe  2  made  a  supplementary  report,  recommending  only  a  street- 
lighling  plant,  and  that  S28,750  be  appropriated  therefor.  This 
report  was  tabled. 

At  a  meeting  on  March  21.  1892,  the  following  votes  were 
pused :  "  That  the  electric  lighting  committee  appointed  at  the 
town  meeting  of  June  2,  1891,  be  given  power  and  authonty  to 
proceed  to  establish  a  plant  for  the  manufacture  and  distribution 
of  electricity,  subject  to  the  further  inatructions  of  the  town." 
"That  the  town  proceed  to  establish  an  electric  lighting  plant 
under  the  provisions  of  chapter  370  of  the  Acts  of  the  Legislature 
of  1891."  "That  the  committee  proceed  to  establish  an  electric 
lighting  plant  in  accordance  with  the  report  of  the  committee  on 
electric  lighting  aa  made  to  the  towu."  It  was  also  voted,  124  to 
3,  '*  to  iasae  notes  of  the  town  for  the  aggregate  principal  sum  of 
thirty  thousand  dollars  for  the  purpose  of  establishing  an  electric 
liglit  plant,  each  of  said  notes  to  be  in  face  value  two  thousand 
dollars,  and  to  run  one,  two,  three,  four,  five,  sis,  seven,  eight, 
nine,  ten,  eleven,  twelve,  thirteen,  fourteen  and  fifteen  years, 
rM[)ectivety,  and  to  bear  interest  at  a  rate  not  to  exceed  five  per 
cent,  per  annum.  And  that  the  selectmen  be  instructed  to  raise 
hy  taiation  each  year  the  sum  of  two  thousand  dollars,  together 
with  a  sum  sulQcient  to  pay  the  accrued  interest  on  all  the  notes 
remaining  nnpaid  until  all  of  said  notes  are  paid."  Thirty-five 
linndred  dollars  was  appropriated  for  maintenance  of  the  plant. 

Under  these  volea  laud  was  purchased  and  a  biick  building  and 
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plant  coDstructed.  It  comprises  one  125  horse-power  engine  and 
boiler;  two  Thomson-Houston  dynamos,  with  a  total  capacity 
of  100  lights  of  nominal  1,200  candle-power  each;  710  poles  in 
about  17  miles  of  streets,  carrying  25  miles  of  wire  ;  75  arc  lights 
and  seventy-two  25  candle-power  incandescent  lights  have  been  in 
use,  all  for  street  lighting.  $30,853  has  been  expended  for  con- 
struction.    The  plant  was  started  on  Oct.  15,  1892. 

In  the  city  of  Brockton  the  board  of  aldermen,  Dec.  27,  1892, 
and  the  common  council  on  December  29,  by  unanimous  votes  in 
both  branches,  adopted  the  following :  — 

• 

Resolved,  That  it  is  expedient  for  this  city  to  exercise  the  authority 
conferred  in  section  1  of  chaptt^r  370  of  the  Acts  of  1891,  in  relation  to 
the  construction,  purchasing,  leasing  or  using  and  maintaining  within 
its  limits  a  plant  for  the  manufacture  and  distribution  of  electricity  for 
furnishing  light  for  municipal  use  and  for  the  use  of  such  of  its  inhabi- 
tants as  may  require  and  pay  for  the  same. 

This  resolution,  being  essentially  different  from  the  resolution  adopteil 
by  the  city  council  of  1891  under  said  chapter,  is  not  to  be  regarded  as  a 
final  but  as  a  first  action  thereunder,  and  is  to  be  null  and  void  unless 
the  city  council  of  1893  shall  adopt  a  like  resolution. 

This  received  the  approval  of  the  mayor  on  Dec  30,  1892. 

At  the  adjourned  annual  meeting  of  the  town  of  Brookline^ 
April  16,  1890,  the  selectmen  were  instructed  '*  to  inquire  into  the 
subject  of  the  town's  procuring  and  establishing  a  plant  for  light- 
ing its  streets  and  public  buildings  with*  electricity,  and  report 
thereon  at  a  future  meeting."  At  a  special  meeting  on  Jan.  29, 
1891,  the  selectmen  were  instructed  '*to  appear  in  behalf  of  the 
town  before  any  committee  of  the  Legislature  having  the  matter  in 
charge,  to  urge  the  passage  of  a  law  which  shall  give  to  cities  and 
towns  the  right  to  establish  and  maintain  plants  for  the  purpose 
of  furnishing  their  own  municipal  lighting." 

At  the  annual  meeting  in  1891,  the  selectmen  reported  "that 
after  a  careful  investigation  of  the  matter  they  should  not 
recommend  the  town  to  enter  upon  the  establishment  of  any  light- 
ing establishment  at  the  present  time,"  which  report  was  accepted, 
and  no  further  action  has  been  taken. 

Both  branches  of  the  city  council  of  Chicopee^  on  Dec.  12  and 
16,  1892,  voted  unanimously,  '^  That  it  is  expedient  for  the  city  of 
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Chioopee  to  construct,  purcbase  or  establish  and  maintain  witbin 
itft  limits  one  or  more  plants  for  tlie  mnnnfacture  and  distribution 
of  electricity  for  furnialiing  ligbt  for  municipal  use  and  for  the  use 
of  aufh  of  it3  inhabitiinta  as  may  require  and  pay  for  the  same." 
Tliis  was  approved  by  tbe  mayor  December  19,  and  is  in  the 
same  form  as  the  vote  paeaed  unanimously  by  both  branches  and 
approved  by  the  mayor  on  Nov.  30,  1891. 

The  town  of  Danvera  has  been  operating  an  electric  plant  exclu- 
sively for  street  lighting  since  Jan,  2y  18«9.  The  ori^aal  appro- 
prialiun  for  construction  was  §15,000;  since  that  time  S75  was 
appropriated  for  real  estate  construction  and  8600  for  exteusioDS 
of  lines  aD<]  new  lamps;  the  latter  appropriation  was  overdrawn 
S19.32.  Special  appropriations  for  extiaordinary  repairs  to  the 
imonQt  of  9ilo  have  also  been  made.  Tbe  appropriations  made 
ananally  in  Warch  or  April  for  maintenance  and  operation  of  the 
plant  have  been  as  follows  :  1889,  S3,rj00;  1890,  «3,9M  ;  1891, 
12,750;  1892.  83,450.  That  for  1891  was  overdrawn  to  the 
■niDuntof  $73.35.  In  1889  815,000  was  borrowed  for  cotiBtnic- 
tion,  and  $1,500  of  this  sum  becomes  due  annually.  The  plant 
consists  of  one  boiler  of  80  horse-power,  one  engine  of  60  horse- 
power, two  dynamos  (Brush  system)  ,with  a  total  capacity  of  90  arc 
lights  of  nominal  1,'200  candle-power  each.  It  bus  425  poles  set  in 
the  streets,  nhicb,  with  about  40  trees,  carry  1,214,360  feet  of 
wire  with  6  single  and  76  double  carbon  lamps.  Two  men  were 
employed  and  80  lamps  were  lighted  throughout  tbe  year  ending 
June  30,  1892,  for  an  averaf^e  of  6J  hours  per  night  and  23  nigbta 
p«r  month.  One  hundred  and  ninety-six  tons  of  coal,  two  cords 
of  wood  and  23,500  carbons  are  reported  as  used  during  the 
year. 

At  a  town  meeting  in  Everett,  on  Jan.  26,  1892,  npon  the  quea- 
tion.  "  1b  it  expedient  for  the  town  to  exercise  the  authority  con- 
ferred in  section  1  of  chapter  370  of  tbe  Acts  of  the  year  1891, 
anlhorizing  cities  and  towns  to  construct,  purcbase,  lease  oreslab- 
lisb  and  maintain  within  their  limits,  one  or  more  plants  for  the 
minufucture  or  distribution  of  gas  or  electricity  for  furnisbtDg 
light  for  municipal  use  and  for  tbe  use  of  their  inhabitants  as 
specified  in  said  act?"  the  following  was  the  result  of  the  vote : 
yes,  367;   no,  273;  not  tbe  necessary  two-thirds  in  favor.    At 
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the  meeting  of  March  1,  1692,  upon  the  same  proposition,  the 
vote  was:  yes,  317  ;  no,  131. 

The  city  of  Haverhill,  by  concurrent  votes  of  both  branches  of 
the  city  couBcH,  on  Dec,  30,  1891,  and  Dec.  6  and  8, 1892,  adopted 
the  following :  — 

That  it  19  expeilient  for  the  city  of  Haverhill  (o  e  lercise  the  authority 
conferred  by  seelion  1  of  chapter  370  of  Ihe  Acts  and  Resolves  of  the 
year  1891,  being  an  "  Act  to  enable  cities  and  tiiwna  lo  ninnufacture  and 
distribute  gns  and  electricity,"  nnd  conferring  upon  Ihe  city,  under  the 
limilntions  mentioned  in  said  chaptir,  Ihe  niitlmrity  to  construct, 
purchase,  lease  or  ealablish  and  maintain  wilhin  its  limits  one  or  more 
pi  an  Is  for  tlie  manntaciure  or  dislribniion  of  gas  or  electriciiy  for  fur- 
nishing light  for  municipal  use  and  for  the  use  of  such  of  its  inhabitants 
as  may  require  and  pay  for  the  same  as  provided  in  sftid  chapter. 

Tbat  the  city  of  Haverhill,  under  the  auiborily  conferred  by  the  aforo- 
■nid  chapter,  purehase,  lease  or  establish  a'ld  maintain  within  its  jimilB 
one  or  more  plants  fur  the  manufacture  and  distribution  of  gas  and  elee- 
tricity  for  furnishing  light  for  municipal  use  and  the  use  of  sui^h  of  its 
inhabitants  as  may  require  and  pay  for  the  same  as  prorided  in  said 
chapter. 

This  resolution  received  the  approval  of  the  mayor  in  each  year ; 
in  1891  less  than  two-thirda  of  the  members  in  each  branch  voted  in 
favor  of  it,  but  in  1692  it  was  passed  unanimously  in  both  branches. 

At  the  ton-u  meeting  in  Hudson,  on  Dec.  31,  1891,  tlie  warrant 
contained  au  article  "  to  see  if  the  town  will  construct,  purchase, 
lease  or  establish  and  maintain  one  or  more  plants  for  the  manu- 
facture or  distribution  of  gas  or  electricity  under  chapter  370, 
Acts  of  1891."  An  effort  to  indeflnitely  postpone  action  on  this 
wae  defeated,  and  at  an  adjournment  of  this  meeting,  on  Jan.  8, 
1892,  a  committee  won  appointed  to  investigate  the  whole  subject, 
and  report  in  print  at  tlie  annual  town  meeting.  On  March  8, 
1892,  which  was  an  adjournment  of  the  annual  meeting,  this  com- 
mittee rcpoi'ted  at  length,  and  in  concluding  expressed  tlie  opinion 
"  that  in  the  face  of  all  the  evidence  it  will  be  inadvisable  for  the 
town  to  go  into  the  buaineaa  of  manufacturing  electric  light." 
They  recommended  "that,  in  case  the  town  does  not  desire  to 
operate  its  own  plant,  it  poes  a  vote  tbat  it  will  take  no  action 
toward  the  establishment  of  aplant  before  May  1,  1897  ;  provided, 
the  owners  of  the  existing  plant  will  within  sixty  days  of  the  pas- 
sage of  such  vote  file  in  the  town  clerk's  oiUce  a  waiver  and  r 
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ciatioa  of  aJI  riglila,  if  any,  acquired  by  tbem  iiucler  chapter  370, 
Acta  of  1891,  by  reason  of  tbe  paeaage,  by  the  town,  ot  the  two 
TOles  proWded  for  in  secLion  3  iu  saiil  act ;  and  provided,  /urtAer, 
that  the  present  company  or  ita  succesaor  continue  the  production 
of  electric  light  id  accordance  with  the  laws  of  this  Common- 
wealth,"  On  March  15,  at  an  adjournment  of  tbe  annual  meeting, 
>  resolution  "  that  the  committi'c's  report  be  rejected,  and  that  tbe 
town  deems  it  expedient  to  buy  and  put  in  an  electric  plant,"  was 
rejected  by  a  vole  of  79  to  73.  A  motion  to  accept  and  adopt  the 
report  of  the  oommittee  was  then  carried  by  a  vote  of  80  to  72.  It 
wns  then  voted  to  "  iudetinitely  postpone  tbe  further  consideration 
of  the  question  of  municipal  lighting."  At  a  meeting  on  April  4, 
nuder  an  article  in  the  warrant  in  the  same  form  as  cited  above,  it 
was  voted  66  to  56,  "to  indefloitely  postpone  tbe  consideration" 
of  the  article.  The  Electric  Light  Company  has  made  no  such 
waiver  as  the  committee's  re[K>rt  suggested,  but  has  begun  proceed- 
ings to  compel  the  town  to  buy  its  plant. 

At  a  town  meeting  in  ^far^lleltead,  June  15,  1892,  it  was  voted, 
23!  to  8,  "  that  it  is  expedient  to  exercise  the  authority  conferred 
bytlieacl-"  As  a  similar  vole  was  passed  June  22,  1891, the  act 
wu  declared  accepted.  The  committee  appointed  June  22,  1891, 
submitted  a  printed  report  containing  n  plan  For  the  establisbment 
of  u  municipal  electric  ligliling  plant  and  estimating  the  expense 
of  its  installation  at  S40,000,  but  made  no  recommendations.  No 
oilier  action  was  taken  during  tlie  year. 

In  the  town  of  Melrose,  the  committee  of  investigation,  acting 
under  the  vote  of  Feb.  16,  1891,  published  ita  report  in  February, 
l*(B2;they  favored  tbe  acquisition  of  an  electric  lighting  plant, 
ind  placed  tbe  probable  cost  at  about  875,000. 

On  March  21,  1893,  at  an  adjournment  of  the  meeting  of  Nov. 
3, 1891,  an  account  of  which  is  given  in  the  last  report  of  this 
Board,  it  was  voted,  165  yes  to  2fi  no,  "That  it  is  hereby  declared 
expedient  and  desirable  that  tbe  town  exercise  the  authority  con- 
ferred by  chajtter  370  of  tbe  Acts  of  1891,  entitled  'An  Act  to 
eaable  cities  and  towns  to  manufactnre  and  distribute  gas  and 
electricity.'  "  At  an  adjournment,  held  on  the  same  day,  of  the 
Iri92  annual  town  meeting,  tbe  same  proposition  was  voted  npon 
and  adopted,  157  yes  to  25  no. 
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At  this  meeting,  upon  a  motion  to  authorize  the  issuing  of  bonds 
to  the  amount  of  $75,000,  the  proceeds  of  which  should  be  applied 
to  the  establishing  of  an  electric  light  plant,  the  vote  by  ballot  was 
152  yes,  82  no,  and  was  declared  lost,  two-thirds  not  having  voted 
therefor.  This  vote  was,  however,  reconsidered,  237  to  90,  and 
the  question  tabled  until  March  28,  to  which  time  the  meeting  was 
adjourned.  At  the  adjournment  on  that  date  the  vote  upon  the 
motion  was :  yes,  205 ;  no,  294.  No  further  action  has  been 
taken. 

At  a  town  meeting  in  Needham^  March  7,  1892,  it  was  voted, 
225  to  53,  to  accept  "chapter  870  of  the  Acts  of  1891,  entitled 
^  An  Act  to  enable  cities  and  towns  to  manufacture  and  distribute 
gas  and  electricity.'  "  Upon  the  same  proposition  at  the  meeting 
May  31,  1892,  the  vote  was  211  yes  to  59  no.  A  committee  of 
five  was  then  appointed  to  investigate  the  subject  of  electric  light- 
ing, and  report. 

The  town  of  North  Attleboroughy  on  June  30,  1891,  under  the 
article,  *'  To  see  if  the  town  will  vote  to  do  its  own  lighting,  as 
provided  by  chapter  370,  Acts  of  1891,"  voted  206  yes,  35  no. 
Under  a  like  article,  on  April  16,  1892,  the  vote  was  151  yes, 
16  no. 

In  Norwood^  the  committee  referred  to  in  the  last  report  of  this 
Board  made  a  report  on  April  19,  1892,  which  was  tabled,  and 
no  further  action  in  the  matter  has  been  taken.  They  recommended 
that  the  town  establish  an  electric  plant  for  street  and  domestic 
lighting ;  that  a  committee  of  five  be  selected  to  carry  out  the 
recommendations ;  that  for  the  purpose  $30,000  be  appropriated, 
and  that  the  same  be  raised  upon  fifteen  notes  or  bonds  of  S2,000 
each,  one  maturing  every  year,  and  payable  out  of  the  regular  tax 
levy. 

At  the  last  annual  meeting  in  the  town  of  Peahody  it  was  voted 
to  authorize  the  issue  of  bonds  to  the  amount  of  $40,000,  to  run 
thirty  years  at  four  per  cent.  By  this  it  was  intended  to  supply  a 
part  of  the  appropriation  made  Sept.  29,  1891,  for  construction  of 
the  plant.  It  was  also  voted  to  establish  a  sinking  fund  "  to  be 
called  the  '  Electric  Light  Sinking  Fund,'  for  the  redemption  and 
payment  of  said  bonds,  to  which  fund  the  town  shall  contribute 
each  year  an  amount  to  be  raised  by  taxation  sufidcient  with  all 
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accu  ID  Illations  to  extiagnish  tbe  debt  at  matufii.;,"  and  cominiS'- 
Bioners  of  aaid  sinking  tand  were  el^cled. 

Dufiug  tlie  year  a  plant  lias  been  constructed,  conBUting  of  two 
boilers  of  I2j  liorsc-])ower  e.icb,  and  one  engine  of  150  borae- 
power,  and  fonr  Kdiaon  dynamos,  with  a  total  capacity  of  192  arc 
lamps  of  nominiilly  1,200  candle-pon^r.  Tiicre  are  about  52 
miles  of  wire  extending  over  24  mites  of  streets  and  supported  by 
1,040  poles,  600  of  which  belong  to  tbe  electric  companies  whicb 
have  rights  in  tbe  streets.  One  hundred  and  forty-six  lamps  are 
ID  use,  and  tbe  plant  was  started  September  27.  Tbe  entire 
expense  for  constrnction  to  date  ie  not  far  from  848,100.  No 
commercial  business  has  yet  been  undertaken. 

Tbe  town  of  iteading,  at  its  annual  meeting,  SInrch  7,  1892, 
under  an  article  in  tbe  warrant,  "To  determine  whether  or  not  it 
is  expedient  for  tbe  town  to  exercise  tbe  authority  conferred  in 
section  1  of  chapter  370  of  tbe  Acts  of  1891,  entitled  an  '  Act  to 
enable  cities  and  towns  to  manufacture  and  distribute  gas  and 
electricity,'"  voted  :  yea,  361  ;  no,  21.  A  committee  was  selected 
"  lo  ascertain  and  report  to  the  town  the  best  and  most  economical 
system  of  lighting  by  electricity,  with  a  detailed  plan  of  a  plant 
such  as  wdl  meet  tbe  wants  of  the  town,  with  estimates  of  tbe 
cost  and  expense  of  maintenance  of  the  same,  and  snch  recom- 
mendations as  to  the  procuring  of  tbe  required  funds  as  they  judge 
to  be  for  the  best  interests  of  the  town.  Said  committee  to  report 
at  a  special  meeting  of  the  town  within  six  months."  Up  to  the 
present  dato  no  report  has  been  made  and  no  further  action  taken. 

In  tbe  city  of  Sprltigfidd,  in  the  iKtard  of  aldermen,  on  Dec.  19, 
1892,  upon  recommendation  of  the  committee  on  lighting  streets, 
the  following  was  proposed  :  — 

Onlerc'l.  If  Ihe  wmmnn  cr-uncil  concar.  that  it  is  expedient  for  tlie 
city  of  Sprioglicld  to  exercise  such  anLhority  as  is  permitted  by  chnpter 
3711,  Acta  of  the  IjO^slatui-e  of  1M91,  authorizing  any  city  or  town  iinilcr 
the  limitations  of  said  aet  to  construct,  purchase,  lease  or  establlfih  and 
mstntain  within  its  limits  one  or  more  planis  for  the  manufaeture  or 
distiibntion  of  electricity  fur  furnishing  li^ht  fur  municipal  use  and  for 
the  use  nf  «ui!h  of  its  inhabitants  as  miiy  rctpiire  and  pay  for  the  same 
Ri  provided  iii  said  aet 

This  failed  to  pass,  the  vote  being:  yeas,  4;  nays,  4.  On 
December  27  ibis  vote  was  reconsidered  apd  the  order  adopted ; 
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'  yeas,  6  ;  nays,  2.  In  the  common  council,  on  December  27,  tlie 
same  onler  was  adopted,  in  contrurrence  :  yeas,  1 1  ;  nays,  3.  An 
attempt  to  reconsider  tliis  a'ltion  on  December  29  was  defeated  : 
yens,  4;  nays,  12.  Tliis  order  was  presented  to  tLe  mayor  for 
his  approval  on  December  30,  but  the  term  of  his  office  and  of  the 
city  council  which  passed  said  order  expired  on  Monday,  Jan.  2, 
1893,  and  the  order  was  not  approved. 

The  town  ot  Slougkton,  on  April  12,  1892,  voted,  105  yeas  to  8 
nays,  ''That  it  is  expedient  for  the  town  to  exercise  the  authority 
conferred  in  section  1,  chapter  :)70  of  Ibe  Acts  of  18ttl,  to  estab- 
lish and  maintain  one  or  more  plants  for  the  manufacture  and 
distribution  of  electricity  and  gas  for  furnisbiug  ligLt  for  muni- 
cipal use  and  for  the  use  of  such  of  its  inhabitants  as  may  reqnire 
and  pay  for  the  same  as  is  provided  in  said  act."  At  a  meeting 
on  June  16  a  like  vote  was  passed,  72  yeas,  H  nays.  At  a  special 
meeting  on  August  9  it  was  voted,  "  That  the  water  commiHsiooera 
be  authorized  to  confer  with  the  owners  of  the  electric  light  and 
gas  plant  located  in  Stoughton,  and  report  at  the  next  annnal 
town  meeting  tite  amount  it  can  be  procured  for ;  also  to  take  auy 
measures  to  have  the  statutes  amended  to  allow  u  stipulated  yearly 
payment,  to  cancel  the  indebtedness  to  be  iucurred  by  the  pur- 
chase or  construction  of  an  electric  light  and  gas  plant  in  place  of 
a  sinking  fund." 

The  town  of  Wakefield,  on  Aug.  15,  1892,  voted,  179  to  45, 
that  "  It  is  expedient  for  the  town  to  exercise  the  authority  con- 
ferred under  chapter  320  of  the  Acts  of  1891,  in  the  relation  to 
the  construction,  purchase,  leasing  or  establishing  and  maintaining' 
within  its  limits  one  or  more  plants  for  the  manufacture  or  distri- 
bution of  giis  or  electricity  for  furnishing  light  for  municipal  use 
and  for  the  use  of  such  of  its  iuhabitauts  as  may  require  and  pay 
for  the  same."  On  September  12  the  Citizens'  Gas  Light  Com- 
pany, located  in  the  town,  filed  a  schedule  of  the  property  which 
it  proposed  to  sell  to  the  town. 

On  October  3  the  town  voted  "  that  the  town  do  not  agree  with 
the  Citizens'  Gas  Light  Company  of  Reading,  South  Reading  and 
Stoneham,  to  purchase  the  property  set  forth  in  the  papers  by 
them  filed  with  the  town  clerk,  dated  Sept.  12,  1892,  and  purport- 
ing to  be  a  schedole  of  the  property  which  they  desire  to  sell  to 
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the  Lowo  at  the  price  or  upou  the  terras  set  forth  in  Ibeir  offer  of 
tiiat  liate."  *'A11  matters  between  the  tona  and  the  Citizene'  Gna 
Light  Company  ariaiog  under  the  election  of  said  company  to  sell 
its  property  and  pluot  to  the  town  "  were  ttien  referred  to  a 
committee  of  fifteen,  including  the  selectmen,  "with  full  power 
to  act  and  do  all  things  necessary  in  their  judgment  in  connection 
therewith."  A  vote  was  tlicn  passed,  declaring  "  that  the  state- 
Dmnt  and  schedule  filed  in  the  town  clerk's  olflce,  Sept.  1*2,  1892, 
b;  the  Citizens'  Gas  Light  Company,  purporting  to  be  the  schedule 
required  unJer  chapter  370  of  the  public  laws  of  l**!!!,  is  not  a 
safficient  schedule  to  comply  with  said  law,  and  that  the  town  ia 
Dot  botind  to  purchase  the  property  of  said  company  under  the 
provisions  of  said  act."  The  selectmen  wtre  then  "  instructed  to 
oppose,  by  all  proper  proceedings,  legal  or  otherwise,  any  attempt 
ijy  the  Citizens'  Gas  Light  Company  to  sell  its  gas  and  electric 
light  plants  to  the  town." 

At  a  meeting  on  Nov.  8,  1892,  the  selectmen  were  authorized 
to  "  petition  the  next  General  Court  for  authority  to  purchase  and 
operate  that  part  of  the  property  of  the  Citizens'  Gas  Light  Cora- 
jiany  In  the  towns  of  Reading  and  Stonehnm,  and  ako  to  manu- 
fnclure  gas  and  electric  light  for  said  towns  and  the  iuliabitants 
thereof,  and  also  for  authority  to  supply  electricity  for  power," 
The  above-named  gas  cojnpany  has  applied  Ui  the  courts  for  the 
appointment  of  cammissioners  to  appraise  its  plant  and  to  compel 
its  purchase  by  the  town. 

At  the  annual  meeting  in  the  town  of  Wellealey,  on  March  7, 
1B02,  under  an  article  in  the  warranl  "To  see  if  the  town  deems 
it  expedient  to  exercise  the  authority  given  in  chapter  370,  Acts 
of  1891.  to  obtain  and  maintain  a  plant  to  manufacture  and  distrib- 
ute electricity  for  town  and  other  uses,"  it  was  voted  :  yea,  210  ; 
DO,  55.  A  committee  to  be  known  as  the  "  electric  lighting  com- 
mittee "  was  selected,  "for  the  purpose  of  investigating  and 
reporting  on  the  best  methods  for  the  town  to  pursue  in  regard  to 
lighting  streets,  tu  report  the  result  of  their  investigations  at  the 
next  regularly  called  meeting."  At  a  meeting  on  June  8,  this 
wmmiitee  recommended  "  that  no  outside  company  be  granted 
any  rights  in  the  town  limits  ; "  that  electric  lines  be  erected,  "  to 
be  owned  and  controlled  by  the  town;"  "that  375  25  candle- 


power  incatitksceQt  lamps"  be  installed,  "each  250  feet  apart, 
lighting  about  20  miles  of  Btrecta,"  at  an  estimated  coat  of 
$13,000;  that  for  the  present  tbe  electricity  be  purchased  of  a 
private  company.  The  cost  of  maintenance  of  this  was  estimated 
at  $4,000  per  annum.  The  committee  vras  not  ready  to  recommend 
oommerciol  tiglitiog.  Then,  under  an  article  in  tlie  warrant  like 
that  of  March  7,  a  vote  being  taken  resulted :  yea,  102  ;  no,  14. 
A  committee  of  seven  was  then  chosen  for  the  construction  of  the 
plant,  as  recommended,  and  815,000  was  appropriated  to  pay  for 
the  same.  It  was  also  voted  to  raise  the  money  by  the  issue  of 
five  hondH  of  83,000  each,  with  interest  at  four  per  cent.  At  an 
adjournment  of  this  meeting,  on  June  15,  the  vote  about  bonds 
was  reconsidered,  and  it  was  voted  to  issue  fifteen  bonds,  of 
$1,000  each,  drawing  interest  at  four  per  cent.,  and  so  payable 
that  one  bond  should  mature  every  year  until  all  are  paid. 

A  distributing  plant  has  been  erected,  pursuant  to  the  votes 
cited,  which  includes  3!)f  miles  of  wire,  extending  over  I8J  miles 
of  streets,  and  supported  by  730  poles  and  33  trees  ;  three  hundred 
and  seventy-five  25  candle-power  incandescent  lamps  have  been 
installed  for  street  lighting,  and  they  were  used  for  the  first  time 
December  13,  The  electricity  ia  purchased  from  the  KUot  Falls 
Electric  Light  Company,  whose  plant,  located  upon  the  Charles 
River  in  South  Natick,  Is  run  by  water  power. 

In  the  town  of  IT/iiiman,  on  July  13,  1892,  the  committee  on  the 
subject,  appointed  in  1891,  made  a  report  which  was  ordered  to  be 
"placed  on  file."  U|K)n  the  question  "Is  it  expedient  for  the 
town  to  exercise  the  authority  conferred  in  section  1,  chapter  370 
of  the  acts  of  the  Legislature  of  Massachusetts  for  the  year  18m, 
to  purchase,  construct,  establish  and  maintain  within  its  limits  a 
plant  for  the  manufacture  and  distribution  of  electricity  for  fur- 
nishing ligiit  for  municipal  use  and  for  the  use  of  such  of  its 
inhabitants  as  may  require  and  pay  for  the  same  as  provided  for 
in  said  chapter  "  the  vote  was  t  yes,  22  ;  no,  46. 

In  the  city  of  Wobuni,  on  Dec.  29,  1892,  the  common  council 
adopted  the  following:  ^' Be  it  resolved,  That,  in  the  judgment 
of  the  city  council,  it  is  expedient  tbat  the  city  of  Woburn  exercise 
the  authority  conferred  in  chapter  370,  statntes  of  1891,  rela- 
tive to  the  establishing  a  municipal  lighting  plant;"   and   the 
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same  resolve  was  adopted  in  the  board  of  aldermen  on  Decem- 
ber 31.  In  both  branches  all  the  members  present  voted  in  favor 
of  the  resolve,  and  it  was  approved  by  the  mayor. 

Violation  op  Laws. 

Notices  have  been  sent  to  the  Attorney-General,  as  required  by 
the  statutes,  of  violations  of  law  in  the  following  cases  :  — 

By  the  North  Attleborough  Gas  Light  Company,  a  violation  of 
sections  39  and  40  of  chapter  106  of  the  Public  Statutes,  in  the 
failure  to  advertise  in  the  city  of  Boston  the  sale  of  new  stock 
issued  in  October,  1891 ;  and  a  violation  of  section  18  of  chapter 
105  of  the  Public  Statutes,  in  dividing  the  proceeds  of  the  sale  of 
such  new  stock  among  its  stockholders. 

This  notice  was  based  upon  the  following  facts,  as  found  upon 
investigation  by  the  Board. 

In  December,  1885,  the  capital  stock  of  the  company  was 
stated  as  $68,100,  and  the  assets  $70,659.67.  Within  a  few 
months  after  this  a  revaluation  of  the  company's  property  was 
made,  or  a  new  computation  of  its  cost,  based  upon  data  not 
shown  in  its  books  of  account,  by  which  the  value  of  its  plant 
appeared  as  $121,083.49.  A  dividend  was  declared  of  one 
hundred  per  cent.,  payable  and  paid  in  scrip  bearing  interest  re- 
deemable in  cash  or  in  stock  of  the  company  at  par,  at  the  com- 
pany's option.  The  Board  was  informed  that  this  scrip  was 
issued  "for  the  purpose  of  covering  construction  account." 

Up  to  September,  1891,  interest  upon  this  scrip  was  paid  regu- 
larly, and  thirty  per  cent,  of  the  entire  issue  ratably  to  all  holders 
out  of  the  regular  profits  of  the  company  in  addition  to  the  regular 
dividends. 

In  September  of  1891  the  company  voted  to  issue  sixty-nine 
shares  of  new  stock,  "  for  the  purpose  of  improvement  and  the 
paying  of  a  part  of  outstanding  scrip."  In  the  following  October 
these  shares  were  sold  by  auction  at  the  company's  office,  but  the 
sale  was  only  advertised  in  a  local  paper,  and  forty-nine  shares 
were  taken  by  old  stockholders.  Within  two  days  after  this  sale 
the  company  paid  in  full  all  scrip  certificates  where  the  balance  due 
on  a  certificate  did  not  exceed  $300,  and  twenty-five  per  cent,  of  all 
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otber  Bcrip  outstanding.  To  do  thia  required,  in  addition  to  funds 
ftvailiible  from  nil  oilier  sources,  S6,U00  of  ibe  proceeds  of  tlte  ucn 
stock.  Tile  Hoard  wus  onahle  to  learn  timt  any  of  aucU  progeeJe 
were  used  for  "  improvement"  of  the  company's  property.  Out  of 
the  entire  sum  of  813,874.21  paid  upon  the  scrip,  all  but  81,137.50 
was  paid  to  persous  who  at  tbe  time  of  siicb  payment  and  when 
tbe  stock  was  sold  were  sliarebolders  in  .the  compauy.  Since  the 
coDiplaint  to  the  Attorney -General  and  uotice  to  the  company,  all 
tbe  certificates  for  the  aiily-nine  sliores  have  been  called  in  and 
cancelled. 

By  the  Stouglitou  Gas  and  Electric  Company  and  the  Weymouth 
Light  and  Power  Company,  of  section  12  of  chapter  314  of  tbe 
Acts  of  1885,  in  neglecting  to  keep  their  books  and  accounts  in 
tbe  form  prescribed  by  tbe  Hoard,  as  required  by  tbe  provisions  of 
chapter  34fi  of  the  Acts  of  ISS6  and  chapter  382  of  the  Act«  of 
1887.  Information  has  since  been  received  that  the  books  and 
accounts  of  these  companies  are  now  according  to  law  and  ready 
fur  inspection. 

By  Alvab  S.  Morrison,  W.  E.  Morrison,  Ibrahim  Morrison,  F. 
G.  Moriison,  R.  E.  Morrison,  Samuel  W.  Thorndike,  William  W. 
Maybew,  Dean  Southwortb,  Aubrey  Hilliard,  Albion  C.  Drink- 
water,  A.  II.  Mills,  Charles  C,  Gregg  and  G.  W.  Caldwell,  all  of 
Braintree,  of  section  3,  chapter  382,  Acta  of  1887,  and  of  section 
1,  chiipter  274,  Acts  of  IS'J'2,  in  crectiug  and  maintaining  wiree 
over  the  streets  of  Braintree  for  Ibe  pur[)OBe  of  carrying  on  tho 
business  of  furnishing  electricity  for  light,  without  the  consent  of 
the  seJectmen  of  Brnintrce. 

By  tbe  Arlington  Gas  Light  Company,  Albol  Gas  and  Electric 
Company,  Cbicopee  Gas  Works,  Ulchbnrg  Gas  Company,  Gardner 
Gas  Light  Company,  Gardner  Gas  Light  Company  (Mi-s.  M.  L. 
Buggies),  Haverhill  Gas  Light  Company,  Ipswich  Gas  Light  Com- 
pany, Mailborough  Gas  Light  Company,  Middleborougb  Gas  and 
Electric  Company,  Newton  and  Waterlown  Gas  Light  Company, 
Otis  Company  of  Ware,  Norwood  Gas  Light  Company,  i'ittsfield 
Coal  Gas  Company,  Waltham  Gas  Light  Company,  Cbicopee 
Electric  Company,  Dedham  Electric  Company,  Edison  Electric 
Illuminating  Company  of  Rnston,  Edison  ElfClric  Illuminating 
Company  of  Fall  Uiver,  tleutiic  Light  and  Power  Company  of 
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Abington  and  Rockland,  Glouceater  Electric  Company,  Great  ' 
Harrington  Electric  Light  Company,  Greenfield  Electric  Light  and  ' 
Power  Company,  Haverhill  Electric  Conijiany,  Hyde  Park  Eleotrio 
Company,  Leicester  Electric  Company,  Leomiuater  Electric  Light 
and  Power  Company,  Lowell  Eleotrio  Light  Corporation,  Mnlden 
Electric  Company,  Milford  Electric  Light  and  Power  Company, 
Millbury  Electric  Company,  Milton  Light  and  Power  Company, 
Nantucket  Electric  Light  Company,  North  Shore  Electric  Com- 
pany, Palmer  Electric  Company,  Pitlafield  Electric  Company, 
Plymouth  Electric  Light  Company,  Quincy  Electric  Light  and 
Power  Company.  Union  Electric  Light  Company,  United  Electric 
Light  Company,  Walworth  Light  and  Power  Company,  Weet- 
borough  Electric  Light  and  Power  Company,  Weymouth  Light 
ind  Power  Company,  Whitman  Electric  Company.  Woborn  Elec- 
tric Light  Company,  in  not  making  ruturne  to  the  Board  within  the 
time  required  by  law. 


In  accordance  with  section  2,  chapter  3S0,  Acta  of  1888,  the 
Board  presents  herewith  an  abstract  of  cases  wherein  persons  sus- 
tniaed  bodily  injury  from  gda  and  electricity  manufactured  and 
Bold  for  light  and  fuel  during  the  year  1892.  There  were  twenty- 
fonr  accidents  from  illumiDating  gas.  By  one  of  them  a  number 
of  persons  collectively  were  injured,  none,  however,  fatally.  The 
other  twenty-three  were  isolated  caeca,  in  each  of  which  a  single 
individual  was  injured,  and  eighteen  of  these  fatally.  Four 
nudoubtedly  committed  suicide.  Seven  persons  were  injured  by 
electricity  from  electric  light  wires,  four  of  them  fatally.  All 
bnttwo  of  the  injured  were  employees  of  electric  light  companies. 

Accidenls  from  EUctricity. 

The  Cambridge  Electric  Light  Company  reports  an  accident  by 
f hich  a  man  named  Charles  Hamilton  was  injured  by  contact  with 
an  electric  light  wire  on  North  Avenue,  Cambridge,  January  16. 
It  appe.irs  that  he  was  engaged  in  setting  poles  on  the  avenue, 
and   had  climbed  an  iron  {rale  to  disengage  a  guy  wire  of  the 

ating  derrick  which  was  in  contact  with  a  live  electric  wire. 
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While  dinging  to  the  pole  he  touched  the  live  wire  and  was  thrown 
head  downwards  toward  the  ground.  In  descending  he  struck  the 
limb  of  a  tree  which  turned  him  over  so  that  he  struck  the  ground 
on  his  feet. 

The  accident  was  not  a  serious  one,  and  the  injured  man  remains 
in  the  employ  of  the  company. 

The  Pittsfield  Electric  Company  reports  that  on  February  22,  an 
employee  was  injured  in  the  following  manner:  while  screwing 
a  cross-arm  on  an  iron  pole,  the  man  accidentally  placed  his  hand 
upon  a  live  alternating  current  wire,  the  other  hand  at  the  same 
time  being  on  the  iron  pole.  The  foreman  of  the  company,  who 
was  on  the  ground,  at  once  telephoned  to  the  company*s  office  to 
cut  out  the  circuit,  which  was  done.  The  man's  injuries  were 
found  to  be  a  severe  nervous  shock  and  badly  burned  hands, 
but  it  does  not  appear  that  he  sustained  any  permanent  impair- 
ment. 

Oliver  P.  Russell,  a  police  officer,  was  injured  on  Neponset 
Avenue,  Dorchester  district,  Boston,  on  the  evening  of  Tuesday, 
March  1 ,  by  contact  with  a  broken  electric  light  wire.  The  end  of 
the  wire  was  swinging  over  the  street  when  the  officer  touched  it. 
He  suffered  a  severe  shock  and  became  unconscious,  in  which 
condition  he  was  taken  to  the  City  Hospital.  He  was  discharged 
from  there  March  7,  to  receive  further  treatment  at  the  medical 
out-patient  department. 

James  Hayes,  a  trimmer  in  the  employ  of  the  Boston  Electric 
Light  Company,  residing  at  No.  343  Fifth  Street,  South  Boston, 
received  an  electric  shock,  which  caused  his  death,  while  trim- 
ming an  arc  street  light  in  front  of  No.  57  Dover  Street,  on  the 
morning  of  April  11.  Shortly  after  six  o'clock  a.m.  he  was  seen 
to  ascend  the  pole  on  the  top  of  which  was  the  light  above  men- 
tioned, take  the  usual  position,  with  feet  on  the  wooden  cross-arm 
below  the  lamp,  attach  his  belt  to  the  proper  fixture  and  commence 
to  trim  the  lamp.  In  a  few  moments  he  was  observed  to  fall  back- 
ward, his  feet  remaining  on  the  cross-arm,  and  body  suspended  by 
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the  belt,  apparently  lifeless.  After  fifteeu  or  twenty  minutes, 
he  was  tftkeu  down  and  removed  to  tbe  police  Btation  on  Dedbiim 
Slrtet.  A  pbysician  was  in  attendance  very  soon  after,  but  found 
lite  extinct.  Esamination  sliowed  that  tbe  man's  bands  were 
burnei!  and  tbe  pupils  uf  bis  eyes  dilated.  Tbe  lamp  was  pro- 
vided witb  tbe  usual  switcb  or  "cutout,"  wbicb  is  designed  to 
eaable  the  operator  at  tbe  lamp  to  turn  aside  the  current  from 
Ikt  kuuji  BO  that  it  can  be  trimmed  without  danger.  Whether 
deceased  n^lected  to  take  tbis  precaution  could  not  be  satis- 
factorily determined.  Tbe  company  claimed  that  be  was  DCgligent 
in  this  respect,  that  the  circuit  on  wLicb  be  was  working  was  cut 
out  at  the  station,  and  that  the  current  must  have  come  from 
accidental  contact  of  its  wires  witb  tbe  wires  of  some  other 
electric  company.  Deceased  was  about  thirty  years  old,  and 
had  been  in  the  employ  of  the  company  for  four  and  a  half 
moDtlis. 

•fames  D.  BoUen,  about  tbirty-flve  years  of  age,  a  boiler  tender 
b;  occupation,  and  a  resident  of  Northbridge,  came  to  ble  death 
onlhe  tbirty-firat  day  of  July,  m  consequence  of  placing  one  of 
his  handa  on  a  wire  charged  with  electricity.  On  the  ninth  day 
of  August  last  an  inquest  upon  said  death  was  held  by  tbe 
justice  of  the  second  district  court  of  southern  Worcester  ;  and  tbe 
report  returned  in  tbe  case  Quds  that  said  deceased  came  to  bis 
death  in  the  manner  above  mentioned  ;  that  said  wire  was  connected 
with  an  electric  arc  light  pole  of  tbe  Uxbridge  and  Northbridge 
Electric  Company,  on  Water  Street,  in  the  village  of  Whitinsville 
in  Northbridge,  being  attached  to  the  pole  by  coiling  tbe  wire 
about  it,  and  from  thence  made  fast  below  to  a  bolt  in  a  rock  in  a 
atone  wall,  thus  serving  as  a  guy  wire  to  the  pole.  U  would 
appear  that  tbe  current  of  the  electric  light  wire  was  transmitted 
to  the  pole  and  thence  to  the  guy  wire,  the  presence  of  moisture 
from  a  recent  rain  rendering  tbe  conditions  favorable.  Two 
men  toDcb^d  the  guy  wire  just  before  the  deceased,  and  both 
Uperienoed  a  very  severe  shock.  These  remarked  the  effect 
Dpon  them;  and  it  seems  tbe  deceased  person,  out  of  curiosity, 
stepped   up   to  the  guy  wire  and  placed  his  hand  upon  it,  and 


immediately  Ml  backward  upon  the  groundt  giviog  do  §ign  of  life 
afterward.  An  autopsy  held  by  ttie  medical  esaminer  disdoeed 
two  epota  OD  tiie  left  temple,  having  the  appearance  of  inden- 
tations of  the  slfiu ;  a  blaok  spot  a  little  below  and  back  of  the 
right  ear;  and  an  abrasion  on  the  forefinger  of  the  right  hand. 
Tlie  external  vesaels  of  the  brain  were  congested,  as  was  also 
the  cerebellum.  The  interior  of  the  brain  was  perfectly  normal ; 
the  heart  normal  in  siKe  aod  condition,  and  deceased  appeared 
to  be  in  robust  health. 
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On  the  morning  of  October  6  Peter  Derthinume,  of  the  city  of 
Springfield,  a  lineman  in  the  employ  of  the  United  Electric  Light 
Company,  was  killed  by  an  electric  current  from  a  wire  of  said 
company.  Bcrthiaume  was  an  experienced  lineman,  having 
worked  in  that  capacity  three  years  for  the  long-distance  tele- 
phone company,  and  for  the  four  years  prior  to  his  death  for 
said  electric  light  coiiipuny.  lie  left  the  station  at  7.30  o'clock 
A.M.,  the  day  of  the  accident,  to  transpose  the  wires  of  an  over- 
head slternating  current  circuit  on  a  pole  located  on  the  east 
side  of  Main  Street,  between  Congress  and  Franklin  streets. 

Suob  transposition  of  tire  wires  is  attended  with  great  danger, 
and  the  man  bad  been  cautioned  a  day  or  two  before,  when  given 
this  work,  to  shut  off  the  current  from  the  circuit  at  the  switch, 
situated  in  a  covered  passageway  in  the  C'ooley  Hotel  block  on 
Liberty  Street.  He  bad  to  pass  by  this  switch  on  his  way  to  the 
pole,  but  evidently  neglected  to  shut  off  the  circuit.  He  began  work 
in  the  usual  way,  by  putting  up  a  croHs-ann  at  right  angles  with 
the  ordinary  horizontal  cross-arm,  and  had  scraped  the  insulation 
from  the  two  connections  oa  the  wire  toward  tlie  sidewalk,  and 
also  the  insulation  from  the  end  of  the  connecting  wire,  ready  to 
put  it  on  the  other  line  on  the  outside,  when  he  in  some  way 
received  the  shock  which  caused  his  death.  As  he  slid  off  tbe 
orosa-arm  on  which  he  had  been  sitting,  the  strap  which 
held  bis  climbing  spurs  to  his  left  foot  caught  on  an  empty 
peg  and  prevented  his  falling  to  the  ground.  His  features 
and  general  appearance  indicated  that  death  was  instan- 
tftoeoiu.       There   was  a  small   deep   burn   on   palm    of    right 
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band,  and  a  broad  blister  entirely  across  left  palm  near 
the  fingers.  Carried  apon  the  same  pole  was  a  telephone  cable 
and  wires  for  arc  ligtiting ;  it  would  seem  that  his  left  hand  had 
grasped  the  cable  while  his  right  was  upon  the  alternating  current 
wire.  The  arc  wires  were  tested  for  grounds  promptly  after  the 
accident,  but  none  were  found.  On  the  morning  of  the  accident  a 
fellow  workman  passing  by  the  switch  box  about  9  o'clock  noticed 
that  the  circuit  was  still  on  the  line  of  the  fatality.  Deceased  was 
a  man  of  experience  and  good  habits,  and  his  failure  to  exercise 
his  ordinary  precaution  must  have  arisen  through  carelessness  or 
thooghtlessness. 

James  Keating,  a  lineman  in  the  employ  of  the  Maiden  Electric 
Company,  was  killed  by  an  electric  current  from  an  arc  light 
wire  in  the  city  of  Maiden  on  the  afternoon  of  October  17.  He 
was  at  work*  on  a  pole  on  Clifton  Street,  making  a  connection, 
when  he  was  seen  to  fall  across  the  stretched  wires.  His  death 
was  probably  instantaneous,  as  life  was  extinct  when  he  was 
removed  from  the  wires  a  few  minutes  after  his  coidition  was 
noticed.     Deceased  was  about  twenty-six  years  old. 

Accidenta  from  Gas. 

S.  S.  Montague  of  Springfield  went  to  bed  in  his  room  at  the 
asaal  hour,  at  No.  34  Harrison  Avenue  in  that  city,  on  the  night 
of  January  1 1 .  Not  appearing  according  to  his  habit  in  the  morning 
at  his  place  of  business,  parties  went  to  his  room,  rapped  on  the 
door  and  could  get  no  response.  When  the  door  was  opened  the 
room  was  found  filled  with  illuminating  gas,  and  Mr.  Montague 
upon  the  bed  unconscious.  Gas  was  flowing  from  the  burner, 
indicating  that  he  had  failed  to  turn  off  the  vent.  The  room  was 
about  eight  by  twelve  feet,  and  nine  feet  high ;  the  doors  and 
windows  were  shut.  Under  the  care  of  a  physician  he  was 
restored  to  consciousness,  and  finally  recovered  from  the  effects 
of  the  gas. 

John  Palmer,  residing  at  No.  19  Indiana  Place,  Boston,  appar- 
ently forty-five  years  of  age,  was  found  dead  in  a  room  formerly 


36  GAS  AND  ELECTRIC  LIGHT.  [Jan. 

ased  as  a  club  room  on  the  second  floor  of  104  Harrison  Avenue, 
Boston,  January  15,  at  about  8  o'clock  p.m.  He  had  been  at 
work  in  the  afternoon  of  that  day  painting  the  room.  The  occu- 
pant of  the  store  underneath  the  club  room  had  noticed  the  smell 
of  illuminating  gas  during  the  evening,  and  finally  located  its 
source  at  the  door  of  the  club  room,  which  he  opened,  and  found 
Mr.  Palmer  on  the  floor  dead.  Three  of  the  four  burners  were 
flowing  in  full  force,  and  the  doors  and  windows  were  closed. 
Deceased  was  sickly,  had  suffered  much  from  rheumatism,  was 
despondent  at  times,  and  the  case  was  apparently  suicidal. 

John  Schroeder  was  found  dead  in  bed  in  his  room  at  No.  1451 
Washington  Street,  Boston,  on  the  morning  of  February  1,  under 
circumstances  indicating  that  he  had  committed  suicide  by  inhaling 
illuminating  gas.  The  cracks  around  the  doors  and  windows  and 
the  key  hole  had  been  covered  with  mucilaged  paper.  The  gas 
burner  had  been  unscrewed  and  replaced  by  a  paper  cover,  to 
which  was  attached  a  string  by  which  the  cover  could  be  removed 
from  a  distance,  and  this  appeared  to  be  the  means  employed  by 
deceased  to  set  the  gas  flowing.  Letters  written  by  deceased 
addressed  to  relatives  and  friends  were  found  in  the  room, 
announcing  his  suicidal  intention. 

Miss  Lucy  Duffy  was  an  elderly  single  woman,  and  occupied  a 
small  attic  room  at  No.  1666  Washington  Street,  Boston,  for 
several  mouths,  where  she  followed  the  occupation  of  dressmaker. 
The  smell  of  illuminating  gas  emanating  from  her  room  led  to  the 
door  being  broken  open  at  about  10  o'clock  a.m.,  February  19. 
Miss  Duffy  was  found  dead,  with  her  head  resting  on  her  sewing 
machine.  Near  by  was  a  gas  jet  from  which  gas  was  escaping 
freely.  Whether  death  came  accidentally  or  otherwise  could  not 
be  determined. 

Shortly  after  midnight,  on  the  morning  of  February  19,  occu-  . 
pants  of  the  tenement  blocks  adjoining  each  other  at  No.  112  East 
Canton  Street  and  1  Thorn  Street  were  awakened  from  their  sleep 
and  noticed  the  odor  of  escaping  illuminating  gas.    This  led  to  an 


1893.]  PUBLIC  DOCUMENT  — No.  35.  37 

investigation,  and  it  was  discovered  that  gas  was  present  in  large 
volume  in  the  several  tenements  in  the  buildings.  The  various 
apartments  were  visited,  and  many  of  their  occupants  found  to  be 
suffering  from  inhaling  the  gas,  some  being  unconscious.  These 
were  relieved  by  the  prompt  application  of  restoratives  and  medical 
treatment,  and  as  far  as  known  all  finally  recovered.  The  source 
of  the  escaping  gas  was  found  to  be  a  break  in  the  street  main 
laid  in  Thorn  Street,  from  which  the  gas  went  into  the  basement 
and  thence  throughout  the  buildings.  It  was  said  that  within  a 
few  months  prior  to  the  discovery  of  the  break  there  had  been 
considerable  digging  in  Thorn  Street,  which  had  been  followed  by 
a  settling  of  the  earth. 

On  the  morning  of  February  24,  Mrs.  Kate  Richardson,  an 
occupant  of  a  room  at  No.  612  Tremont  Street,  Boston,  was  dis- 
covered lying  dead  in  bed.  A  five-foot  burner  was  found  open, 
and  the  room  was  filled  with  illuminating  gas.  There  was  one 
door  and  a  window  in  the  room,  and  both  were  tightly  closed. 
How  long  she  had  been  dead  could  not  be  ascertained,  but  she  had 
not  been  seen  about  for  at  least  twenty-four  hours.  S!ie  had 
received  \nsits  from  children  and  other  relatives,  and  had  recently 
sustained  a  loss  by  the  death  of  one  of  her  children.  It  was  said 
that  deceased  acted  somewhat  strangely  at  times.  She  was  about 
thirty-five  years  of  age. 

William  Elsbree,  a  compositor,  about  fifty-five  years  old,  was 
found  lying  unconscious  upon  the  floor  of  his  room  at  No.  31 
HoUis  Street,  Boston,  at  11.30  on  the  morning  of  March  6.  One 
of  the  gas  burners  was  turned  partly  on,  as  was  also  the  supply  to 
a  gas  stove.  There  was  an  empty  morphine  bottle  upon  a  bureau, 
and  the  deceased  had  the  reputation  of  habitually  using  that  drug. 
He  retired  to  his  room  about  10  o'clock  the  previous  evening,  and 
probably  while  under  the  influence  of  the  drug  left  the  fixtures 
in  the  condition  found.  He  was  removed  to  the  Massachusetts 
General  Hospital,  where  he  died  at  6.30  a.m.,  March  7.  It  was 
not  quite  clear  whetiier  death  was  caused  by  the  gas  or  by  a 
combination  of  that  and  the  morphine. 
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Dinsmore  Howe  of  New  Salem,  aged  about  fifty  years,  registered 
at  the  Commercial  House,  Athol,  at  about  11.45  o'clock  p.m.  on 
March  26,  and  was  immediately  shown  to  a  room  on  the  third  floor. 
In  reply  to  a  question  by  the  proprietor  he  stated  that  he  under- 
stood the  use  of  gas,  and  he  was  left  for  the  night.  At  about 
eleven  o'clock  on  Sunday  the  smell  of  escaping  gas  was  traced  to 
his  room.  The  door  was  forced  open,  and  Howe  found  dead  in 
bed ;  from  appearances  he  had  been  dead  three  or  four  hours. 
The  gas  cock  was  fully  open,  the  gas  escaping  through  a  six-foot 
tip.  The  room  was  eight  by  fifteen  feet  and  ten  feet  high, 
containing  about  twelve  hundred  cubic  feet.  There  was  one 
window  and  one  door  in  the  room,  both  tightly  closed.  It  was 
uncertain  whether  the  death  was  accidental  or  suicidal. 

April  1,  at  about  6.30  in  the  morning,  Joseph  Foley,  a  pattern 
maker,  was  found  dead  in  his  room  at  No.  360  Dudley  Street, 
Roxbury;  in  the  opinion  of  the  physician,  life  had  been  extinct 
for  some  two  hours.  An  investigation  proved  that  the  gas  was 
escaping  through  a  three-foot  burner,  partly  turned  on,  presum- 
ably left  so  by  accident  when  deceased  went  to  bed.  He  was 
about  thirty-seven  years  old,  and  was  of  good  weight  and  strong 
frame.  He  appeared  to  enjoy  good  health,  with  the  exception  of 
a  catarrhal  trouble,  which  may  have  rendered  him  more  susceptible 
to  injury  from  the  gas.  The  room  was  small,  nine  by  seven  feet 
and  eight  feet  high,  with  one  window  and  a  door,  both  closed  at 
the  time  of  the  discovery. 

Benjamin  Jacobs,  living  at  No.  57  East  Canton  Street,  Boston, 
was  discovered  in  his  room  with  life  extinct,  April  14,  at  8  o'clock 
in  the  forenoon.  The  gas  key  was  open,  giving  a  full  flow  from 
the  burner,  when  deceased  was  found ;  the  door  and  window  of 
the  room  were  shut  and  the  key  hole  stopped  with  paper. 
Deceased  was  about  forty-five  years  of  age,  had  lost  his  wife 
recently, ]and  had  been  despondent  at  times.  It  appeared  to  be  a 
case  of  suicide. 

On  the  morning  of  April  20,  at  11  o'clock,  George  J.  Adams 
was  found  unconscious  in  his  room  at  No.  96  Chandler  Street, 
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Boston,  where  he  had  lived  for  about  ten  days,  ooming  there  from 
North  Reading,  Maas.  He  had  recently  been  teaching  school,  and 
under  advice  of  a  physician  had  given  it  up  because  of  failing 
health.  He  had  been  low-spirited  at  times.  There  were  four 
burners  in  the  room,  one  of  which  was  turned  on.  There  were 
DO  other  indications  of  suicidal  intent,  and  the  opening  of  the  gas 
burner  may  have  been  accidental,  for  the  key  had  no  guard,  and 
turned  easily.  He  was  taken  to  the  City  Hospital,  where  he  died 
April  22.     Deceased  was  twenty-five  years  of  age. 

James  Hurley  registered  at  the  St.  James  Hotel,  Beach  Street, 
Boston,  on  the  night  of  April  16,  and  was  accompanied  to  his 
room  by  a  clerk,  who  instructed  him  in  the  use  of  the  gas  burner, 
and  opened  a  transom  over  the  door  at  least  one-third  way,  and 
left  him  preparing  to  go  to  bed  about  12.80  o'clock.  Not  making 
his  appearance,  the  room  was  visited  shortly  after  one  o'clock  the 
next  afternoon,  and  he  was  found  dead  in  bed,  life  having  been 
apparently  extinct  for  several  hours.  The  three-foot  burner  was 
turned  on  full  and  the  transom  and  windows  closed.  Deceased 
was  evidently  about  forty-one  years  old,  and  a  laborer. 

Joseph  D.  Sweeney,  aged  twenty-two  years,  was  discovered  dead 
in  his  bed,  at  his  boarding-place.  No.  732  Western  Avenue, 
Lynn,  May  3,  about  6.50  o'clock  in  the  morning.  During  the 
afternoon  of  the  day  before  the  smell  of  illuminating  gas  was 
noticed  about  the  building,  and  the  occupants  of  the  upper  part 
were  cautioned  not  to  close  the  windows  at  night,  as  the  leak  had 
not  been  discovered.  On  opening  the  door  of  the  room  where 
deceased  was  found,  it  appeared  that  the  precaution  had  been 
neglected,  as  the  two  windows  were  tightly  shut.  The  outlet  of 
the  gas  was  found  next  morning  to  be  the  open  end  of  a  pipe 
located  between  the  floor  of  the  room  and  the  ceiling  of  the 
store  below. 

E.  H.  Thompson  of  Plymouth,  Mass.,  registered  at  the  Ply- 
mouth House,  corner  South  and  Kneeland  streets,  Boston,  on 
Sunday  evening,  September  4,  and  was  assigned  a  room  on  the 
third  floor,  to  which  he  retired  about  10  o'clock.     He  was  found 
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dead  in  bed  about  8  o'clock  Monday  morning,  having  been 
suffocated  by  illuminating  gaa,  which  was  escaping  through  a 
four-foot  burner  partly  open.  The  room  contained  about  five 
hundred  and  ninety  cubic  feet,  being  twelve  by  eleven  feet  and 
seven  feet  high.  There  was  one  door  in  the  room,  which  was 
tightly  closed,  and  one  window,  about  two  feet  eight  inches  by 
four  feet  six  inches,  slightly  open.  The  gas  light  was  supposed  to 
have  been  accidentally  extinguished. 

On  September  1,  a  man  registering  as  David  Balderston  of 
Prince  Edward  Island  was  assigned  a  room  at  Hotel  Eastern, 
Canal  and  Causeway  streets,  Boston,  engaging  the  same  for  a 
week.  In  the  afternoon  of  September  5,  about  4  o'clock,  the 
odor  of  gas  was  noticed  about  the  room ;  the  door  was  forced  open, 
and  the  man  was  found  dead  in  bed.  The  gas  was  flowing  from 
the  burner,  and  the  window  was  closed.  Deceased  appeared  to 
be  about  twenty-five  years  old,  and  of  regular  habits,  and  the 
circumstances  indicated  suicide.  The  physician  pronounced  the 
death  to  be  caused  by  gas  suffocation. 

James  Morris,  a  boarder  at  No.  11  Warrenton  Street,  Boston, 
retired  about  10  o'clock  on  the  evening  of  October  15  last,  and 
not  appearing  at  the  usual  time,  his  room  was  opened  by 
the  proprietor  about  9  o'clock  the  next  morning,  who  found  the 
man  lying  dead  in  bed  and  the  room  full  of  gas,  which  was 
escaping  through  a  five-foot  burner,  fully  open.  The  door  was 
tightly  closed,  as  was  also  a  window  at  the  opposite  end  of  the 
room,  curtains  of  which  were  closely  drawn.  The  room  contained 
about  five  hundred  and  forty  cub|Q  feet. 

A.  M.  Ryder  of  Quincy,  a  guest  at  the  Boston  Hotel,  Beach 
Street,  registered  at  about  11  o'clock  on  the  evening  of  October  9, 
and  went  to  his  room  shortly  after,  where  he  was  found  uncon- 
scious the  next  morning  about  8  o'clock.  The  key  of  the  gas 
burner  was  open,  and  gas  was  escaping;  the  one  window  was 
closed,  but  a  small  aperture  above  the  door  was  open.  Deceased 
was  said  to  have  been  under  the  influence  of  intoxicating  liquor 
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the  night  previoas,  and  was  probably  careless  about  the  gas  key. 

I 

A  physician  was  called,  but  death  ensued  before  his  arrival. 

Mrs.  Emilie  Brais  of  Providence,  R.  I.,  was  asphyxiated  on  the 
night  of  September  13  at  No.  7  Endicott  Street,  Lynn,  where  she 
was  visiting  her  daughter.  She  went  to  her  room  about  10  o'clock, 
apparently  in  good  health,  and  was  found  there  in  the  morning 
about  6  o'clock,  dead.  Gas  was  escaping  from  a  burner,  which 
was  not  entirely  turned  off.  Deceased  was  about  seventy-five 
years  of  age. 

On  the  night  of  October  5,  E.  E.  Jameson  of  North  Brookfield, 
aged  thirty-six  years,  registered  at  the  Wilson  House,  Natick,  and 
was  given  a  room  in  the  west  end  of  the  building.  He  had  been 
around  the  town  during  the  day,  and  was  apparently  somewhat 
under  the  influence  of  intoxicating  liquor  when  he  went  to  bed. 
The  smell  of  escaping  gas  was  traced  to  his  room.  When  the 
room  was  opened,  gas  was  escaping  from  a  four- foot  burner,  and 
Jameson  was  lying  on  the  bed.  A  physician  came,  and  stated 
that  deceased  had  been  dead  for  some  hours,  and  that  the  cause 
was  suffocation  from  the  gas. 

A  man  registering  as  Luther  L.  Rawson  of  Bradford,  Mass., 
was  discovered  dead  in  his  room  at  the  jEtna  House,  Haverhill, 
about  10  o'clock  on  the  forenoon  of  December  27.  He  retired  to 
his  room  about  midnight,  Saturday,  December  24,  which  was  the 
last  time  he  was  seen  alive.  On  opening  the  door  the  room  seemed 
filled  with  gas  which  was  flowing  from  an  open  burner,  doubtless 
the  cause  of  death.  Nothing  peculiar  in  the  bearing  of  the  man 
had  been  noted  ;  he  appeared  to  be  in  comfortable  circumstances, 
and  articles  of  some  value,  besides  money,  were  found  among  his 
effects.  He  was  apparently  about  forty-eight  years  old.  It  did 
not  clearly  appear  whether  the  death  was  accidental  or  not. 

On  the  night  of  October  3,  while  visiting  in  the  city  of  New 
Bedford,    a   resident  of  the   adjoining  village   of  Steep   Brook, 
named  Hewins,   narrowly  escaped  asphyxiation  by    illuminating 
gas.     He  retired  to  his  bed  chamber  at  the  house  No.  96  Washing- 
ton Street  quite  early  in  the  evening.     The  next  moravug^  wVii^ii 
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one  of  the  oconpants  of  the  house  arose,  the  smell  of  gas  was 
noticed,  and  on  investigating  it  was  found  that  it  came  from  the 
room  occupied  by  Mr.  He  wins.  All  attempts  to  gain  a  response 
being  unavailing,  the  door  was  forced  open,  and  Mr.  Hewins  was 
found  lying  on  the  floor  insensible.  A  physician  worked  on  him 
for  nearly  two  hours,  finally  restoring  him  to  consciousness.  The 
room  was  found  filled  with  gas  and  the  gas  jet  was  open. 

Francis  A.  Backus,  an  employee  x)f  the  New  Bedford  Gas  and 
Edison  Light  Company,  while  tapping  a  main  to  connect  a  service 
on  William  Street  in  New  Bedford,  on  the  afternoon  of  November 
15,  was  overcome  by  gas  from  the  pipe,  and  had  to  be  taken 
from  the  pit  where  he  was  at  work  and  carried  to  his  house.  He 
recovered  sufficiently  to  return  to  his  work  on  the  morning  of  the 
next  day. 

Ida  Alphia,  sixteen  years  old,  residing  at  No.  78  Cross  Street, 
Boston,  was  at  work  on  the  fifth  floor  of  the  building  No.  76 
Prince  Street,  December  17.  She  lighted  a  match,  and  an  explo- 
sion followed,  and  she  was  thrown  down,  slightly  burned,  and 
sustained  a  fracture  of  the  skull.  The  cause  of  the  explosion 
was  the  ignition  of  illuminating  gas  which  came  from  a  leak  in  a 
gas  pipe. 

On  November  21,  at  about  4.15  o'clock  in  the  morning,  James 
Hunt,  night  operator  of  the  oil  gas  plant  of  the  Brockton  Gas 
Light  Company,  while  throwing  the  drippings  into  the  tar  well  at 
the  works,  held  a  lantern  in  his  hand  which  ignited  the  gas  in  the 
well,  causing  an  explosion,  and  setting  the  tar  on  fire.  His  face 
and  hands  were  badly  burned,  incapacitating  him  temporarily  for 
work. 

The  number  of  deaths  in  the  United  States  reported  to  the 
Board  from  various  sources  during  the  year  1892,  caused  by  in- 
haling illuminating  gas,  is  two  hundred  and  fifty.  Of  this  number 
thirty-seven  are  reported  as  suicides,  and  two  hundred  and  thirteen 
are  supposed  to  have  been  accidental.  The  supposed  accidental 
cases,  omitting  those  in  this  State,  occurred  in  the  following- 
named  cities  and  towns  :  — 

Newark,  N.  J.,  Pittsburg,  Wilkesbarre   and    Allegheny,  Pa., 
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Lexington,  Ky.,  Cincinnati,  O.,  New  Roohelle,  Saratoga,  Al- 
bany, Long  Island  City,  Newburg  and  Binghampton,  N.  Y., 
Joliet,  111.,  Janesville,  Wis.,  Benton  Harbor,  Jackson  and  Grand 
Rapids,  Mich.,  Hagerstown,  Md.,  Bridgeport,  Ct.,  San  Jos6,  Cal., 
Seattle,  Wash.,  Sioux  Falls,  Burlington  and  Dubuque,  la., 
one  each;  Troy,  N.  Y.,  Pawtucket,  R.  I.,  Weehawken,  Jersey 
City  and  Atlantic  City,  N.  J.,  Hartford,  Ct.,  Aurora,  111.,  Toledo, 

C,  and  Omaha,  Neb.,  two  each;  Milwaukee,  Wis.,  St.  Paul, 
Minn.,  St.  Louis,  Mo.,  and  Brooklyn,  N.  Y.,  three  each;  Sacra- 
mento, Cal.,  Providence,  R.  I.,  Baltimore,  Md.,  and  Washington, 

D.  C,  four  each ;  Philadelphia,  Pa.,  fifteen  ;  San  Francisco,  Cal., 
twenty-seven;  Chicago,  111.,  thirty-eight;  New  York  City,  forty- 
seven.  Of  this  number,  eight  occurred  where  coal  gas  only  is 
made,  seventy  where  water  gas  is  exclusively  used,  and  one 
hundred  and  nineteen  where  both  coal  and  water  gas  are  used. 

Following  is  the  number  of  deaths  occurring  each  month  in  the 
year:  January,  15;  February,  25;  March,  15;  April,  22;  May, 
15 ;  June,  15 ;  July,  13 ;  August,  9 ;  September,  25 ;  October, 
35  ;  November,  22  ;  December,  39 . 

GAS    COMPANIES. 

The  following  table  shows  the  corporate  name,  the  localities 
supplied,  the  capital  and  the  par  value  of  the  shares  of  the  gas 
companies  in  active  operation  on  the  thirtieth  day  of  June  last :  — 


CORPORATE  KAMK. 


Localitlea  Supplied. 


Adams  Gas  Light  Co., 
Amesbury  &  Salisbury  Gas  Co., 
Amherst  Gas  Co., 
Arlington  Gas  Light  Co.,  . 


Athol  Gas  &  Electric  Co.,  . 
Attleborough  Gas  Light  Co., 
Bay  State  Gas  Co.,*    . 
Beverly  Gas  &  Electric  Co., 
Boston  Gas  Liffht  Co., 
Brockton  Gas  Light  Co.,    . 
Brookline  Gas  Light  Co.,  . 


Adams, 

Amesbury, 

Amherst,    . 
!  Arlington, 
'  Belmont,  . 

Winchester, 

Athol, 

Attleborough,  . 
I  Boston  (in  part), 
I  Beverly,    . 

Boston  (city  proper ) 

Brockton, 

Brookline, 

Boston  (Brighton 
District), 


CapiUl. 


Par 

Value. 


$17,300 

60,000  ! 
25,000  •' 
70,000  ! 


25,000 

46,400 

500,000 

92,000 

2,500,000 

100,000 

600,000 


f25 
100 
100 
100 


100 
100 
UK) 
100 

m) 

100 
100 


*  Sold  principnlly  to  other  curapauiea. 
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COBPORATE  NAME. 

Localitlea  Supplied. 

Capital. 

Par 
Valae. 

• 

Cambridge  Gas  Light  Co., 

Cambridge, 
Somerville  (in  part), 

$700,000 

(100 

— 

— 

CharlestowD  Gas  &  Electric  Co., 

( 'harlestown,    . 

500,000 

60 

Somerville  (in  part). 

— 

— 

Medford  (in  part),  . 

— 

Everett,    . 

— 

— 

Chelsea  Gas  Light  Co  , 

Chelsea,    . 

300,000 

100 

Everett,    . 

— 

— 

Chicopee  Gas  Works, 

Chicopee  Centre, 

30,000 

— 

Citizens^Gas  Light  Co.  of  Quincy, 
Citizens^  Gas  Light  Co.  of  Read- 

Quincy,   . 

63,000 

100 

ing,  South  Reading  and  Stone- 

ham,        ..... 

Wakefield, 

95,300 

100 

Reading,  . 

— 

— 

Stoneham, 

- 

— 

Clinton  Gas  Light  Co., 

Clinton,    . 

73,000 

500 

Cottage    City    Gas   &  Electric 
Li^tCo 

(xOttage  City,    . 

25,000 

100 

Danvere  Gas  Light  Co., 

Dan  vers,  . 

20,000 

50 

Dedham   &   Hyde  Park  Gas  & 

Electric  Light  Co., . 

Dedham,  . 

100,000 

50 

Hyde  Park, 

— 

— 

Dorchester  Gas  Light  Co., 

Boston    (Dorchester 

District), 

400,000 

100 

Milton, 

— 

— 

East  Boston  Gas  Co  , 

Boston  (E.  Boston), 

220,000 

25 

Easthanij)ton  Gas  Co., 

Easthampton,   . 

30,000 

100 

Fall  River  (ias  Works  Co., 

Fall  River  (in  part). 

288,000 

100 

Fitchburg  Gas  (^o  ,     . 

Fitchburg, 

150,000 

50 

Framinghani     Gas,      Fuel      & 

Power  Co.,       .... 

tramingham,   . 

75,000 

100 

(iloucester  Gas  Light  Co., . 

Gloucester, 

80,000 

50 

Greenfield  Gas  Light  Co., . 

(Jreenfield, 

50,000 

50 

Haverhill  Gas  Light  Co.,   . 

Haverhill, 

75,000 

50 

c^ 

Bradford, 

— 

— 

Ipswich  (jas  Light  Co., 

Ipswich,   . 

16,0'.  0 

li;0 

Jamaica  Plain  (Jas  Light  Co.,    . 

Boston  (Ward  23),  . 

250,000 

100 

Lawrence  Gas  Co.,     . 

Lawrence, 

530,000 

100 

Methuen, . 

— 

— 

North  Andover, 

— 

— 

Leominster  Gas  Light  Co., 

Leominster, 

50,000 

100 

Lexington  (ias  Light  Co.,  . 

Lexington, 

20,000 

100 

Lowell  (ias  Light  Co., 

Lowell,     . 

500,000 

100 

Dracut. 

— 

— 

Tewksbury, 

— 

— 

Lynn  Gas  &  Electric  Co.,  . 

Lynn, 

375,000 

100 

Swampscott,     . 

— 

— 

Maiden  &  Melrose  Gas  Light  Co., 

Maiden,    . 

220.000 

100 

Melrose,  . 

— 

•> 

Medford  (in  part),  . 

— 

— 

Everett,    . 

— 

— 

Manufacturers*  Gas  Light  Co.,  . 

Fall  River  (in  part). 

50,000 

100 

Marblehead  (ias  &  Electrics  Light 

V\'«f«                  •                  •                  •                  •                  • 

Marblehead.     . 

40,000 

100 

Marlborough  Gas  Light  Co., 

Marlborough,  . 

50,000 

100 
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Middleborough  Gas  &  Electric 

Mil  ford  Gas  Light  Co., 

Nantucket  Gas  Light  Co., . 

Natick  Gas  Light  Co., 

New  Bedford  Gas  and  Edison 

Li^ht  Co.,  .... 
Newburjport  Gas  &  Electric  Co., 
Newton  &  Watertown  Gas  Light 

Co. 


North  Adams  Gas  Light  Co., 
Northampton  Gas  Light  Co., 
North  Attleborough  Gas  Light 

Vyl/««  •  •  •  •  • 

Norwood  Gas  Light  Co.,  . 

Pittstield  Coal  Gas  Co.,  . 

Plymouth  Gas  Li^ht  Co.,  . 

Roxbury  Gas  Light  Co.,  . 

Salem  Gas  Light  Co., 

South  Boston  Gas  Light  Co., 

Southbridge  Gas  &  Electric  Co. 
Spencer  Gas  Co., 
Springfield  Gas  Light  Co., 
Stougnton  Gas  &  Electric  Co., 
Taunton  Gas  Light  Co., 
Waltham  Gas  Light  Co.,    . 
Webster  Electric  Co., 

Westfield  Gas  Light  Co.,   . 
Williamslown  Gas  Co., 
Wobum  Gas  Li^ht  Co., 
Worcester  Gas  Light  Co.,  . 


Middleborough, 
Mil  ford,  . 
llopedale, 
Nantucket, 
Natick,     . 

New  Bedford, . 
Newbury  port. 


Newton,  . 

Watertown, 

Wellesley, 

Weston,*. 

North  Adams, 

Northampton, 


North  Attleborough, 

Wrentham, 

Norwood, 

Pittsfield, 

Plymouth, 

Boston  (R  o  X  b  u  ry 
District), 

Salem, 

Peabody, 

Boston  (South  Bos- 
ton),    . 

Southbridge,    . 

Spencer,  . 

Springfield, 

Stougnton, 

Taunton, 

Waltiiam, 

Webster, 

Dudley,    . 

Westfield, 

Williamstown, 

Wobum, . 

Worcester, 


$80,000 
72,300 

86,000 
20,000 

650,000 
140,000 

226,000 


60,000 
60,000 

68,100 

12,000 
62,500 
40,000 

600,000 
300,000 


440,000 
40,000 
85,000 

500,000 
24,000 
80,000 

140,000 
45,000 

54,000 

20,000 

45,000 

500,000 


(100 
100 

100 
100 

100 
100 

100 


100 
25 

100 

100 
100 
100 

100 
100 


100 
50 
100 
100 
100 
50 
100 
100 

100 
100 
100 
100 


The  company  at  Fitchburg  furnishes  water,  that  at  Gloucester 
maintains  a  wharf  and  supplies  water,  and  that  at  Springfield 
furnishes  steam  for  heating.  In  addition  to  these,  the  companies 
in  Amherst,  Athol,  Beverly,  Brookline,  Charlestown,  Chelsea, 
Clinton,  Cottage  City,  Easthampton,  Fitchburg,  Holyoke,  Law- 
rence, Lynn,  Middleborough,  New  Bedford,  Newburyport,  New- 
ton, North  Adams,  Southbridge,  Spencer,  Stoughton,  Wakefield, 
Waltham,  Webster  and  Westfield,  furnish  electric  light. 
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The  following  table  shows  the  names  of  the  owners  of  gas 
works  not  owned  by  gas  companies,  the  localities  supplied,  and 
the  estimated  value  of  the  plants  :  — 


Chicopee  Manufacturing  Co.,  .  Chicopee  Falls, 

Holyoke  Water  Power  Co  ,  Holyoke, 

Otis  Co., Ware, 

Mrs.  M.  L.  Ruggles,     ....  Gardner, 

TheMillisCc, Millis,     . 


f25,000  00 

100,000  00 

10,000  00 

14,100  00 

20,000  00 


The  following  companies  report  bonds  and  notes  outstanding :  — 


Amherst, . 

Athol,       .        . 

Bay  State  (Boston), 

Beverly,  . 

Brockton, 

Brookline, 

Charlestown,  . 

Chelsea,  . 

Citizens^  (Quincy), 

Citizens'  (Wakefield), 

Clinton,   . 

Cottage  City, 

Dan  vers,  . 

Dedham,  . 

Easthampton, 

Fitchburg, 

Framingham, 

Greenfield, 

Haverhill, 

Ipswich, 

Jamaica  Plain, 

Lawrence, 

Lexington, 

Lynn, 

Maiden,   . 

Marbl  ahead, 

Middleborough, 

Nantucket, 

Natick,     . 

New  Bedford, 

Newburyport, 

Newton,  . 

North  Adams, 

Northampton, 

North  Attleborough, 

Pittsfield, 

Plymouth, 

Sou  til  Boston, 


(18,500  00 

25,000  00 

4,507,000  00 

16,300  00 

100,000  00 

564,000  00 

56,500  00 

70,000  00 

29,015  50 

73,000  00 

70,000  00 

4,500  00 

2,000  00 

9,000  00 

5,000  00 

14,200  00 

75,000  00 

1,000  00 

47,500  00 

8,400  00 

20,000  00 

125,000  00 

320  65 

80,500  00 

16,000  00 

80,000  00 

80,000  00 

3,000  00 

9,525  00 

171,800  00 

14,000  00 

138,000  00 

40,000  00 

10,000  00 

33,915  00 

3,500  00 

1,500  00 

25,000  00 


3.] 


PUBLIC  DOCUMENT— No.  35. 


Southbridtre, (13,600  00 

Spencer 85,000  00 

Springfield, 46;000  00 

Waltham 46,600  00 

Webster, 32,222  78 

Westfield. 21,600  00 

Willianutowo 1S,600  00 

Worcester, 8H,000  00 

Tbe  following  table  ahowa  the  whole  number  of  Btookholdera, 
the  number  resident  in  Massachusetts,  and  tbe  par  value  of  tlie 
Block  held  within  tbe  Commonwealtb :  — 


Adams, 

Amesbury, 

Amherst,    . 

Arlington, 

Aihol, 

Attleborough, 

Bay  State, 

Boston, 
Brockton,  . 

Brookline, 
Cambridge, 
Charlestown, 
Chelsea,     . 
Cliicopee, 
Ciliiens"  (Quinc 
Citizens'  (Wakei 
Clinton, 
Collage  City. 

Dedhara,    . 

Unn-h  ester, 

F.ast  Boston, 

EafithHmpton, 

Fall  River, 

Fitch  burg, 

Frarainghftin, 

Gardner, 

(iloucester, 

Greeofietd, 

HaTcrhill, 

Ipswich,     . 

•Tamaica  Plain, 

Uwrence, 

LeomiDBter, 


8 

^njm 

10 

36300 

37 

35.000 

41 

44,100 

3 

2.800 

18 

46,600 

6 

600 

40 

92,000 

4 

2.000 

43 

72,300 

11,'. 

360 

626,200 

242 

469,200 

126 

296,800 

.  3 

30,000 

9 

53,000 

48 

D4,400 

24 

'3.0<X) 

10 

25,000 

21 

11,960 

32 

59,6;-.0 

20 

287.800 

113 

196,850 

34 

2fi.70O 

l;i 

12,000 

45 

138,700 

19 

49.0<K) 

4 

24,000 

77,150 

27 

43,700 

fiS 

64.650 

16,000 

139 

239,700 

190 

476,900 

5a 

48,200 

18 

19.9<'0 

226 

448,600 
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Whole  Number 

Number  of 

Stockholders 

resident  In 

Valne  at  Par  of 

NAME  OF  COMPANY. 

of 

Stock  held  In 

Stockholders. 

Massachusetts. 

Massachosetts. 

Lynn,      ' 

Maiden, 

163 

! 
156        i 

1367,200 

143 

125        ; 

189,5C0 

Manufacturers'  (Fall  River),    . 

7 

7 

50,<X>0 

Marblehead,       .        .        .        . 

29 

23 

32,500 

Marlborough,     .... 

15 

15 

50,000 

Middleborough, 

13 

12 

45.000 

Milford 

53 

51 

71,700 

Nantucket,         .        .        .        . 

52 

48 

34,600 

Natiek, 

21 

21 

20.000 

New  Bedford,    .... 

355 

320 

487,800 

Newburyport,    .... 

99 

84 

129,900 

Newton, 

170 

167 

216,700 

North  Adams,    .... 

38 

27 

47,400 

Northampton,    .        .        .        . 

43 

32 

31,2nO 

North  Attleborough, 

36 

33 

67.400 

Norwood, 

4 

3 

10,000 

Pittsfield, 

58 

45 

54,6t  0 

Plymouth,          .        .        .        . 

29 

24 

37,800 

Roxbury, 

8 

4 

400 

Salem, 

248 

223 

278,500 

South  Boston,    .... 

21 

17 

37,000 

Southbridge,      .        .        .        . 

64 

61 

38.500 

Spencer, 

17 

17 

85,000 

Springfield,        .        .        .        . 

123 

115 

474,900 

Stoughton,         .        .        .        . 

6 

6 

24,000 

Taunton, 

113 

108 

75,050 

Waltham, 

106 

97 

130,0^)0 

Webster, 

16 

16 

45,000 

Westfield,          .        .        .        . 

22 

19 

47,7(X) 

Williamstown,  .        .        .        . 

3 

3 

20,000 

Woburn, 

45 

44 

44,600 

Worcester,         .        .        .        . 

189 

178 

462,000 
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The  following  statistics  exhibit  the  aggregate  receipts  and  ex- 
penses of  all  the  companies  in  the  State,  compiled  from  the  items 
relating  to  the  manufacture  and  sale  of  gas  in  the  returns  of  the 
last  two  years  made  to  the  Board :  — 


RECEirrs :  — 
For  gas  sold  bv  meter. 
For  gas  sappiied  to  public  lamps,     . 
From  sales  of  coke,    .... 

sales  of  tar,       .... 

sales  of  aniuioniacal  liquor, 

rent  of  metei*s, .... 

runt  of  gas  stoves  and  engines, 

rent  of  p:as  lamps,    . 

publiu  lamps  other  than  gas  lamps, 

otiier  sources, 


Fob  Ykas  Ei«di!(o  Jcwk  80. 


isot. 


15,040,438  78 

292,644  62 

266,/>8l   10 

1.57,1H2  62 

22,812  31 

1,657  65 

4,.')53  3.S 

2,314  70 

9,273  25 

592  47 


Total. 1.5,797,950  79 


EXI'EKSES  :  — 

1.  Coals,    . 

2.  Eiirichers, 
3  Purifviiiir  muierials, 
4.  VVater,  ." 
•'>  Wa<;ps  at  works,  . 

6.  Repairs  and  nmintenaneeof  works  (in- 

ciuilin^  renewal  of  retorts), 

7.  Apparatus  and  machinery ,  . 

y.  \Va;:es  of  meter  takers,  clerieal  lal>or 
in  distribution,  and  salary  or  com- 
mission of  collei'tors, 
9.  Repairs,  renewals,  and  maintenance  of 

mains  and  service  pipes,   . 
10.  Repairs  and  renewals  of  meters, 
H  Lijrhting  and   rej)airing   (gas   lamps 
only), 

12.  Liorhtin<2:  and  repairing,  and  materials 

used  for  other  lamps, 

13.  Directors'  allowances, 

14.  Salaries  of  oflicers, 

15.  General  salaries,  . 

16.  Rent  of  oltices, 

17.  General  office  expenses 
IS  Taxes,  . 
19.  Kire  insurance, 
5jO.  Law  expenses, 

21.  Claims. 

22.  Bad  debts,     . 

23.  Incidental  expenses, 

24.  Gas  bought, . 

Total,  . 


11,170,720  54 

2(>0,4:l7  (>9 

2S,576  76 

22,3.i2  38 

547,062  30 

235,428  06 
64,769  34 


105.827  93 

151,411  55 
47,597  36 

12,081  45 

8,734  78 

16,890  02 

144,705  68 

100,210  84 

12,119  09 

44,098  98 

272,884  78 

9.684  10 

34,630  09 

26,256  90 

8,976  53 

26,492  08 

842,332  69 


fO,308,118  06 

262,777  00 

24l,2?<8  05 

165,940  10 

21,123  10 

1,392  24 

2,109  04 

2,029  04 

12,.3.32  04 


16,017,108  67 


11,051,727  47 

243,574  56 

25,859  20 

21,337  89 

507,474  00 

238,019  28 
50,979  43 


114,.')72  00 

134,i:V2  03 
52,8U6  84 

16,432  22 

2,150  55 
17,4()9  .36 

152,701  81 

123,247  20 
24,4(^9  45 
45,974  10 

274,.380  92 
15.1.33  53 
23,695  82 
14,370  06 
8,493  80 
31,438  69 

918,896  83 


J4,200,281  92  $4,109,397  07 
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Fob  Ykar  Ekdiko  Jckb  30. 

ISOl. 

1H99. 

Leaving  an  apparent  net  profit  on  their 
gas  business  of 

They  have  also  received  for  interest,  etc.,. 

They  have  also  received  for  rents,  etc.,     . 

The}'  have  also  received  as  protits  from 
electric  lighting, 

11,597,668  87 

24,644  58 

211,414  51 

143,240  78 

$1,907,711  60 

29,9;i4  99 

172,394  05 

203,165  54 

Making  a  total  of        ...        . 

From  these  receipts  were  paid  interest  on 

bonds  and  loans, 

Dividends, 

Other  items, 

11,975,968  74 

$521,885  81 

1,026  950  00 

35,380  60 

$2,313,206  18 

$569,667  18 

1,064,489  00 

366  851  86 

Leaving  a  surplus  for  the  year  of 

$1,584,216  41 
$392,752  33 

$2,001,008  04 
$312,198  14 

Three  ^  of  the  companies  appear  not  to  have  earned  expenses, 
and  sixteen  ^  others  have  not  earned  sufficient  to  warrant  the 
declaration  of  any  dividend. 

The  receipts  for  gas  sold  by  meter  show  an  apparent  increase  of 
about  $268,000 ;  but  included  in  this  is  about  $70,000  from  the 
sales  made  by  various  Boston  companies  to  one  another,  which 
reduces  the  actual  increase  to  about  $192,000.  Receipts  from 
public  lamps  continue  to  fall  off,  this  year  showing  a  decrease 
of  about  $29,700. 

In  the  appendix  will  be  found,  under  date  of  June  30,  1892,  the 
separate  balance  sheets,  profit  and  loss  and  manufacturing  accounts 
of  the  companies,  as  taken  from  the  annual  returns,  with  correc- 
tions as  made  by  the  Board  after  examination  and  correspondence 
with  the  officers  of  the  several  companies. 


1  Seven  last  year. 


'  Twelve  last  year. 
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Aggregates  from  these  balance  sheets  and  those  in  the  returns 
of  1891  show  the  following  facts :  — 


For  Ybab  Exdiko  Juvk  80. 

1S»1. 

isoa. 

Assets  :  — 

Real  estate,  iiiachinerj,street  mains  and 

meters, 

f  23,075,991  07 

123,792,181  66 

Cash  on  hand, 

618,663  53 

499.648  17 

Due  for  gas, . 

492,861  55 

490,170  91 

Other  accounts  due, 

262,167  81 

176,348  29 

Materials,  etc.. 

815,315  10 

601,973  02 

Notes  receivable,  . 

164,623  31 

229,986  57 

Investments, . 

356,376  29 

432,127  41 

Electric  assets. 

2,182.642  57 

2.332,092  50 

127,968,641  23 

128,554.528  53 

LlABTLITIES  :  — 

Capital  stock, 

113,361,000  00 

113,580,000  00 

Bonds, 

1,148,556  08 

1,403,715  00 

Notes  payable, 
Unpaid  bills,. 

5,862,007  42 

5,702,708  38 

371,503  40 

271,797  55 

Unpaid  dividends. 

19,851  50 

23,086  46 

Deposits,        .... 

38,864  13 

36,787  07 

Interest  due  and  unpaid. 

10,228  88 

29,453  70 

Other  items, .... 

49,857  04 

42,294  98 

120,861,868  45 

121,090,443  14 

Reserved  and  depreciation  funds. 

520,386  14 

545,232  4G 

121,382,254  59 

$21,635,675  60 

Surplus, 

6,586,386  64 

6,918,852  93 

• 

f27,968,641  23 

^28,554,528  53 

Of  these  companies  — 


57  •  show  an  aggregate  surplus  of 
10'  show  an  aggregate  deficit  of  . 

16,824,571  26 
238,184  62 

17,074,646  23 
155,793  30 

Leaving  total  net  surplus,  as  shown 
above,         

Which,  added  to  reserves  earned  as 
liabilities. 

16,586,386  64 
520,386  14 

$6,918,852  93 
545,232  46 

Would  show  an  actual  surplus  of 
Equivalent  to  per  cent,  on  capital  of 
about 

17,106,772  78 
53 

f7,464.085  39 
55 

1  06  in  1891.    »  \\  in  1891. 
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The  following  table  shows  the  valuation  of  the  property  of  each 
company,  as  assessed  by  the  local  assessors  :  — 


NA3IE  OF  COMPANY.         \       ^"•"«<' 

NAME  OF  COMPANY. 

A»»etsed 

Value. 

Valae. 

Adams, 

116,100 

Lowell, 

1998,230 

Amesbury,    . 

18,700 

Lynn, .        .        .        , 

225,500 

Amherst, 

6,450 

Maiden, 

168,800 

Arlington,    . 

35,150 

Manufacturers'    (Fall 

Athol,   . 

12,000 

River),    . 

55,000 

Attleborough, 

26,200 

Marblehead, 

13,800 

Beverly, 

54,225 

Marlborough,     . 

17,900 

Boston, 

4,457,200 

Middleborough, 

36,250 

Bay  State,     . 

631,500 

Milford, 

76,400 

Brockton, 

76,200 

Nantucket, 

6,(X)0 

Brookline,    . 

438,600 

Natick, 

12,200 

Cambridge,  . 

826,800 

New  Bedford,    . 

460,000 

Charlestown, 

800,000 

!  Newbury  port,     . 

136,200 

Chelsea, 

330,950 

Newton, 

351,100 

Chicopee, 

30,000 

North  Adams,     . 

24,000 

Chieopee  Falls, 

10,000 

Northampton,     . 

57,900 

Citizens'  (Quincv), 

13,500 

North  Attleborough, . 

58,100 

Citizens'   (Wakefield), 

59,000 

Norwood,   . 

11,000 

Clinton, 

75,000 

Piitsfield,    . 

76,800 

Cottage  City, 

10,400 

Plymouth,  . 

22,350 

Danvers, 

4,000 

Roxbury,    . 

633,500 

Dedhani, 

33,000 

Salem, 

297,900 

Dorchester,  , 

298,400 

South  bridge. 

21,000 

East  Boston, 

221,400 

South  Boston,     . 

386,300 

Kasthampton, 

37,500 

Spencer, 

22,400 

Fall  River,   . 

275,100 

Sprino^field, 
Stoughton, 

590,000 

Fitchburg,    . 

110,000 

8,500 

Framingham, 

50,000 

Taunton,     . 

65,900 

Gardner, 

10,850 

W^altham,   . 

217,700 

Gloucester,  . 

80,000 

Ware, 

9,150 

Gre«>nfield,   . 

29,000 

Westfield,  . 

52,51  lO 

Haverhill,     . 

165,150 

Webster,     . 

31,800 

Hoi  yoke. 

260,000 

Wobum,     . 

50,000 

Ipswich, 

5,400 

Williamstown,    . 

5,050 

Jamaica  Plain, 

193,800 

Worcester, 

681,6(»0 

1  ^n  wreiiop 

4.54  000 

Leominster, , 

"  V  Tt « V '  v/ *y 

20,000 

Total,    . 

•  15,865,683 

Lexington,   , 

3,278 

1893.]  PUBLIC  DOCUMENT  — No.  35.  53 

Incladed  in  the  above  are  certain  companies  which  have  electric 
light  plants,  and  the  following  shows  the  assessed  value  of  such 
wherever  separately  returned :  — 

Amherst, 95,500 

Athol 5,600 

Beverly, 23,300 

Brookline, 50,000 

Chelsea, 60,260 

Citizens'  (Wakefield), 27,000 

Clinton 60,800 

Cottage  City, 4,430 

Easthampton, 8,000 

Fitehburg, -.  45,000 

Holyoke, 160,000 

].awrence, 20,000 

Lynn, 95,600 

Ikiidclleborough, 22,000 

Kew  Bedford, 186,200 

Kewton, 82,100 

North  Adams 8,000 

Southbridge, 17,600 

Webster, 21,500 

Westfield, 16,500 

Total 1869,180 

The  value  of  the  gas  plants,  assessed  by  the  local  assessors, 
is  then  in  round  numbers  $14,600,000,  as  there  are  electric  plants 
at  Charlestown,  Newburyport,  Spencer,  Stoughton  and  Waltham, 
which  are  not  given  in  the  above  table. 
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The  following  table  shows  the  amount  paid  by  each  company  for 
taxes  after  deducting  the  amounts  belonging  to  the  electrical  depart- 
ments and  the  amount  for  each  thousand  feet  of  gas  sold  :  — 


Amount 

Amount  of  Taxes 

Per 

NAME  OF  COMPANY. 

^m^m^^^^^^  ^^  mm  ^      ^'^        ^    V^I^B^^^^^ 

paid. 

Thousand 
•old. 

Adams, 

1454  72 

10  0977 

Araesbury, 

• 

658  07 

1290 

Amherst,   . 

t 

43  08 

0526 

Arlington, 

• 

1,014  36 

1701 

Atbol, 

• 

183  92 

0663 

Attleborou<rh,    . 

• 

503  52 

0661 

Bay  State  (Boston), 

• 

9,010  96 

0102 

BeVerly,     . 

■ 

512  40 

0787 

Boston, 

• 

75,217  85 

0547 

Brockton,  . 

» 

2,085  LS 

1137 

Brookline, 

• 

6,187  59 

0942 

Canibridgre, 

• 

21,568  65  ; 

1673 

Charlestown,     . 

• 

9,044  07  ; 

ll;W 

Chelsea,     . 

k 

4,795  79  1 

1584 

Chicopee,  . 

k 

430  57 

0502 

Citizens'  (Quincy), 

1                    ^ 

273  68 

0399 

Citizens'  (WakeheUl, 

/i       • 

I 

419  21 

0805 

Clint</n, 

» 

284  23 

04:)7 

Cottage  City,     . 

• 

151  51  : 

0553 

Danvers,    . 

I                    I 

101  54 

0482 

Dedham,    . 

» 

486  26 

(nn6 

Dorchester. 

1                    1 

5,773  37 

0799 

East  Boston, 

5,438  21 

1377 

Easthanipton,    . 

426  76 

13X4 

Fall  Kiver, 

t                   * 

6,558  20 

l:i(»0 

Fitehl)ur<i:, 

1,258  47 

^717 

Framino^ham,    . 

i 

807  27 

1196 

(lardnor,     . 

t                    1 

300  00 

i:i72 

Gloucester, 

2,234  67 

i:lHi 

Greenfield, 

1 

4H2  14  : 

13.S7 

Haverhill, 

1 

2,736  (\ii 

(1517 

Holyoke,    . 

i 

1.946  91 

(»3,S2 

Ipswich,     . 

75  45 

0432 

Jamaica  Flain,  . 

1                    < 

4,155  47 

1025 

Lawrence, 

10,615  32 

1508 

Leominster, 

1                    i 

459  8« 

2223 

Lexinjifton, 

1                    1 

110  96 

1011 

Lowell, 

16,988  80 

0704 

Lvnn, 

»                    I 

5,162  14 

0686 

Maiden, 

4,760  35 

1312 

Manufacturers'  (Fal 

River), 

1                    i 

946  00 

0709 

Marblehead, 

510  56 

1517 

^larlborouirii,     . 

1                    1 

448  73  i 

1329 

Middleborough, 

1 

475  74 

3398 

Mil  ford,     . 

1,300  75 

1392 

Kan  tucket, 

i 

119  43  ' 

0635 

Katick, 

• 

• 

357  68 

i 

1130 
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Amoant 

Amoant  of  Taxes 

Per 

NAME  OF  COMPANY. 

w^v  ^^^^  ^^  ^^^  »  ^      ^^  ^        ^m    ^^^^^^^^r-^^ 

paid. 

Tboutand 
•old. 

New  Bedford, 

f3,627  95 

10  0928 

Newbaryport,    . 

1               • 

1.283  86 

1559 

Newton,     . 

1               1 

4,973  60 

0904 

North  Adams,    . 

i 

617  08 

03(18 

Northampton,    . 

1,073  66 

0929 

North  Attleborough, 

1,942  30 

1552 

Norwood,  . 

196  67 

1243 

Pittsfield,   . 

1,791  83 

1341 

Plymouth, 

354  27 

0868 

Ri)xbury,  . 

12,403  65 

0753 

Salem, 

5,672  73 

1605 

South  Boston,     . 

5,999  49 

0805 

South  bridge. 

241  64 

1980 

Spencer,     . 

1,137  88 

1245 

Sprin^eld, 

7,850  64 

0924 

Taunton,    . 

1,709  86 

0446 

Waltham,  . 

2,126  44 

0802 

Ware, 

167  37 

0912 

Webster,    . 

172  83 

1091 

Westfield, . 

606  49 

0878 

Williamstown,  . 

106  39 

2180 

Woburn,    . 

907  97 

1152 

Worcester, 

11,740  60 

0838 

f  274,380  92 

The  total  sum  paid  by  the  compauies  for  taxes,  including  State 
inspection,  after  apportioning  to  electric  account  that  part  of  tlie 
gas  companies*  taxes  belonging  to  their  electrical  departments, 
was  $274,380.92,  an  average  of  6.8  cents  per  thousand  feet  of  gas 
sold ;  being  an  increase  over  the  previous  year  in  the  total  amount 
of  $1,496.14,  and  a  decrease  of  2  cents  per  thousand  feet  sold. 
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Dividends. 

The  dividends  declared  by  the  several  companies  during  the 
year  are  shown  in  the  following  table  :  — 


NAME  OF  COMPANY. 


Rate  per 
Cent. 


Amount  of 
IMvidendft. 


Amount  per 

ThouMind 

Sold. 


nc 


Adams,  . 

Amesbury, 

Amherst, . 

Arlington, 

Athol, 

Attleborough, 

Bay  State. 

Beverlj',   . 

Boston,     . 

Brockton, 

Brookline, 

Cambridge, 

Charlestown, 

Chelsea,    . 

Chicopee, 

Citizens'  (Qui 

Citizens'  (Wak 

Clinton,    . 

Cottage  Cit}', 

Dan  vers,  . 

Dedham,  . 

Dorchester, 

East  Boston, 

Easthanipton, 

Fall  Hiver, 

Fit(^hburg, 

Fnimingham, 

(Jardner, 

(Uoucester, 

(ireen  field, 

Haverhill, 

Ipswich,   . 

Jamaica  IMain, 

Lawrence, 

Leominster, 

Lexington, 

Lowell,     . 

Lynn. 


.•ViJld), 


20 
4 


10 
9 
6 

10 

7 
10 
10 

6 
12 


8 

10 

7 

8 

10 


10 

6 

10 

8 
7 
4 

12 
8 


» 13,460 
2,400 

4,200 

4,640 
45,000 

r>,040 
250,000 

6,5i  iO 

35,000 

70,000 

50,000 

18,(XK) 

3,600 
i_ 

f  _ 

600 
f  _ 

f  _ 

f  _ 

;v2/)00 

22,000 

2,100 

23,040 

10,000 
f  _ 

f  _ 

»  8,000 
M20 

7,500 

i_ 

16,H0O 
85,000 
2,000 
1,100 
60,0' '0 
30,(jOO 


I 


1 


$0  7203 
4706 

7043 

6('95 
0489 

1818 
3545 

5556 


4202 


442« 
5573 

4570 


4946 
1415 
4146 


2487 


1  In  addition  to  tliis  dividend,  a  rebate  Is  allowed  to  mills  owning  stock.  Tbis 
rebate  amounted  to  ^''•'^•^O.Sr). 

9  No  dividend  declared. 

'  An  additional  dividend  of  two  per  cent,  was  declared  from  the  earnings  of  wharf 
property. 

*  On  preferred  stock  only. 
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Amount  per 

Rate  per 

Amoant  of 

NAME  OF  COMPANY. 

Tboutand 

Cent. 

DlTldeuds. 

Sold. 

Maiden, 

8 

117,600 

10  4839 

Manufacturers^  (Fall  River), 

10 

6.000 

3746 

3Iarblehead,     . 

— 

«_ 

— 

Marlborough,  . 

— 

t. 

— 

Middleborough, 

— 

•  _ 

— 

Milford,    . 

10 

7,230 

7734 

NaDtucket, 

m. 

i„ 

— . 

Natiek,     . 

m. 

i_ 

^ 

Now  Bedford,  . 

6 

33,000 

— 

Newbury  port. 

6 

8,400 

— 

Newton,   . 

8 

16,000 

— 

North  Adams, 

8 

4,000 

— 

Northampton,  . 

8 

4,000 

3463 

North  Attleborough 

6 

4,086 

3266 

Norwood, 

— 

•  _ 

— . 

Piltsdeld, 

17 

10,625 

7962 

Plymouth, 

6 

2,000 

4901 

Roxbury, 

10 

60,000 

3645 

Salem, 

6 

18,000 

5094 

South  Boston,  . 

4 

17,600 

2361 

South  bridge,    . 

6 

2,400 

— 

Spruigfield, 

8 

40,000 

4709 

Spencer, 

— 

a  _ 

— 

Sioughton, 

3 

720 

— 

Taunton,  . 

10 

8,000 

2086 

Waltham, 

7 

9,800 

— 

Webster, 

^ 

i_ 

_ 

Wesifield, 

8 

4,320 

.. 

Williamstown, 

— . 

i_ 

_ 

Wobum,  . 

8 

3,608 

4578 

Worcester, 

t 

8 

40,000 

2858 

— 

fl,064,489 

— 

*  No  di?idend  declared. 

Price  of  Gas. 
The  followiDg  companies  have  reduced  the  price  of  gas  during 
the  year  ending  June  30,  1892  :  — 

Brockton, 

Citizens'  (Quincy), 
Chelsea, 
New  Bedford, 


Gloucester, 

Newton  and  Watertown, 

Norwood. 


The  following  pages  show  the  price  charged  by  the  several 
companies,  June  30,  1892;  the  average  candle-power,  as  shown 
^y  the  tests  made  by  the  State  inspector  of  gas  ;  and  the  average 
price,  per  thousand  feet  sold  by  meter,  received  in  the  two  years 
eodiog  Jane  30,  1892. 
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62  GAS  AND- ELECTRIC  LIGHT.  [Jan. 

The  average  price  to  coQSumerB  for  coal  gas,  of  twenty-five 
companies  making  annually  more  than  30,000,000  feet  each,  is 
$1.32  per  thousand  feet.  The  average  price  of  the  remainder 
of  the  coal-gas  companies  is  $2.01,  making  an  average  for  all 
of  $1.38  per  thousand.  The  average  price  for  oil  gas  is  $3.7546 
per  thousand  feet. 

The  average  price  for  coal  gas  in  1886  was  $1.72  ;  in  1887,  $1.66  ; 
in  1888,  $1.56  ;  in  1889,  $1.45  ;  in  1890,  $1.39  ;  in  1891,  $1.31  ; 
and  in  1892,  $1.38. 

The  following  table  shows  the  amount  of  gas  made  in  the  year 
ending  June  30,  1892,  and  in  the  year  ending  June  30,  1891  ;  the 
amount  sold  by  meter  and  to  public  lamps  in  both  these  years ; 
the  amount  used  at  works  and  offices ;  and  the  amount  of  gas 
unaccounted  for  during  the  year  ending  June  30,  1892,  and  the 
percentage  of  unaccounted-for  gas  in  both  years. 

Note.  —  The  terms  **  coal  gas  **  and  **  coal  gas  companies  "  whenever  ased  in  the 
report  are  intended,  unless  otlierwise  qaalifled,  to  inclade  all  the  companies  except 
those  that  make  their  gas  entirely  from  oil  dlstilied  in  closed  retorts  externally  tired. 
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GAS  AND  ELECTRIC  LIGHT. 


[Jan. 


The  following  table  shows  the  capacity  of  the  works,  the  greatest 
and  least  daily  output,  and  date  of  the  same  for  each  of  the 
companies :  — 


NAME  OF  COMPANY. 

Dallj 
Capacity  of 
Works. 

Orratett 
Output 

Date. 

Least  Output. 

Date. 

Feet. 

Feet. 

Feet. 

Adams, 

60,000 

— 

— 

— 

_i 

Amesbni^, 

100,000 

40,600 

Dec.    7 

8,000 

Sept.  26 

Amherst^  . 

6,000 

6,000 

- 

1,600 

— 

Arlington, 

60,000 

36,020 

Dec.   3, 

3,270 

Aug.    1 

Athol, 

25,000 

22,000 

Dec.  24, 

3,000 

June    1 

Attleborough,   . 

100,000 

43,000 

Jan.    6, 

14,000 

July  30 

Bay  State  (Boston), 

4,000,000 

3,839,000 

Oct.  20, 

901,000 

July    4 

Beverly,    . 

60,000 

46,800 

Dec.   7, 

8,100 

May  29 

Boston, 

6,000,000 

5,737,000 

Dec.   7, 

1,044,000 

July  12 

Brockton, . 

120,000 

121,818 

Dec.  24, 

3(»,307 

July  26 

Brook  line. 

600,000 

340,400 

Dec.  24, 

96,200 

July  19 

Cambridge, 

1,000,000 

713,900 

Dec.   7, 

145,100 

July  19 

Charlestown,     . 

600,000 

377,000 

Dec.  24, 

116,000 

June  12 

Chelsea,    . 

250,000 

174,000 

Dec  24, 

41,000 

July  20 

Chieopee,  . 

160,000 

68,200 

Dec.  29, 

10,600 

July    6 

Citizens'  (<^uincy),  . 
Citizens^  Wakefield), 

70,000 

40,800 

Dec.  25, 

10,600 

June    6 

35,000 

42,000 

Dec.  26, 

8,000 

July    7 

Clinton,     . 

90,000 

66,200 

Dec  16, 

10,500 

Aug.  17 

Cottage  City,    . 

60,000 

43,()00 

Aug.  14, 

1,200 

Jan.     7 

Dan  vers,   . 

3<J,000 

12,300 

Dec.  31, 

4,100 

June  20 

Dedham,   . 

75,000 

36,460 

Dec.  16, 

10,000 

July  13 

Dorchester, 

300,000 

308,000 

Dec.  24, 

95,000 

June  13 

East  Boston, 

300,000 

201,170 

Dec.  24, 

68,900 

July  19 

Easthampton,    . 

40,000 

33,000 

Dec.    8, 

4,300 

July  27 

Fall  River, 

600,000 

354,200 

Dec.  24, 

47,500 

July   12 

Fitch  burp^, 

1(»0,000 

102,700 

Dee.  24, 

19,000 

July  19 

Fram  Ingham,    . 

250,000 

37,300 

Jan.  26, 

9,200 

July  12 

Gloucester, 

125,000 

99,100 

Dec.  24, 

14,500 

June  12 

(ireen  field, 

60,000 

19,400 

Jan.  27, 

4,50(1 

June  13 

Haverhill, 

350,000 

316,000 

Dec.  30, 

65,000 

June    5 

Holyoke,   . 

600,000 

303,900 

Dec.  23, 

69,200 

June  28 

Ipswich,    . 

— 

15,400 

Dec.    2, 

1  ,(^00 

July    4 

Jamaica  Plain, . 

400,000 

203,920 

Dec.  24, 

68,760 

July    4 

Lawrence, 

1,000,000 

421,320 

Dec.   7, 

69,590 

July  12 

Lowell, 

1,OUO,000 

1,643,000 

Dec.   7, 

239,(iO0 

June  14 

Lynn 

700,000 

395,900 

Dec  24, 

83,200 

July  12 

Maiden,     . 

200,000 

185.000 

Dec  24, 

67,500 

June  18 

Manufacturers'  (Fall 

Hiver),  . 

— 

121,500 

Jan.  15, 

11,700 

June  13 

Marblehead, 

60,000 

19,500 

Dec  29, 

6,800 

June    6 

ALirl borough,    . 

100,000 

52,500 

Jan.  15, 

8,000 

Aug.  15 

Mil  ford,     . 

80,000 

56,910 

Dee.  31, 

1 1 ,050 

Aug.    6 

Nantucket, 

30,000 

1 1 ,520 

Aug.30, 

2,740 

May   ly 

Natick, 

35,000 

23,700 

Dec.  21, 

1,500 

July    6 

New  l^edford,   . 

600,000 

182,000 

Dec.  24, 

60,500 

July  19 

New  bury  port,  . 

100,000 

60,400 

Dec.  16, 

10,740 

June  20 

Newton,    . 

400,000 

279,000 

Dec.    1, 

66,000 

July  14 

North  Adams,  . 

130,000 

117,800 

Dec  17, 

19,0(k) 

June  13 

1 

1  No  record  kept. 
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VAIIE  OF  COMPAKT. 


Daily 

CaiMcity  of 

Work!. 


Oreatett 
Output. 


Date. 


LcMt  Output. 


Dat«. 


NorthamptoD,   . 

North  Attlttboroogh, 

Pittsfield,  . 

Plymouth, 

Roxburj,  . 

Salem, 

South  Boston, 

Spencer,    . 

Springfield, 

Taunton,   . 

Waltham, . 

Ware, 

Webster,  . 

Westfield, . 

Wobum,    . 

Worcester, 


Feet. 

100,000 

110,000 

240,000 

20,000 

600,000 

300,000 

425,000 

226,000 

436,000 

800,000 

200,000 

7(»,000 

24,000 

63,«00 

80,000 

1,600,000 


Feet. 

71,240 

72,180 

70,000 

22,640 

798,000 

218,300 

386,440 

68,900 

460,000 

240,000 

171,800 

30,870 

18,000 

4(^,500 

39,600 

808,000 


Dec.  7 
Dec.  7 
Dec.  24 
Dec.  24 
Dec.  16 
Dec.  24 
Dec.  24 
Dec.  28 
Dec.  24 
Dec.  22 
Nov.  28 
Dec.  8 
Jan.  30 
Jan.  6 
Dec.  24 
Dec.  24 


Feet. 

11,600 

11,397 

19,000 

6,480 

176,000 

86,000 

108,270 

12,100 

97,000 

69,000 

26,000 

4,490 

3.000 

7,700 

8,000 

138,000 


Aug.  28 
July  12 
June  19 
Aug.  28 
July  12 
June  12 
July  12 
Aug.  16 
July  12 
June  14 
Juno  6 
July  18 
July 
July 
July 
July 


10 

12 

4 

19 
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GAS  AND  ELECTRIC  LIGHT. 


[Jan. 


The  following  tables  show  the  total  quantity  of  gas  sold  during 
the  year  ending  June  30,  1892,  the  percentage  of  increase  in  sales 
over  the  previous  year;  the  capital  (including  bonds)  per  thousand 
feet  sold,  omitting  those  companies  which  have  electric  light  plants  ; 
the  average  price  received  for  all  gas  sold  during  the  year  ending 
June  30,  1892,  and  the  average  price  the  year  previous  :  — 

Coed-gas  Companies, 




55-0  . 

tyrs 

NAME  OF  COMPANY. 

Total  Salet 

£►1. 

££-% 

&•«? 

of  Um. 

m 

tll 

< 

< 

Feet. 

Adams, 

4,068,600 

H.Ol* 

$8,717 

t2  41 

$2  41 

Aniesbury, 

6,099,600 

9.04 

11.766 

1  76 

1  76 

Arlington, 

6,96-2,900 

1.23* 

11.739 

2  76 

2  76 

Athol, 

2,778,300 

12.37 

— 

2  60 

2  35 

Atllel)orongh,    . 

7,612,800 

3.40 

6.042 

2  00 

2  00 

hay  State  (Boston),. 

888,197,610 

41.2 

6.669 

»1  80 

«1  00 

Beverly,    . 

6,604,400 

9.13* 

— 

2  31 

2  31 

Boston, 

1,374,664.718 

2.84* 

1.819 

1  28 

1  20 

Brockton,  . 

18,334,900 

7.32 

10.908 

2  08 

2  06 

Brookline, 

66,669,412 

14.82 

— 

1  90 

1  92 

Cambridi^e, 

j     128,909,078 

22.06 

6.430 

1  69 

1  67 

Charlestovvn,     . 

79,734,846 

6.06 

— 

1  69 

1  69 

Chelsea,    . 

,       30,269,209 

0.24* 

__ 

1  84 

1  94 

Chicopee,  . 

8,666,968 

306* 

8.602 

1  86 

1  82 

Citizens'  (Quincy),  . 
CitizensXWakefield) 

1         6,849,200 

8.60 

11.974 

1  76 

1  92 

, !        6,204,820 

7.79* 

- 

2  26 

2  02 

Clinton,     . 

6,210,100 

19  76* 

— 

2  10 

2  07 

Cottage  City,    . 

2,738,800 

36.76 

— 

1  66 

2  00 

Dun  vers,    . 

2,106,000 

6.96 

10461 

2  36 

2  66 

Dedliam,    . 

6,302,800 

6.07* 

20.666 

2  03 

1  93 

Dorchester, 

72,267,400 

7.41 

6  686 

1  60 

1  69 

Kast  Boston, 

,       39,471,423 

4.06 

6.674 

1  76 

1  72 

Kasthanipton,   . 

;        3,08  L800 

23.64* 

— 

2  63 

2  60 

Fall  River, 

I       60,417,600 

18.64 

6.712 

1  68 

1  61 

Fitch  burg, 
>ramingni!U,    . 

17,649,600 

7.10 

— 

'       1  89 

1  91 

6,749,800 

497.64 

22.226 

0  61 

>0  68 

Gloucester, 

16,174,^00 

12.84 

4.674 

1  60 

1  81 

Greenfield, 

3,473,800 

3  03* 

17.272 

2  11 

2  03 

Haverhill,. 

62,879,000 

6.39* 

2.290 

'       1  38 

1  39 

Holyoke,   . 

i       60,866,716 

6.64 

— 

1  64 

1  64 

Jainaica  Plain, . 

,       40,619,044 

18.92 

6.663 

1  99 

1  96 

Lawrence, 

!       70,669,570 

3.79 

— 

1  42 

1  41 

Lowell, 

241,20^,800 

7.43 

2.073 

1   10 

1  10 

Lynn, 

76,171,400 

16.60 

— 

1  46 

1  68 

M'alden,     . 

36,368,800 

11.22 

6.489 

1  77 

1  91 

Manufacturers'  (Fall 

Kiver), 

18,344,600 

0.46 

3.746 

1  48 

1  44 

Marblehead, 

*  3,364,600 

2.99* 

36.668 

2  66 

2  60 

Marlborough,    , 

3,376,600 

25.36* 

14.812 

2  19 

2  31 

•  Decrease. 

9  Sold  only  to  other  companies. 


*  From  sales  to  general  consamers  only. 

*  Non-illuminating. 
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NAME  OF  COMPANY. 


ToUISalM 
of  Gat. 


9i  9f 

a^. 

8*22 

►  Sri 

o 

III 

Capital  per 
■old,  inclu 

< 

£>s. 


Milford,     . 

Nanlui-ket, 

Natick, 

New  Bedford, 

Newburyport, 

New  ion,     . 

North  Adams, 

Northanipion, 

Xortb  Attleborougli, 

NorwtK)d, . 

Pittsfield,  . 

Plymouth,. 

Roxbury,  . 

Salem. 

South  Boston, 

Sptfuccr,    . 

Sprinorfield, 

TauDton,  . 

Waltham, . 

Ware, 

Webster,   . 

Westfield, . 

Wobuni,    . 

Worcester, 


Feet. 

9,347*400 

1,878*700 

8,164iOOO 

37,990.997 

8,232*600 

64,964*900 

16,747*700 

11,551.300 

12,509.300 

1,574,100 

13,361.850 

4,080,400 

164,583,852 

35,337,260 

74  531,793 

9,140,(H)0 

84,935,720 

88,341,700 

27,109,800 

8,934,316 

1,584,500 

6,902,033 

7,880,200 

139,975,900 


4,216,746,734 


6.28* 

1117 

13.51* 
5.44* 
6.02* 
7.86 
7  40 

12.69 
1.18* 

42.44 
2  31* 
2  05* 
1.45 
0.88* 
5.62 
8.65 
8.01 

10.96 
1.65* 

80.54 
0.69* 
707 
1.57 

12.42 


•7.734 

20  759 

9.831 


5.194 
8.155 
7.623 
4.939 
10.171 
8.645 
8  489 
6.239 

6.416 
2.086 


5.723 
4.165 


f  2  00 

2  55 

1  83 

1  82 

2  02 

1  79 

1  72 

1  92 

2  00 

2  28 

1  89 

2  06 

1  52 

1  77 

1  62 

1  61 

I  69 

1  47 

1  78 

2  23» 

2  31 

1  99 

1  77 

1  50 

$1  86 
2  55 


1 
1 

2 
1 
1 
1 
1 
2 
1 
2 
1 
1 
I 
1 
1 
1 
1 


57 
59 
03 
95 
74 
88 
99 
44 
89 
10 
53 
76 
55 
49 
69 
47 
89 


»2  24 
2  28 


2 
1 
1 


14 

78 
50 


•  Decrease. 


*  Average  price  of  gas  sold  to  general  coiisumers. 


Oil-gas  Companies, 


Amherst,     . 
Chicojice  Falls, 
Ipswich, 
Leominster, 
Lexint^ton.  . 
Middleborough, 
South  bridge, 
Stoughton,  . 
Williamstown, 


818,845 

0.44* 

1,008,359 

29.77 

1,743,100 

15.33 

2,068,l('0 

15.16 

1,095,814 

2.62 

1,400,000 

— 

1,220,050 

6.48* 

44,000 

— 

487,550 

14.23 

9,885,818 

^ 

$5  28 

— 

»3  54 

$13,998 

2  93 

24.233 

3  63 

18544 

3  69 

— 

2  65 

— 

2  84 

— 

4  98 

68.916 

6  56 

•Decrease. 

iQas  QMd  in  company's  mills  not  included  in  the  computation. 


$5  36 
3  51 


2 
3 
4 
2 
2 


99 
94 
45 
54 
86 


5  34 


70 


GAS  AND  ELECTRIC  LIGHT. 


[Jan. 


The  follovriDg  tables  show  tbe  capital  (iacludiog  boods),  tbe 
goB  Bold,  the  gas  unaccouDted  for,  and  the  Dumber  of  coneuinera 
per  mile  of  main ;  also  tbe  gas  sold  per  consumer  and  per  meter 
light.  Where  capital  is  employed  for  both  gaa  and  electric  light, 
the  amount  per  mile  of  main  is  omitted. 


Coal-gas  Companies. 


r„M.^., 

ilAia. 

NAME  Of  COMPANY. 

P" 

C-piul. 

ouioia. 

b™.«1 

.".r.. 

"""- 

MMrr 

F«. 

Fat 

F«sl. 

F»l. 

S3,4GO  00 

830.720 
814.617 

2<9.2a0 
T«,201 

2811 

3n,ft23 

28  974 

Amellinry,  . 

9  aw  fi7 

i'MJ 

Arlington,  . 
Aihol;. 

3,176  Oi 

270.SS0 

6J.'i05 

iw.g 

14.265 

2.750 

H09.014 

42.8«2 

42.9 

18,866 

2,644 

11.226  70 

1.K4 1.1(80 

2l;l,HlH 

66.8 

27.532 

6.789 

B.j8iiilelBoBtoii),  . 

Wl,373  Si 

66,687.908 

107.149 

2.95 

19,199.944 

307.413 

BBierl/,      .       .       . 

9aO.W7 

112,122 

74.9 

13,220 

2.8iS 

Buntun.       .       .       . 

18.926  *9 

10,4(16.'/74 

173.(76 

224.4 

46.372 

4,4-'S7 

10,413  M 

954,744 

277,801 

20,978 

3.086 

Brook  line,  . 

K)tU.I80 

132,468 

31.4 

28.289 

3,977 

8,16S  55 

l,ft03.73l 

)»U,449 

71. B 

21,077 

4;606 

CiiBrlealoUD,       . 

l,012,W.i 

167,629 

111.3 

17.481 

3,898 

Cbt'laen,      .       . 

837,230 

IS2.243 

45.6 

18.346 

8,73« 

a.S7!  13 

1,901,.M9 

308,488 

48.8 
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36.6 
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3.248 

Uurtli  Adams,     . 
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383,132 

SG.B 

29.228 

4,133 

5,106  34 
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265.749 

49.8 

23.289 

3,274 
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10.111. T  30 

1.33H.16r. 

129.605 

30.3H2 

4.680 

Norwood.    - 

i.nn  3!) 

377,472 

12.0 
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Oa  Qas. 


MateriaU 

Qaantity 

Fuel 

Quantity 

HaMI  or  COMFAXT. 

u»ed. 

used. 

Oallone. 

naed. 

ueed. 

Amhent,      .... 

Nuphtha, 

12.050 

Coke,    .       .       • 

8.157  buahele. 

Chkupee  Fall!,    • 

Petroleum,    . 

88.578 

Anthraelte,  . 

114  tone. 

Ipiwleh,       .       -       .        . 

retrolt'um,     . 

16.848 

Cumberland  eoal, 

102  tone. 

Lee, 

Naphtha, 

3,S40 

Coal. 

12  tone. 

Laomliiiter,  .... 

OaeoU.  . 

23.450 

Cumberland  coal, 
{  Aothniciie  and 
Franklin,  . 

258,825  Ibe. 

LfXlDgtOD,     .... 

Petroleum,     . 

11,481 

871  tone. 
781  tone. 

IClddleborough,    . 

Naphtha, 

- 

Fuel  oil. 

- 

SoatbbrldKe, 

Petroleum,    . 

13,458 

Anthracite, 
Wood. 

48|  tone. 
8  corde. 

BtooghtoD 

Naphtha, 

5,101 

Coal.      . 

flO  tone. 

WIllkmBtown,     . 

Naphtha, 

4,835 

Wood,  . 

45|  corde. 

Street  Mains, 

The  returas  by  the  various  companies  of  their  street  mains  are 
still  somewhat  deficient  in  detail.  During  the  year  forty-six  com- 
panies laid  about  sixty-three  miles  of  mains,  varying  in  the  several 
cases  from  two  hundred  feet  to  nearly  nine  miles. 

The  following  table  shows  the  lengths  and  sizes  of  the  mains, 
as  returned  by  the  companies  :  — 
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Page  76. 


BBBATA. 

Boston.    Total  length  of  mains : 

750,904  ft.  should  be  697,462  ft. 

142  m.  1,144  ft.  should  be  132  m.  292  ft. 


Bay  State. 


Haverhill. 


Total  length  of  mains : 

97,667  ft.  should  be  82,270  ft;. 

18  m.  2,527  ft.  should  be  15  m.  3,070  ft. 

Total  length  of  mains : 

128,397  ft.  should  be  127,544  ft 

24  m.  1,677  ft.  should  be  24  m.  824  ft. 


Page  77. 


Lowell.    Total  length  of  mains : 

427,486  ft.  should  be  422,160  ft.  . 

80  m.  6,086  ft.  should  be  79  m.  5,040  ft. 
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High-power  Gas  Lamps. 

The  following  table  shows  the  number  of  Lungren  or  other  high- 
power  gas  lamps  in  use  June  30,  1892  :  — 


Adams,    . 

Ainesbury, 

Athol, 

Attleborough, . 

Beverly,  . 

15  rock  ton, 

Cambridge, 

C'hicopee, 

Citizens'  (Quincj),. 

Clinton,    .        .        . 

Cottage  City  (Welsbnch) 

Dedham,  . 

Dorchester, 

East  Boston,    . 

Fall  River, 

Filch  burg, 

Framingnam  (Welsbach), 

(Jloucester  (Al bo-carbon), 

Greenfield, 

Haverhill, 

lloljoke, . 

Jamaica  Plain, 

Lawrence,        , 


67 
2 
6 
15 
15 
109 
60 
2 
3 
18 
2,100 
9 
6 
165 
45 
7 
954 
150 
22 
179 
4 
4 
198 


Lowell,    . 

Maiden,    . 

Marlborough, 

Middleborough 

Milford,   . 

Natick,     . 

New  Bedford, 

Newbury  port, 

Newton,  . 

North  Adams, 

Northampton, 

North  Attleborouofh 

Pittsfield, 

Plymouth, 

Salem, 

Spencer,  . 

Springfield, 

Taunton, . 

Waltham, 

Ware, 

Westtield, 

Woburn,  , 

Worcester, 


15 

150 

112 

1 

121 

6 

31 

2 

112 

125 

22 

34 

16 

70 

6 

4 

80 

22 

10 

5 

•20 

2 

14 


The  companies  reporting  more  than  fifty  gas-stoves  in  use  on 
June  30,  1892,  are  as  follows :  — 


Beverly, 

.    64 

Natick, 60 

Chelsea, 

.    70* 

New  Bedford, 

.  765 

Citizens'  (Quincy), 

.     80 

Newton, 

.  145 

( 'ottage  City, 

.    68 

North  Adams, 

.     «5* 

Dedham,         .        , 

.    77 

Northampton,        , 

.  120* 

East  Boston,  . 

.     75 

Plymouth, 

.   100 

Fall  River,     . 

.  604 

Salem,    . 

.  200* 

Fitchburp, 
Framingnam, 

.     86 

Spencer, 

.  406 

.  263 

Springfield,    , 

2,833 

Gloucester,     . 

.  160 

Taunton, 

.  158 

(Jreenfield, 

.    60 

Waltham, 

.  210 

Holyoke, 

.  350* 

Westfield,       . 

.     96* 

Lawrence, 

.  490 

Woburn, 

1    t 

.     75 

Lowell,  . 

2,(X)0* 

Worcester,     , 

•         • 

1,465 

Lynn,     . 

200* 

•  Ei 

itimated. 
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The  following  table  bUowb  tUe  nnmber  of  lamps  supplied  June 
30, 1892,  the  net  incresse  or  decrease  during  the  year,  tbe  average 
price  per  thotuand  feet  received  from  gas  used  in  street  lamps, 
and  tbe  coat  per  tbousand  feet  of  the  care  of  the  lampa  where 
this  is  done  by  tbe  companies :  — 

Pdblic  IjAups — Coal'gaa. 


miiE  or  coMPAST. 


AmeBbury, 
Keverlj',  . 

BrookliDe.' 

Cambhflge, 

Charlcsiown,    . 

Cbicopee. 

Ciiiiens'  (Quini-y). 

CitiE«DB'  (WakeHeli 

CoitAge  City,   . 

Dna-hesier, 

Eut  Biistnn,     . 

Kill  KiT-er, 

Filch  burg, 

Gloucesier, 

Greenflclil, 

Kiverhill, 

Hnljoke,  . 

JuDuica  Plain, 

Luw-sll,     . 

Uinufadurers'       ( 

River).. 
llarblehead.     . 
Mirlboroiigh,  . 
ililfcird,    . 
}iintucket, 
Kitioli,      , 
^eiT  Bedford,  . 
Sewlon,  . 
Xorth  Adams,  . 
Nortb  Attlebomn^h, 
fciitbiiry. . 
Silem,      . 
Snuth  Boston,  . 
Springfield. 
Tinnion, . 
W»lthani, 
Wire,      . 
Westfield. 


1  00  I 

2  00  I 

0  64 

1  55 

2  (JO 

1  03  ' 

2  IS  I 
1  00 

1  60 
1  60  1 
1  49 
1  49  i 
1  65 
1  74  ' 
1  25 
1  30 


0  59 

2  19  1 

0  57 

1  45  , 

0  44 

1  as 

0  72 

0  94 

1  \'J 

2  00  , 

I  50 

1-fiO 

0  01 

I  50  I 

1  25 

1  50  1 

3  72 

1  .''4 

2  2.'i  j 

2  25 

_ 

1  50  ' 

- 

72 
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case  with    the   three   inspections   for  sulphuretted  hydrogen   at 
North  Adams  and  the  two  in  Athol  and  Spencer. 

A  comparison  of  the  inspections  made  during  the  five  years  from 
1888  to  1892,  inclusive,  shows  the  following  results  :  — 


1S88.        ISM.       1890.       1801.        19»S. 


Number  of  inspections  made, 
Number  of  companies  subject  to 
inspection,       .... 
Number  of   companies    showing 
deficiency  in  candle-power,    . 
Highest  candle-power,  not  includ- 
ing ten  oil-gas  companies, 
L*i\vest  candle-power,  not  includ- 
ing ten  oil-gas  companies, 
Average  candle-power,  not  includ- 
ing ten  oil-gas  companies. 
Number  of   companies    showing 

sulphuretted  hydrogen,  . 
Number    of  companies    showing 

excess  of  sulphur,  . 
Number  of   companies    showing 

excess  of  ammoniti. 
Largest  amount  of  sulphur,  . 
Smallest  amount  of  sulphur. 
Average  amount  of  sulphur. 
Largest  amount  of  ammonia. 
Smallest  amount  of  ammonia, 
Avera«^e  amount  of  ammonia. 


458 

451 

443 

483 

486 

60 

69 

59 

58 

70 

1 

4 

2 

1 

1 

21.6 

22.1 

25.4 

27.3 

28.2 

13.3 

14.2 

13.8 

14.0 

15.7 

17.60 

17.59 

17.79 

18.13 

19.25 

1 

4 

9 

5 

8 

1 

1 

1 

1 

2 

13 

9 

15 

16 

12 

23.1 

22.9 

24.1 

22.5 

32.9 

3.2 

1.5 

1.4 

0.9 

1.0 

9.26 

7.32 

10.08 

9.53 

9.46 

76.0 

32.3 

37.0 

54.9 

40.4 

1.- 

1.- 

1.- 

1.- 

1.- 

3.07 

2.82 

3.01 

3.42 

2.5 

The  inspections  of  the  oil-gas  companies  showed  :  — 


Highest  candle-powtT,  . 
Lowest  caudle-power,  . 
Average  candle-power. 


IftSS.  1889.  1890.        1891.  1809. 

52.4  55.0  70.5      53.6  60.4 

21.5  20.8  21.1       20.2  21.6 
33.73  34.72  39.04  33.62  33.50 
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ELECTRIC  LIGHT. 

The  following  table  gives  the  names  of  those  companies  in  ac- 
tive operation  on  June  30  last,  together  with  the  localities  supplied 
and  the  amount  of  capital  stock :  — 


NAMB  OF  COMPANT. 


LOCALITIBl  BCPPLIBD. 


Capital. 


Adams  Electric  Light  and  Power  Co., 
Amherst  Oas  Co.,         .... 
Andover  Electric  Co.,  .... 
Atbol  Oas  and  Electric  Co., 
BeTerly  Oas  and  Electric  Co.,     . 
Blue  Hill  Electric  Co., 
Boston  Electric  Light  Co.,  . 
Bridgewater  Electric  Co.,    . 
Brookline  Gas  Light  Co.,    . 


Cambridge  Electric  lAftht  Co.,    . 

Cbariestown  Oas  and  Electric  Co., 

Chelsea  Gas  Light  Co ,         .       .       .        . 

Chicopee  Electric  Light  Co., 

Citizens*  Oas  Light  Co.  of  Reading,  South 
Reading  and  Stoneham, 

Clinton  Gas  Light  Co 

Cohasset  Electric  Co  , 

Cottage  City  Oas  and  Electric  Light  Co.,   . 

Dedham  Electric  Co., 

Easthampton  Gas  Co.,         .... 

£disun  Electric  Illuminating  Co  of  Boston, 

£di«on  Electric  Illaminating  Co.  of  Brock- 
ton  

Edison  Electric  Illnminating  Co  of  Fall 
River, 

Electric  Light  and  Patent  Flooring  Co.,     . 

Electric  Light  and  Power  Co.  of  Abmgton 
and  Rockland, 

Pall  River  Electric  Light  Co.,      . 

FitcbbnrgGasCo., 

yramingham  Electric  Co.,  .... 

Franklin  Electric  Light  Co., 

Gardner  Electric  Light  Co., 

Gioacester  Electric  Co.,        .... 

Great  Barrincton  Electric  Light  Co.,  . 

Greenfield  Electric  Light  and  Power  Co  ,   . 

Haverhill  Electric  Co , 

Holyoke  Water  Power  Co., 

Hudson  Electric  Light  Co., 

Hyde  Park  Electric  Light  Co.,    . 

Lawrence  Oas  Co.. 


I.ce  Electric  Co., 

Leicester  Electric  Co., 

Leominster  Electric  Light  and  Power 

Lowell  Electric  Light  Corporation, 

Ljnn  Ga<;  and  Electric  Co., 

Maiden  Electric  Co.,    .       .       .       . 


Co., 


Marlborough  Electric  Co.,  . 
Middleboroogh  Oas  and  Electric  Co., 
Mi  I  ford  Electric  Light  and  Power  Co., 
Millbory  Electric  Co., 
Milton  Light  and  Power  Co., 


Adams,      •       • 

Amherst,    . 

Andover,   . 

Athol,        • 

Beverly,     . 

Canton, 

Boston, 

Bridgewater, 

Brookline,  Boston  (Brigb 

ton). 
Cambridge, 
Charlestown, 
Chelsea, 
Chicopee,  . 

Wakefield, 
Clinton, 

Cohasset,  Scltnate, 
Cottage  City,      . 
Dedham,    . 
Easthampton,    . 
Boston,      . 

Brockton,  . 

Fall  River, 
Ainesbury, 

Abinffton,  Rockland, 
Fall  River, 
Fitchburg, 
Framing  bam,  Ashland 

Sherborn, 
Turner's  Falls,  . 
Gardner,    . 
Gloucester, 
Great  Barrlngton. 
Greenfield,  Dcerfield, 
Haverhill,  Bradford, 
Holyoke,   . 
Hudson,     . 
Hyde  Park, 
Lawrence,    No.  Andover 

Mcthuen, 

Leicester,  . 

Leominhter, 

Lowell,  Dracut,Tyntf^boro 

Lynn.Swampscott.  Nabant 

Maiden,  Melrose,  Medford 

Everett,  . 
Marlborough,    . 
Middleborough, 
Mil  ford,  Hopedale, 
Milbury,    . 
Milton, 


98,600 
30,000 


20.000 

l,2ft7,800 

15,000 


200,000 
10,000 

30,000 

60,000 

1,342,500 

100,000 

90.000 
44,900 

30,000 
120,000 


80.000 
10.000 
30,000 
50,000 
23,800 
30.000 
85,000 

»  9.12.5 
100,000 


20,000 

2.5,000 

50,000 

284,900 


ir)0.ooo 

30,000 

40,000 
15,000 
30,000 


>  Par  value,  $25  per  share. 
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NAME  OF  COMPANY. 


L0CALITIK8  8CPPLIKD. 


Capital. 


Nantocket  Electric  Light  Co.,     . 

Natick  Electric  Co., 

New  Bedford  Oas  and  Edison  Llt^fat  Co  ,    . 
Newbury  port  Oas  and  Electric  Co.,    . 
Newton  and  Watertown  Oas  Light  Co., 
North  Adams  Oas  Light  Co., 
Northampton  Electric  Lighting  Co  ,    . 
North  Attleborough  Steam  and  Electric  Co. 

North  Shore  Electric  Co  ,    . 

Orange  Electric  Ligbt  Co.,  .... 

Palmer  Electric  Co., 

Pitt«.fleld  Electric  Co.,         .... 
Plymouth  Electric  Liffht  Co.,      . 
Quincy  Electiic  Light  and  Power  Co., 
Salem  Electric  Ligbtins  Co., 
Somerville  Electric  Light  Co.,     . 

Southbridge  Oas  and  Electric  Co.,      .       • 
South  Had  ley  Falls  Electric  Ligbt  Co  , 

Spencer  Gas  Co., 

Stoughton  Oas  and  Electric  Co., 
Suburiwn  Light  and  Power  Co  , 
Taunton  Electric  Lighting  Co.,    . 
Union  Electric  Light  Co.,    . 
United  Electric  Light  Co  ,   . 
Uxbrldge  and  Northbridge  Electric  Co., 
Waltham  Oafi  Light  Co  ,      . 
"Walworth  Light  and  Power  Co., 
Ware  Electric  Co.,        .... 
"Webster  Electric  Co.,  ... 

Westboroiigh  Elccrric  Light  and  Power  Co. 
Westfield  Oas  Light  Co.,      . 
Weymouth  Light  and  Power  Co., 
Whitman  Electric  Co., 
Winchendon  Electric  Liffhtand  Power  Co., 
Wobura  Electric  Ligbt  Co  , 

Worcester  Electric  Light  Co., 


Nantucket, 
Natick,  Way  land. 
New  Bedford,  Fairhaven 
Newburyport,    . 
Newton,  Watertown, 
North  Adams,   . 
Northampton,    . 
Attleborough,  North  Attle 

borough,  Wrentham, 
Revere,  Wlnthrop, 
Orange, 

Palmer,  Monson, 
Pittsfield,  . 
Plymouth, 
Quincy, 

>alem,  Peabody. 
Somerville,  ArIington,Bel 

mont, 
Southbridge. 
South  Hadley,  . 
Spencer,    . 
Stoughton, 
Boston, 
Taunttm,   . 
Franklin,  . 
Springtield, 

Uxbrldge,  Northbridge, 
WAltham,  . 
Boston, 
Ware, 

Webster,  Dudley, 
Westl)orough,   . 
Westfield.  . 
Weymouth,  Hingham, 
Whitman.  . 
Winchendon.     . 
Woburn,  Winchester,  Stone 

ham, 
Worcester, 


925,000 
40,000 


58,700 

80.000 

12r),000 

25.000 

30.000 

100.000 

40,000 

89,700 

175,0(X) 

172,100 

7,000 


174.400 
40,000 
20.000 

400,000 
38.400 

15,000 
20,000 

>  25,000 

75.000 
•20,000 
12,000 

120.000 
200,000 


»  Par  value,  $10  per  share. 


In  the  case  of  the  several  gas  companies  doing  electric  lighting, 
the  capital  will  be  found  in  the  table  of  gas  companies. 


The  following  companies  have  bonds  and  notes  outstanding  :  — 


Abington  and  Rockland, 

Adams, 

An)o.sl)ury, 

Andover,  . 

Rlue  Hill  (Canton), 

Boston, 

Bridfrc^wator,    . 

Cambindge, 

Cliicopeo, 

Cohasset, 

Dedham,  . 

Edison  (Boston),     . 


$50,000  00 

9,400  00 

59,800  00 

25,500  00 

18,000  00 

353,000  00 

15,000  00 

200,000  00 

1,600  00 

7,000  00 

40,500  00 

837,500  00 
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Edison  (Brockton), . 
Edison  (Fall  River), 
Fall  River, 
Framiiigham, 
Gloucester, 
Great  Barrington, 
Greenfield, 
Haverhill, 
Hudson,    . 
Hyde  Park, 

1^66,    •  • 

Leicester, . 

Leominster, 

Lowell,     . 

Maiden,    . 

Marlborough, 

Mil  ford,    . 

Millbury,  . 

Milton, 

Nantucket, 

Natick, 

Northampton, 

North  Attleborough, 

North  Shore  (Revere), 

Orange,     . 

Palmer,     . 

Pittsfield.  . 

Plymouth, 

Quincy,     . 

Salem, 

Somerville, 

South  Hadley  Falls, 

Suburban  (Boston), 

Taunton,   . 

Union  (Franklin),  . 

United  (Springfield), 

Uxbridge  &  Northbridge, 

Walworth  (Boston), 

Ware, 

Westborough, 

W^eymouth, 

Winchendon, 

Woburn,    . 

Worcester, 


•143,500  00 

33,000  00 

36,000  00 

60,000  00 

60,000  00 

6,100  00 

10,000  00 

42,300  00 

7,000  00 

60,000  00 

15,000  00 

20,000  00 

53,000  00 

166,000  00 

159,000  00 

30,000  00 

14,500  00 

16,000  00 

30,000  00 

30,000  00 

36,900  00 

23,000  00 

63,300  00 

123,900  00 

15,000  00 

20,fX)0  00 

60,000  00 

65,492  00 

18,800  00 

41,200  00 

71,100  00 

3,862  00 

30,500  00 

12,500  00 

30,000  00 

125,000  00 

23,500  00 

8,250  00 

16,000  00 

18,700  00 

50,000  00 

9,000  00 

167,000  00 

100,000  00 


In  the  foregoing  amounts  the  borrowed  money  which  the  gas 
companies  have  invested  in  electric  lighting  is  not  included,  it 
being  already  given  in  the  table  relating  to  gas  companies. 
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The  following  table  shows  the  whole  number  of  stockholders, 
the  number  resident  in  Massachusetts,  and  the  value  at  par  of  the 
stock  held  in  the  State  on  June  30,  1892. 


Whole  Number 

Number 

Value  of  Stock 

KAME  OF  COMPANY. 

of 

Betident  in 

held  In 

Stockholden. 

MasMchuaett*. 

Ma8sacha»etts. 

Abington  and  Rockland,  . 

130 

130 

$30,000 

Adams, 

7 

6 

8,300 

Aniesbury, 

35 

30 

40,900 

Andover,  . 

32 

31 

24,500 

Blue  Hill  (Canlon), 

•     3 

3 

20,000 

Boston, 

434 

138 

601,000 

Bridgewater,    . 

14 

14 

15,000 

Cambridge, 

36 

36 

200,01  »0 

Chicopee, 

6 

6 

10,(X)0 

Cohasset,  .... 

30 

30 

30,000 

Dedham 

28 

28 

60,000 

Edison  (Boston), 

129 

115 

779,100 

K<1ison  (Brockton),  . 

26 

23 

72,000 

Kdison  (Fall  River), 

48 

42 

60,200 

Fall  River, 

63 

45 

104,500 

Framingham,    . 

8 

7 

5,200 

Franklin  (Turner's  Falls 

), 

26 

26 

10,000 

Ganlner,    . 

12 

12 

30,000 

(Gloucester, 

9 

9 

50,000 

(Ireal  Barrington,     . 

21 

9 

6,800 

Greenfield, 

41 

32 

23,400 

Haverhill, 

42 

42 

85,000 

Hudson,     . 

13 

13 

9,125 

H^de  Park, 

15 

12 

92,H()0 

Lee, 

11 

11 

20,000 

Leicester, 

1            11 

10 

2,900 

Leominster, 

'              8 

7 

40,700 

Lowell, 

1          371 

334 

224,500 

Maiden,     .... 

43 

38 

l;J5,8i)0 

Marlborough,    . 

10 

9 

29,000 

Millbuiy, 

26 

25 

1 1 ,500 

ISIilfoi'd,    .... 

19 

19 

40.000 

Milton, 

6 

6 

30,000 

Nantucket, 

i         12 

12 

25,000 

Natick, 

'              7 

6 

2,500 

Northampton,  . 

68 

66 

— 

Xorth  Attlel>orough, 

19 

17 

39,900 

North  Shore  (Revere),     . 

12 

10 

123,900 

Orange,     .... 

;         4 

3 

300 

Palmer.     . 

12 

10 

20,100 

Pitt.-=;field,  . 

39 

38 

92,500 

Plymouth, 

8 

7 

5,600 

Quincy, 

116 

116 

89,700 

Salem, 

180 

127 

168, .'.00 

Somerville, 

221 

213 

169,400 

South  Hadley  Falls, 

3 

3 

7,000 
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NAME  OF  COMPANY. 


Whole  Kamber 

of 
Stockholders. 


Komber 

Resident  In 

SfMsachusettft. 


Valae  of  Stock 

held  in 
Massachusetts. 


Suburbsin  (Boston), 
Taunton,   .... 
Union  (Franklin),    . 
United  (Springfield), 
Uxbridge  and  Northbridge, 
Walworth  (Boston), 

Ware 

W'estborough,  . 

Weymouth, 

Whitman, 

Winchcndon,    . 

Wobum, 

Worcester, 


11 

17 

4 

138 
61 

106 
38 
20 
10 
9 
28 
60 
97 


9 
17 

3 
127 
60 
97 
38 
18 

9 

8 
27 
66 
96 


$100,000 

40,(MJ0 

600 

349,oOO 

38,000 

130,000 

20,000 

24,490 

13,200 

2,000 

4,600 

115,200 

199,600 
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The  following  show  the  aggregate  results  of  the  operation  of 
the  electric  light  central  stations  in  the  State  for  the  year  ending 
June  30,  1891,  and  for  the  year  ending  June  30,  1892  :  — 


TbAB  EXDIMO  JOMB  30. 


1891. 


Receiits. 
For  light  and  power, 
From  other  sources, 


Expenses. 
For  manufacture,    .... 
distribution,     .... 
office  expenses  and  management, 

miscellaneous,. 


Leading  a  balance  of      ...        . 

Of  this  profit,  the  gas  companies  made 
in  their  electrical  departments, . 

Leaving  for  the  electric  light  companies, 
To  which  should  be  added  the  income 
from   rents,  jobbing,    etc.,    amount- 
ing to, .        . ' 

Making  a  total  of 

Against  which  the  following  charges 
were  nmde :  — 

Interest, 

Dividends, 

Depn^ciation,   .         .         .         .         . 

Sundry  items, 


Leaving  a  surplus  to  be  carried   for- 
ward of 


•2,432,869  15 
7,481  60 


$2,440,350  65 

$1,014,242  88 

356,332  38 

159,230  90 

82,743  77 

122,656  20 


f  1,735,206  13 
1705,144  52 

143,240  78 


$561,903  74 


189S. 


$2,947,199  64 
23.438  30 


$2,970,637  94 

$1,156,320  69 
386,084  45 
194,999  25 
107,291  15 
170,707  32 


$2,015,402  86 
$955,235  08 


180,225  74 


$766,009  34 


45,022  10     195,280  73 


$606,925  8i 


$144,678  87 

262,968  00 

41,225  21 

7,671  57 


$456,543  65 
$150,382  19 


$961,290  07 

$195,094  15 

323,581  (M) 

210.1C8  79 

32,227  49 

$761,071  43 

$200,218  64 
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Aggregates  from  the  balance  sheets  of  the  electric  companies 
only,  taken  from  the  returns  of  1891  and  1892,  show  the  following 
facts :  — 


1S91. 


Assets  :  — 
Construction  accounts,  including  pat 

ent  rights  and  franchises, 
Cash  on  hand, 
Due  for  light  and  power. 
Other  accounts  due,    . 
Materials,  etc.,     . 
Notes  receivable. 
Investments, 


Liabilities  :  — 
Capital, 

Bonds, .... 
Notes  payable,    . 
Unpaid  bills. 
Unpaid  dividends. 
Interest  due  and  unpaid, 
Other  items. 


Reserved  and  depreciation  funds, 


Surplus, 


Of  these  companies  — 

•  39  show  an  affjrregatc  surplus  of  . 

*  17  show  an  a/jgre^ate  deficit  of    . 
Leaving  total  net  surplus,  as  shown 

above, 

Which,  added  to  reserves  carried  as 
liabilities, 

Would  show  an  actual  surplus  of 
Equivalent  to  per  cent,  on  capital  of 
about        ...... 


$9,03 1,520  49 

262,284  10 

178,034  22 

67,475  82 

240,931  02 

84,269  09 

67,370  94 


$9,931,887  66 

15,866,300  00 

1,923,125  00 

1,243,349  96 

374,818  77 

438  07 

11,374  50 

37,654  81 


$9,457,061   11 
80,249  97 


$9,537,311  08 
394,576  58 


$9,931,887  66 

$426,759  95 
32,183  37 


$394,576  58 
80,249  97 


$474,826  55 
9 


189S. 


$11,097,808  20 

419,639  53 

238,708  79 

68,026  86 

46'>,153  63 

69,229  09 

85,291  10 


$12,438,857  19 

$6,539,700  00 

2,548,050  00 

1,767,907  27 

657,947  76 

2,462  48 

29,991  06 

345,831  67 


$11,791,890  24 
132,825  32 


$11,924,715  56 
514,141  63 

$12,438,857  19 

$578,266  71 
64,125  08 


$514,141  63 
132,825  32 


$640,906  95 


Forty  in  1891. 


a  Twelve  in  1891. 
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The  following  table  shows  the  value  of  the  plant  of  each  com- 
pany, as  assessed  by  the  local  authorities :  — 


Atiesaed 

Assessed 

KAME  OF  COMPANT. 

NAME  OF  COMPANY. 

Valuation. 

Valuation. 

Abin^ton  &  Rockland, 

$30,000 

Millhury,     .       .        .       . 

$15,000 

Adiims, 

9.500 

Milford 

26.500 

Andover, 

13,000 

Milton,         .       .       .       . 

13.000 

Blue  Hill  (Canton), 

18,000 

Nantucket,  •        .        .        . 

8,500 

HoKton,  . 

628.900 

Natick,         .        .        .        . 

32.800 

Bridfcewater, 

l.'^OOO 

Northampton, 

37,900 

Cambridge,   . 

230.000 

North  Attleborongh,   . 

fl0.-2.V) 

Chicopee, 

7.fl0(» 

North  Shore  (Revere), 

72,000 

Cohasset, 

2.000 

Orange,        .       .       .       . 

7.500 

Dedham, 

45.000 

Palmer,        .        .       .        . 

6,600 

Edison  (Boston), . 

663,800 

Pittsfield 

100.000 

Edison  (Brockton). 

— 

Plymouth,   .        .        .        . 

30,150 

Edison  (Fall  River),    , 

68,000 

Qulncy,        .        .        .        . 

47,000 

Fall  River,     . 

90,000 

Salem, 

187.300 

Framingham, 

50  000 

Somerville 

106,100 

Franklin  (Turner's  Ful 

U).  . 

9,000  1 

South  Hadlcy  Falls,    . 

3,500 

Onrdner,        .        . 

.    26,000  ' 

Suburban  (Boston),    . 

34.600 

OloiiceAter,    . 

40,000 

Taunton,      .... 

25,090 

Great  Barrington, . 

4,-500 

Union  (Franklin),       . 

15.600 

Oreenrield,    . 

27,000 

United  (8prin«field).  . 

296,400 

Haverhill,     . 

45.000 

Uxbridge  &  North  bridge,  . 

15.000 

Hudson, 

2,500 

Walworth  (Boston),   . 

3.000 

Hyde  Park,   . 

75.000 

Ware, 

20,000 

Lcc,        .... 

10,600 

Westborough, 

9,300 

Leicester, 

14,250 

Wevmouth, . 

40,050 

Leominster,  . 

42.800 

Whitman 

12,000 

Lowell,  .... 

178,820 

Wlnchendon, 

6  000 

Maiden, 

100.000 

Woburn,       .... 

47.040 

Marlboroagh, 

14,325 

Worcester,   .... 

22y,800 

The  following  table  shows  the  amounts  paid  by  the  companies 
for  taxes,  including  those  paid  by  the  gas  companies  on  account 
of  their  electric  plants  :  — 


NAME  OF  COMPAN'V. 

Taxos.paid. 

NAME  OF  COMPANY. 

Taxes  pttid. 

AdaniM, 

^126  55 

1  Citizens'  (Wakefield),. 

$275  00 

Atnt'sburv,    . 

390  58 

Clinton, 

1,018  69 

Amherst, 

64  63 

Cohasset, 

156  40 

Andover, 

175  54  ; 

Cottage  City, 

68  01 

Athol,    . 

228  45  ; 

Dedbam, 

733  65 

lieverlv, 

392  50 

Eastbampton, 

59  73 

Blue  Hill  (Canton).     . 

224  00 

Edison  of  B(»ston. 

23.647  83 

Boston, 

14,863  45 

Edison  of  Brockton. 

8h8  84 

Bridpewater, 

172  73 

Edison  of  Fall  lliver. 

1.761  60 

Brooklinc,     . 

1.517  88 

Edison  of  Lawrence,    . 

993  85 

Cambridge,   . 

3,739  87 

Fall  River,    . 

1,731  50 

Cliaricsiown, 

1,000  00 

Fitch  bur/^,     . 

WK)  00 

Chelbea, 

1,260  00 

Framin^bain, 

8:W  94 

Chiconee, 

99  14 

1 

Franklin  (Turner's  Fa 

lis). 

167  11 
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NAME  or  COMPANY. 

Taxes  paid. 

NAME  OF  COMPANY. 

Taxes  paid. 

Oardner,       .... 

$560  59 

North  Sbore, 

$816  65 

Oloocester,   . 

> 

2.'S4  55 

Orange,       .... 

385  00 

Grett  Barrington, 

213  43 

Palmer,       •        .        .        . 

311  69 

Greenfield,    . 

408  58 

Pittsfield,    .... 

1,140  00 

Haverbill,     . 

1.331  63 

Plymoatb,  .... 

1,178  54 

Holyoke, 

1,282  15 

Quincy,       .       .       .       . 

963  48 

Hudson, 

53  65 

1  ^>alem,         .... 

3.026  13 

Hyde  Park,  . 

1,329  20 

'  Somenrille, .... 

2.301  03 

Lee, 

261  01 

!  Sontb bridge, 

1  Soutb  Uadley  Falls,  . 

483  26 

Leicester, 

233  94 

124  76 

Leominster,  . 

746  77 

Stongbton,  .       .        .        . 

65  17 

Lowell, . 

3.747  01 

Suburban,  .       .       .       . 

446  34 

Lynn,    . 

2,581  07 

Taunton 

630  38 

Maiden, 

2,'231  16 

Union  (Franklin),      . 

340  88 

MarU)oroagb, 

347  41 

United  (Springfleld), . 
Uxbridge  &  Nonhbridge,  . 

4,000  00 

Middleboroagb,    , 

476  75 

218  28 

Millbury, 

128  25 

Waltbam,    .       .       .       . 

1,063  22 

Milt'ord, 

527  09 

1  Ware,  .       • 

328  83 

Milton, 

90  00 

'  Webster,      . 

300  16 

Nantacket,    . 

92  83 

We8tlK>rough,     . 

108  47 

NAtick, 

589  46 

Westfield,    . 

265  68 

New  Bedford, 

5,657  60 

Weymoutb, 

732  16 

Newburyport, 

960  21 

Wbitman,   . 

333  49 

Newton, 

772  55 

Winchendon, 

173  41 

Nonb  Adams, 

258  54 

Woburn, 

303  64 

Nurtbampton, 

754  45  1 

Worcester,  . 

3,452  54 

Nonb  AUleboroog 

:h.    . 

762  60 

t 

1 

Dividends. 

The  dividends  declared  by  the  several  companies  during  the  year 
are  shown  in  the  following  table  :  — 


NAME  OF  COMPANY. 


Rate  Per 
Cent. 


Adams 

Amesbury, 

Andover,    .         .         .        . 

Blue  Hill  (Canton),  . 

Boston,       .        .         .         . 

Bridgewater, 

Cambridge, 

Chicopee,   .... 

Cohasset,    .... 

Dedham 

Prison  (Boston), 
Ellison  (Brockton),  . 
Edison  (Fall  River), 
Fall  River, 
Franiiugham,     . 
Franlclin  (Turner's  Falls), 


Amount  of 
Dividends. 


186,292  00 

♦_ 

12,000  00 

Hi 


3.600  00 

90,025  00 

5,700  00 

7,258  00 

7,200  00 

♦  _ 

400  00 


*  No  dividend  declared. 
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SAME  OF  COMPANY. 


Rate  per 
Cent. 


Amount  of 
INTidonds. 


Gardner,    . 

Gloucester, 

Great  Barrington, 

Greenfield, 

Haverhill, . 

Hudson,     . 

Hjrde  Park, 

Leicester,  . 

Leominster, 

Lowell, 

Maiden,     . 

Marlborough, 

Milford,     . 

Millbury,  . 

Nantucket, 

Natiek, 

Northampton, 

North  Attloborough, 

North  Shore  (Revere), 

Orange, 

Palmer, 

PittsHeld,  . 

Plymouth, . 

Quincy,      . 

Salem, 

Somcrville, 

South  Hiidley  Falls, 

Suburban  (ifiiSton), 

Taunton,    . 

Union  (Franklin), 

United  (Si)ringtield), 

Uxbridge  and  Northbridge, 

Walworth  (Boston), 

Ware, 

Westl><>rough, 

Weymouth, 

Whitman,  . 

Winch  en  don, 

Wobum,     . 

Worcester, 


8 
4 


7 
8 


6 
6 


8 


6 
2 

6      ! 


f  1,250  00 

*  _ 


6,800  00 
4,000  00 

19,470  50 
11,746  00 

225  00 

m  ^ 

1,467  50 

4,050  00 
8.925  00 
9,813  00 

2,800  00 

2:^067  00 

G!»2  O'J 

*  _ 

1,200  00 

*  _ 

*  _ 

*  _ 

16,000  00 


1323,581  00 


*  No  dividend  declared. 

1  Also  8pecial  apportionment  of  profits  prior  to  increase  of  capital  of  15  per  cent, 
or  $2l,00U. 
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The  followiag  table  shows  the  Bystem  nsed,  the  maximam 
djDamo  capacity  and  nominal  candle-power  of  the  lamps  ot 
each  compaoy  Jane  30,  1892 :  — 


UMlBB^ 

Somloil 

KAMB  or  COUPANT. 

SjMta  DHd. 

C.p.rllT. 

Cindlg- 

POWH. 

f  Edison.        .       .       . 

141 

1,200 

Abington  and  Rockland, . 

j  Weetinghouso, 
]  National,      . 

2.200 
760 

1« 
Itf 

1,  Thomson-Houston, 

660 

16 

Adams 

Thomson '  Houston , 

J         46 

i       600 

1,200 
16 

CWcstingliouae,      . 

600 

16 

Amesbury, 

< 

>  Thomson-llouatoD, 

S       600 

j         90 

16 

1,200 

16 

Amherst, .... 

Weslinghouse,      . 

760 

Anilorer, .... 

TlioniBon-llouston,       . 

J         60 
)    1  3U0 

1,200 

Athol 

ThomsoD-Huustot).       . 

'  60 
(         36 
i        100 

1,300 

Beverlj,  .... 

Thomson-Houston, 

2,000 
1,200 

?       6.iO 

16 

Bridge iratcr,    . 

Westinghoiiae,     . 

J         35 

750 

1.700 
16 

Blue  Hill  (Canton), 

WesHnghouae.     . 

6.^ 
750 

1,700 
16 

• 

(■    2,420 

2,000 

fThomson-IIonston,       . 

\      m 

1,300 

I    8,11)0 

16 

Boston,     .... 

BruHh.  .... 

1,415 

2,000 

American,     . 

50 

2.000 

New  England  Weston, 

2,01H) 

16 

Sun.      . 

900 

16 

Brookline,' 

'ri...m-o„-H„u':ic.n,       . 

350 

2.000 

3,0'.)0 

16 

Cambridge*     . 

Thomson -flousl  on,       . 

S        930 
i    5,200 

1.200 
16 

CharlcBtown,    , 

J  Brush 

3H0 

2,000 

^Thoruson-ll'iiiston, 

650 

16 

Chelsea 

Thomson-IIonaton. 

i       300 

}   i,y.5n 

60 

1,200 

16 

1,300 

Cbicopee, 

Thorn  son- H  ouston. 

Citizens*  (Wakefit-ld),     . 

Thorn  90D-I I  oustun , 

4          46 
)       650 

1.200 

Clinton,    .... 

JSchnylPr,      .        .        . 

90 

1.200 

)  ThoniHon -Houston, 

1,950 

16 

Cohasset 

Th  0  mson -Houston , 

1,300 

16 

Cottage  aty.    .        .        . 

B,.lt,     .... 

60 

1,600 

Bedham 

Thomson-Houston, 

\       <,'"' 

1.200 

\     1,300 

16 

■  Power  generaiorf  SO  H.  P, 


'  Power  generalors  60  K,  W. 
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Leominster, 
Lowell,'    . 


>  Power  genenton  BO  H.  P. 


crgencMtonlW  H.  F. 
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M.>lm<iin 

HomM.1 

BAMBOrCX>XPAST. 

s,..™»-d. 

UtBtmi 

Ciiidi*- 

Cij-ciiy. 

po-«. 

C      86.5 

2,000 

LjnDj      .... 

Thomson-Houston, 

<       HO 

1,2<J0 
16 

Ma!d«D,    .        .        .        ■ 

Thoni  fwm-I  Ii>uston, 

J       245 

1.200 
16 

( Srhuvlor,      ■ 

'      at-o 

1.200 

)  Kdis5n, 

l.(WO 

16 

1  c         35 

1  2(Xt 

Jilddleborough, 

\  Thonifton-IInusHia, 
X  Wari-rhnusP, 

1>    '^. 

16 
1,700 
1,200 

16 

Millbnty,.        ... 

Thomson-IIouBlon, 

:  j       651) 

Miir..r(l 

Th<  >ni  aon-I  I  ouston. 

1  j      as 

750 

1,200 
16 

ilillon 

Thomson-EIouslon, 

2.000 
IG 

SuHiU'kct, 

Tlionifon-llouston, 

7.5 

!  J    1,1  fio 

1.200 
16 

Sukk,'    .... 

Th.imson-lImisttHi, 

2.fii)0 

1.20O 
16 

f-rh.>,n«on-lIn«st,.n, 

26.5 

2,0(K) 

118 

1.200 

New  Ewtfurd.' . 

J  Aiiicrictiii,     . 

III) 
K       10U 

2.000 

1.6<'0 

16 

Westiiighnuse,      . 

.J    5.«n() 

Ellison, 

7,140 

16 

Kewburj-[K)rt,  . 

1  Mather. 

1  J        1!.0 
i        W.0 
1           1.50 

1.201) 
16 
10 

Sewtfm 

Thoinson-IIotiston, 

U     n.5 

, )  a,i)iji) 

1,2<'() 
16 

N'orth  Aiiania  . 

Tliomson-HoQston, 

iS        IHO 

1,200 

16 

Thimison-llouston. 

J        HO 
J     1,9.50 

1,21X> 
16 

(■.Si-lmjlpr.       . 

90 

1.2(0 

Kotth  Attlebrimugh, 

<  Thnnison-H'.uston. 

1          310 

1.2tHl 

(WeMiinghouse.     . 

1     i.tm 

16 

NonhShi>re  (Revere),'  . 

Thotnaon-ilouBlon, 

'i    2,6IM) 

1,200 
16 

Orange,    .        .        .        ■ 

Thomson-IIouslon, 

)  "! 

1.200 
16 

Pal.ner 

Thomson -Hi  lustin. 

J         .50 
i       650 

1,200 
16 

\  Thomson-  lousl'iii. 

1           170 

i,2ro 

RUsflsM,' 

j  We  tingh-mse.     . 

■        4,500 

16 

Pljmoutb/      . 

Thomson  Elouston, 

'  S        1.50 
>     l.(MiO 

1,200 
16 

Q"i-J 

(Thomson  Houston. 

\        1.50 
J     iriiO 

1,200 
16 

(vvwiinghouse.     . 

1       I.C00 

16 

p.                        »  Power  (W n 

mtorg  ino  tl 

P. 

•  Power  gmeraior*  180  H 

p.                       "Power  pen 

ralnrt  280  H 

P. 

'Power  gnwrtwn  330  H 

p.                        •  Power  ((rn 

r«lo«  230  H 

V. 

GAS  AND  ELECTBIC  LIGHT. 


Ilul«>» 

KoDlnil 

(iT.i»>.»>. 

C«n*lt- 

i;.ptell7. 

pawcr. 

Saloni,'    .... 

Thomson-Houston, 

S       860 

i    3,!KM) 

2,000 
16 

( 

C       300 

2,000 

Thomson-Houston, 

<          50 

1.200 

Souierville,      . 

1 

C    2.300 

16 

American,     . 

50 

2.000 

[  Electro  Dynamic  Co.,  . 

600 

25 

SoiUhbridge,    . 

Thom  son  ■  HousI  on , 

5      100 

>        650 

1,200 
16 

South  Eladley  Fal  a, 

Thomson-Houston, 

900 

16 

Spencer 

Ball 

70 

1,200 

Siniigliton, 

Koll 

■       70 

81)0 

Suburban  (Boston), 

Aniericnn.    . 
Westinghouse,     . 

200 
3,750 

2  000 
16 

Tiinnton,  .... 

Brush 

Th  0  m-son-IIo  list  on . 

S       225 

)       600 

650 

1,200 
IQ 

,  Anioujt  &  Ilothhausen, 

10 

2,000 

Union  (Franklin),  . 

Thomson-Houston, 

5         50 
)     1,150 

1,200 
16 

'Edison. 

^         if, 

l,2i« 

United  (Springfield),      . 

Westinghouse,     . 

2.160 
590 

16 

1,200 
16 

Th  omson -H  0  u  ston , 

:     2,000 

Uxbridge  &  North  bridge. 

Westinghouse,     .        . 

120 
l,.'i'iO 

2,000 
16 

Wftlthnni, 

Thomson-Houston. 

195 

1,950 

I.SINJ 

16 

WalH-orth  (Boston),'      . 

i  Thomson-Houston, 
}  American,    . 

!)(10 
75 

16 

1,200 

Ware 

Thom  sou- HousI  on, 

60 
660 

1.200 
16 

WfbstiT, .... 

Thomson- Houston, 

80 
500 

1.900 
20 

Westborougli, . 

Thom  EO  n- H  oubton , 

50 
950 

1,200 
16 

Wesltield, 

C  Schuyler,      . 

98 
116 

2,000 
1,200 

(.Thomson- Houston, 

1,150 

16 

Weymouth, 

Thomsoii-llousliMi, 

S       200 
)     1,SOO 

1.200 
16 

Whitman, 

Thomson-Houston, 

\          50 
)       500 

1.200 
16 

Winchendon,   . 

Thurason-H«uston, 

S          30 
)        650 

1,200 
16 

f 

185 

2,000 

1  Thomson-Houston, 

?       100 

1.200 

Woburn,  .... 

(    2,700 

16 

Brush 

45 

1.200 

iMLon,         .        .        . 

800 

16 

Worcester, 

\       735 
f     1,950 

2,000 
16 

>  Power  generator!  W  H.  F. 


•  Power  generator!  SO  B.  P. 
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The  following  table  shows  the  number  of  electric  lights  of 
Tarioas  candle-power  representing  the  djnamo  capacity  June  30, 
1890,  1891  and  1892:  — 


16  candle- 

•power, 

20 

(t 

u 

25 

(i 

(4 

15 

(4 

&• 

2,000 

•t 

t« 

1,200 

(• 

44 

1,600 

4« 

44 

1,500 

(4 

44 

1300 

U 

44 

1,700 

44 

44 

800 

4« 

44 

1890. 

140,870 
1 1,700 

1891. 

181,270 
8,530  1 

1899. 

214,700 
900 
600 

880 

836 

836 

8,425 

6,085 

60 

8,401 

6.447 

160 

9,633 

8,499 

100 

60 

60 

60 

(40 

200  1 

35 
125 

70 

70 

70 

The  following  table  shows  the  number  of  boilers,  their  total 
rated  horse-power,  the  number  of  engines  and  the  total  rated 
borse-power  of  the  same,  and  the  number  of  dynamos  of  the 
different  companies  on  June  30  last ;  also  the  amount  of  fuel  used 
daring  the  year  ending  on  that  day :  — 


1!= 

Total 

"5- 

ToUl 

O  m 

4>S 

^^ 

rated 

i^ 

rated 

.s§ 

Coal  used. 

KAME  OF  COMPANY. 

u 

B  C 

Is 

3  >. 

Horse- 

Horse- 

Tons. 

i> 

power. 

y* 

power. 

'A^ 

1 

Abington  &  Rockland, .        .        .2 

150 

2 

875 

6 

>260 

Adams, . 

2 

150 

2 

225 

2 

762 

Ames  bury,    . 

"    2 

250 

3 

435 

5 

- 

Amherst, 

1 

100 

1 

75 

1 

286 

Andover, 

2 

200 

2 

180 

3 

539 

Athol,    .... 

1 

120 

1 

65 

1 

137 

BBverlv 

Blue  Hill  (Canton),     i 

1 

104 

1 

175 

4 

•342 

1 

130 

1 

130 

3 

277 

Boston, .... 

27 

8,575 

43 

4.915 

106 

22,613 

Bridffewater, 
Brookline,     . 

2 

2fX) 

1         80 

2 

356 

5 

625 

3 

760 

10 

»522 

Cambridge,  . 

8 

1,000 

6 

1,140 

19 

5,600 

Charlestown,         . 

5 

025 

0 

435 

11 

2,423 

Chelsea, 

2 

250 

4 

344 

8 

*886 

Chicopee, 

1 

100 

1 

65 

1 

214 

Citizens'  (Wakefield),. 

2 

250 

1 

125 

2 

•     _ 

Clinton, 

2 

250 

2 

325 

5 

706 

Cohasset, 

1 

150 

1 

100 

2 

•227 

Cottage  City, 

1 

1 

60 

_       1 

1 

50 

2 

63 

>  Alfo  35  tons  sparks.  '  Also  19  bushels  coke. 

*  Also  3,846  chaldrons  coke. 
«  Also  263  tons  screenings  and  75  chaldrons  coke. 
*  175  chaldrons  coke.  *  Also  70  tons  screenings. 
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Total 

^^  1    ToUl 

nberof 
lamos. 

KAME  OF  COBiPANT. 

nted 

rated 

CoalOMd. 

B0G 

Horse- 

ii 

Horse- 

S^ 

Toot. 

^ 

power. 

s« 

power. 

J«ia 

Dedham, 

2 

220 

2 

200 

4 

>436 

Easthampton, 
Edison  (Boston), 

1 

60 

1 

46 

1 

•71 

16 

3,600 

32 

4,320 

64 

22,276 

Edison  (Brockton), 

6 

720 

7 

776 

12 

2,373 

Edison  (Fall  River),    . 

5 

712 

6 

636 

10 

16,244 

Edison  (Lawrence), 

4 

438 

6 

660 

11 

•2,071 

Fall  River,    . 

6 

6(»0 

6 

650 

12 

1,624 

Fitchburg,     . 
Framingham, 

3 

300 

4 

450 

7 

*40l 

2 

260 

2 

260 

6 

M81 

Franklin  (Turner' 

's  Falls), 

•  _ 

— 

— 

« 

2 

. 

Gardner, 

2 

160 

3 

200 

6 

607 

Gloucester,    . 

2 

250 

3 

650 

4 

M63 

Great  Barrington, 

2 

196 

2 

170 

6 

611 

Greenfield,    . 

2 

225 

3 

226 

4 

780 

Haverhill,     . 

3 

375 

3 

365 

8 

1,941 

Holvoke, 
Hudson, 

•6 

825 

2 

800 

20 

67 

1 

80 

1 

60 

2 

178 

Hyde  Park,   . 

2 

260 

3 

376 

7 

•718 

Lawrence,     . 

2 

300 

3 

300 

6 

809 

i^ee,       •        • 

2 

160 

2 

w      - 

2 

340 

Leicester, 

2 

230 

2 

"210 

3 

244 

Leominster,  . 

2 

260 

3 

250 

6 

>«666 

Lowell, . 

7 

1,050 

3 

1,050 

17 

8,160 

Lvnn,    . 
Maiden, 

7 

900 

6 

1,160 

22 

"  2,661 

4 

600 

6 

626 

11 

2,111 

Marlborough, 

2 

210 

3 

200 

•    7 

"337 

Middleborough,    . 

1 

100 

3 

"165 

3 

_ 

Mill  bury, 

2 

130 

2 

100 

2 

327 

Milford, 

2 

170 

2 

320 

4 

948 

Milton,  . 

1 

180 

I 

150 

2 

420 

Nantucket,    . 

2 

205 

2 

160 

4 

348 

Natick,  . 

2 

250 

1 

300 

6 

'•601 

New  Bedford, 

11 

1,200 

13 

1,655 

33 

"5,142 

New  bury  port, 

2 

200 

2 

180 

8 

622 

Newton, 

4 

600 

6 

436 

7 

"  1 ,377 

North  Adams, 

1 

150 

2 

210 

6 

«179 

Northampton, 

8 

340 

3 

305 

6 

«>900 

North  Attleborough,     . 

4 

620 

6 

"840 

10 

2,000 

North  Shore, 

4 

456 

4 

796 

8 

"737 

1  Also  100  tons  sparks  and  103  tons  screenings. 

*  Also  1,500  bushels  coke.  *  Also  54  tonn  coke  breeze. 
«  Also  30,153  bushels  coke.                        *  Other  fuel,  948  tons. 

*  2  water  wheels  100  H.  P.  ^  Also  175  tons  screenings. 

«  Also  4  water  wheels  280  H.  P.  each. 
*  Also  sparks  117  tons  and  10  tons  screenings. 
><"  Also  1  water  wheel  60  H.  P.  "  Also  2  water  wheels  30  H.  P.  each. 

13  Also  33  tons  other  ftiel.  "  Also  558  tons  dust. 

>«  Also  345  tons  screenings.  >*  Also  2  water  wheels  90  H.  P.  each. 

1'  Also  1,171  tons  sparks.  "  Also  27  tons  sparks  and  breeze. 

!•  Also  1,710  chaldrons  coke.  »  Also  28,278  bushels  coke. 

^  Also  125  cords  wood.  *^  Also  water  wheel  30  U.  P. 

^  Alto  116  tons  other  fuel. 
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b  8 

ToUl 

li 

Total 

^4 

JSi 

rated 

i? 

rated 

^§ 

Coal  need. 

KAME  OF  COMPAKT. 

§1 

P 

BU 

h 

Hon«- 

Horse- 

Tons. 

5*5 

power. 

385* 

power. 

}fi=i 

Orange, 

2 

120 

2 

185 

5 

561 

Palmer, 

1 

125 

1 

100 

2 

336 

Pittsfield, 

4 

410 

6 

790 

13 

2,395 

Plymouth,     . . 

2 

250 

3 

625 

7 

935 

QuiDcy, 

3 

375 

4 

550 

6 

1,883 

Salem,  . 

6 

750 

4 

1,360 

15 

4,451 

Somerville,   . 

4 

800 

4 

605 

11 

>  2,033 

Southbriilge, 
South  Uadley  Falls, 

2 

185 

2 

185 

3 

404 

— 

— 

1 

100 

2 

•  _ 

Spencer, 

- 

— 

3 

•45 

2 

- 

Stoughton,    . 

1 

60 

1 

50 

1 

232 

Suburban  (Bo4on), 

4 

600 

2 

900 

7 

2,794 

Taunton, 

4 

525 

2 

265 

8 

921 

Union  (Franklin), 

2 

200 

2 

150 

2 

439 

United  (Sprinirfield),  . 

7 

1,760 

4 

1.650 

20 

6,627 

Uxbridge  &  Northfield, 

2 

200 

2 

210 

4 

583 

Walt  ham. 

4 

531 

5 

775 

6 

*  1,783 

Walworth  (Boston), 

6 

830 

2 

200 

5 

1,840 

Ware,    .... 

1 

125 

1 

125 

2 

268 

Webster, 

■                1 

2 

230 

2 

140 

3 

583 

Westborough, 

1                t 

2 

160 

2 

150 

3 

463 

Westfieia.      . 

1                t 

2 

140 

2 

140 

5 

•332 

Weymouth,  . 
Whitmuu, 

2 

300 

2 

325 

6 

862 

i_ 

-. 

1 

90  . 

2 

~ 

Winchendon, 

1                ■ 

-> 

• 

1 

100 

2 

95 

Woburn, 

4 

500 

6 

575 

11 

~ 

Worcester,     , 

r                    • 

•    8 

1 

1.200 

3 

1,400 

22 

2,592 

*  Also  368  tons  sparks.  >  Steam  bought. 

«  Oas  engines,  using  1,306,000  feet  gas.       «  Also  42,121  basbels  coke. 

*  Also  29  tons  coke. 
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The  following  table  shows,  in  feet,  the  total  length  of  wire  ;  the 
length  of  underground  conduit,  the  length  of  the  wires  in  the 
same  ;  the  number  of  poles  set  in  streets  and  ways,  and  the  length 
of  streets  with  overhead  wires  of  each  company,  on  June  30 
last: —  • 


NAME  OF  COMPANY. 


Total  Length 

of  Wire. 

Feet. 


Length 
I    of  Wires 
in  CondDlt. 
Feet. 


Length 
of  Under- 
ground 
Conduit 
Feet. 


Number 

of  Poles 

•et  In 

Street*. 


Length 

of  Street 

with  OTer- 

head  W^ires. 

Feet. 


Ahington  &  Rockland, 

Adams,  . 

Atneehniy, 

Amherst, 

Andover, 

Athol, 

Beverly, . 

Blae  Hill  (Canton), 

Boston,  ... 

Bridgewater,  . 

Brookiine, 

Cambridge,     . 

Charlestown,  . 

Chelsea, . 

Chicopee, 

Citizens'  (Wakefield), 

Clinton,  . 

Cohasset, 

Cottage  City,  . 

Dedham, 

Easthampton, 

Edison  (Boston),   . 

Edison  (Brockton), 

Edison  (F'all  River), 

Edison  (Lawrence), 

Fall  River,      . 

FitchJmrg, 

Framingham, 

Franklin  (Turner's  Fall 

Gardner, 

Gloucester, 

Great  Bnrrington, 

Greenfield, 

Haverhill, 

Holyoke, 

Hudson, 

Hyde  Park,    . 

Lawrence, 

Lee, 

Leicester, 


), 


226,000 

80,460 

196,080 

22.550 

95,056 

30,000 

164,126 

177,100 

3,276,210 

38,120 

584.940 

696,000 

340,000 

356,640 

21,120 

304,240 

15.5,334 

253,440 

26,400 

616,479 

28  000 

506,938 
145,590 
597,460 
385.440 
32.5.700 
422,400 

12.000 
108.348 
120.(»00 

77.760 

67,000 
224.000 
318,9.50 

35,290 
199,370 
267,450 
101,000 
194,500 


813,372 
21,000 
62,040 
72,797 


194,732 

7,000 

20.6S0 

7,200 


300 


300 


930  1 

112.280 

»160 

29,700 

275 

63,360 

«75 

7.000 

501 

a3,ooo 

160 

30,000 

595 

71.400 

•592  ! 

180,100 

*  1,247 

- 

»238 

38,530 

1,230 

160.600 

1,599  , 

237,600 

325 

44,880 

1,593 

179.620 

•250 

21,120 

'690 

81,840 

G^H  ' 

90.700 

*914 

103,098 

•60 

21,120 

1,271 

182,160 

228 

2H,000 

149 

17.000 

1,740  1 

193,000 

•0  68 

3,000 

1,198  i 

214,720 

"1,213 

147,840 

625 

83,690 

900  1 

132,000 

»2  86 

9,<'00 

»s  450  1 

50,000 

"  150 

75,000 

"280 

46,120 

200 

30,000 

««  500 

158,400 

1,006 

103.500 

17  71 

10.793 

680 

67,600 

"482 

79.200 

300 

23,760 

479 

60,720 

1  Uuo  120  poles  of  othor  companies. 
3  30  polos  set  elsewhere. 
^  4  poles  set  elsewhere;  20  trees  used. 
f  6  poles  sot  elsewhere. 


3  78  poles  set  elsewhere. 

*  72  poles  set  elsewhere;  912  roof  fixture*. 

*  Also  175  trees  used. 

*  10  poles  set  elsew^hert. 


*  40  poles  set  elsewhere  and  wires  attached  to  brackets  on  buildings. 

10  21  poles  set  elsewhere. 

II  27  poles  sot  elsewhere;  also  telcgntph  poles  and  roof  structures, 
u  8  poles  set  elsewhere.  "  18  poles  set  elsewhere. 

^*  30  poles  set  elsewhere;  also  trees  and  brackets  used. 

1^  20  poles  sot  elsewhere;  also  trees  and  brackets  on  buildings. 
M  Also  10  roof  structures.  i^  Use  17  poles  of  other  companies. 

u  13  poles  set  elsewhere;  nte  also  poles  of  other  companies. 
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Tbe  following  table  shows  the  Dumber  of  motors  furniihed  off 
arc,  incandesce nt  and  power  circuits,  the  number  of  single  and 
double  arc  lamps,  and  the  number  of  plain  and  oopper-coated 
carlMns  used  during  the  year :  — 


S 

'1 

•a 

u 

S  umber 

Suffibtr 

Kusbir 

Vop,b«- 

KA«B  OF  COlIrASY. 

II 

'-l\ 

-*s 

SI°|iM 
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,.;;'i„ 

"'I^^'' 

-C 

~rt 

:  =  = 

a 

yi 
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20.000 

Amherst.     .        . 

Andover,     . 

30 

18,760 

AlllDl 

37 

10 
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2 
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ITAME  OF  COMPANT. 


Ncvtont      .        • 

North  Adami,     . 

Nortbtniptiin. 

Norfh  Atiletji»roaffb, 

North  Sborc  (Revere) 

Oranxe, 

Pilmer, 

PiusOeld.     . 

Pljmoaili,  • 

Qaincj, 

Somerville, . 

8oDthhiid::e. 

South  Hadley  Fallfl, 

Spmcer*      •       • 

Stousbton,  . 

SoiiurlisQ  (Boston), 

Taonton, 

Unkin  (Franklin), 

Unired  (Springfield), 
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WlTP,  .  •  • 
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?' 
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NamlMr 

of 
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Doable 
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Lamps. 
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IMnIn 
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UMd 


Kambcr 
of  c'opptr- 

COMtfd 

Ciirboni 
Uwd. 


20 


19 


20 
0 
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21 


16 
43 
U 


22| 


•95 
H9 

IS 

461 


68 
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47 
66 


7 

184 

162 

16 

80 

112 
84 

110 
16 
78 

71 

67 

146 

143 

44 

190 

68 

106 

20 

89 

4 

&3 
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1 

47 

21 

38 

310 


102 

84 

3 
47 

1 
36 
43 

8 

98 

18.') 

246 

6 


12 
80 

425 


30 

4*^ 

3 

72 

10 
32 

12 

8o 

391 


15,000 

18,000 

13,280 
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6,0110 
35,000 
400 
S.IKN) 
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8,321 
32,962 
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44,000 
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280.000 

103.000 

6,000 


78,000 

3,986 

277,683 


40.790 

in.ooo 

20,000 
10.000 

9,r)00 

8,8*57 


428,760 
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The  following  table  shows  the  price  charged  by  the  several 
electric  light  companies  for  commercial  lights  on  Jane  30, 1892  :  — 


NAME  OF  COMPANT. 


Price  lot  CommercUl  Lights. 


Abington    &    Rock- 
lAnd, 


AdtiDfl,     . 


Amesbarj, 


•        • 


Amberstf  . 


I 


Andover,  . 


AtLol, 


Beverly,    • 


Blue  Hill  (Canton), 


f 


Boston, 


Bridgevrater, 


One  cent  per  16  candle  lamp  boar ;  10  per  cent,  discount 
for  prompt  payment,  customers  pay  for  wiring  and  re- 
newali. 

■For  17  c  p.  incandescent  lights  for  bnsiness  places  open 
every  nigbt  until  11  p.m.,  913.00  eacb  per  year;  open  6 
nights  per  week,  912.00;  open  4  nights  per  week,  $9.00; 
renewals  free ;  wiring  in  stores  and  offices  free,  in  dwell- 
ings  at  cost. 

Arc  lights,  3  nights  per  week,  each  lamp.  957.00;  4  nights, 
903.00 ;  5  nights.  969.00 ;  6  niglitii,  975.00 ;  7  nigbu*,  $81  00 
per  year.  Incandescent  lights,  16  c  p.  lamps,  3  nights 
per  week,  9^*00  per  year,  and  9100  p«r  year  additional 
for  eacb  additional  night  per  week;  20  c.  p.  lanipn,  3 
nights  per  week,  9^.00  per  year,  and  $1.00  per  year  addi- 
tional tor  each  additional  night  per  week :  32  c.  p  lamps, 
8  nights  per  week,  916  00  per  year,  and  $2.00  per  year 
additional  for  each  additional  nigbt  per  week.  Wiring 
at  owners'  expense.    All  lamps  at  conbumers'  expense. 

Incandescent  lights,  one  cent  per  hour,  16  c.  p.  latnps  by 
meter;  dvielling  house  wiring  at  cobt;  commercial  wir- 
ing fiee ;  renewals  at  I'ost. 

Incandescent  lights  until  9  p  m.,  3  nights  per  week  for  10 
months  and  one  night  for  2  months,  9H.14  {)er  year;  5 
nights  per  week  until  8.30  and  one  nigbt  to  lU  l\  M., 
910  00  per  year.  Wiring,  frtore**,  free.  All  other  plates 
from  92.«')0  to  95  00  per  outlet;  renewals  or  contract 
lights  free;  customers  pay  for  metered  lights  rcnewalH. 

Arc  lights,  975.00  per  } ear.  Run  only  where  street  lights 
are  used. 

Arc  lights,  50  cents  per  nigbt.  Incandescent  liclit.'<,  16  c.  p  ; 
7  nights  per  week,  dl.lGjf  per  tnontb;  G  nif;liti(  per  week, 
91  00  each  per  month;  4  nights  per  week,  87|^  cents  each 
per  month;  3  nigbtii  |)cr  neuk,  82  cents.  Cuaiouiers  pay 
for  wiring  and  renewals. 

Incandescent  lights,  one  cent  per  ampere  hour  by  n)cter; 
910.00  per  year  per  light  by  contract  Wiring,  3^2.00  and 
92.75  per  light;  lamp  lenewalti,  7o  cents  each. 

Arc  lights  under  contracts,  1  lamp  for  12  mos.,  75  cents ; 
for  6  mos.,  8U  cents ;  for  3  nios.,  !K)  C(  ntF ;  2  lamps  for  12 
mos.,  eacb  70  cents ;  for  6  mos  ,  each  75  cents ;  for  3  nma  , 
eacb  85  cents;  3  or  4  lamps  for  12  mos.,  eacb  65  cents; 
for  6  mos  ,  eacb  70  cents ;  for  3  mos  ,  eacb  80  cents ;  5  to 
7  lamps  for  12  mos.,  each  GO  cents;  lor  G  nios,,  each  65 
cents;  for  3  mos  ,  eacb  75  cents  per  day;  8  or  9  lamps 
for  12  mos.,  eacb  55  cents;  for  6  mos.,  eacb  GO  cents ;  for 
3  mos.,  eacb  70  cents ;  10  lamps  for  12  mos  ,  eacb  50 
cents;  for  6  mos.,  each  55  cents;  for  3  mo.s.,  eacb  65 
cents  per  day.  Incandescent  lights  under  contracts,  125 
c.  p.  lor  12  mos.,  eacb  lamp  50  cents  per  day  ;  65  c.  p.  tor 
12  mos  ,  30  cents  per  day  ;  32  c.  p.  for  12  mos.,  20  cents 
per  day  ;  16  c.  p  1  cent  per  hour  by  meter.  Inside  in- 
candescent wiring  charged  to  customer  at  cost;  lamps 
fn^nl^bed  and  renewed  free,  except  those  broken  by 
customer. 

Incandescent  lights,  I  cent  per  ampere  hour  or  $10.00  per 
year  for  16  c.  p.  lamps;  wiiing  $2.00  per  lamp,  open 
wiring;  9'<^'7&  pcr  lamp  for  concealed  work.  Lamp  re- 
newals free. 
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Brookline 


,  .  .1 


Cambridge,       • 


Charlestown 


Chelsea,    . 


..  .{ 


1 


Citizens' (Wakefield).^ 


Clinton,     . 

Cobasset,  . 
Cottage  City,    . 

Dedbam,  . 
Edison  (Boston), 
Edison  (Brockton), 
Edison  (Fall  River),  J 

Edison  (Lawrence), . 


Fall  River, 


Fitchburg, 


I 


Arc  lights,  $65.00  to  (lOO.CX)  per  year  according  to  bourn 
barnt.  Incandescent  lights,  $1.00  to  $1.50  per  mo.,  16 
c  p.  lamps,  according  to  hours  burnt,  and  l^  cents  per 
hour  by  meter. 

Arc  lights,  6  days  per  week  to  10  p.m  ,  $100.00  per  year  per 
lamp ;  7  days  per  week,  $120.00 ;  6  days  per  week  to  12 
P.M.,  $120.00  per  year;  7  days  per  week,  $140.00  In- 
candescent lights.  20  c  p.,  yearly  contract,  I  lamp  $10.00, 

5  lamps  $9.50,  10  lamps  $9.00,^5  lamps  $8.50,  20  lamps 
$8  00  each ;  32  c.  p.,  $24.00  to  $30.00 ;  65  c.  p..  $40.00  to 
$48.00;  16  c.  p.,  $10  00  per  year;  16i  per  1,000  watts  by 
meter.    Consumers  pay  for  lamps  and  renewals. 

Arc  lights,  50  cents  per  ni^ht.  Incandescent  lifrhts,  50  cents 
per  night  per  vroup  of  8,  16  c.  p.  lamps  running  an  aver- 
age ot  about  6  hours  per  night.    Lamp  renewals  free. 

Arc  lights,  40  cents  per  lamp  per  night  until  12  p.m..  25 
cents  until  6.30  p.m.  Incandescent  lights,  16  c  p.,  $1  2.1 
per  mo.  for  stores.  By  meter  l\  cents  per  hour.  Re- 
newals, 65  cents  each. 

Incandescent  lights,  1  cent  per  hour,  16  c.  p.  lamps  by 
meter.  $1.00  per  month  by  contract  for  16  c  p.  lamps; 
$1.75  for  32  c  p.  lamps.  Wiring,  $2.00  per  lamp  for 
cleat  work ;  over  10  lamps  $2.00  per  lamp ;  do  no  con 
cealed  work.  Renewals,  60  cents  for  16  c.  p.  lamps,  75 
cents  for  32  c  p.  Arc  lights,  7  nights  per  week,  $1(XS.00 
per  year;  6  nights,  $96.00;  5  nights,  $84.00;  4  nights, 
$72.00. 

Arc  lights.  I  light,  $8.33  per  mo. ;  2  lights,  $750  each  ;  3 
lights,  $7.00  each ;  4  or  more  lights.  $6.50  each.  Incan- 
descent lights,  $1.00  perliffbt  per  month,  meter  rates  1:| 
cents  per  hour,  with  special  rates  to  large  consumers. 
Wiring  and  renewals  free 

Incandescent  lisbts,  contract  rates  for  each  customer ;  cus- 
tomers pay  for  renewals. 

Arc  lights,  $M)  00  per  season  of  90  days. 

Arc  lights,  $70,00  per  rear  Incandescent  liffhts  on  con- 
tracts based  on  $10  00  per  lamp  per  year  until  10  r.M  ; 
by  meter,  20  cents  per  1,(X)0  watt  hours. 

Incandescent  liRhtu,  1  cent  per  hour,  16  c.  p.  lamp  by  meter. 
Lamp  renewals  free ;  inside  wiring  cliarged  to  customer. 

Arc  lights,  4  nights  per  week,  each  lamp  $9.00  per  monih. ; 
7  nights,  $10.00  Incandescent  lights,  $0,015  per  16  c.  p. 
lamp  hour  by  meter.    Lamp  renewals  free. 

Incandescent  lights,  1  and  1^  cents  per  16  c  p  lamp  hour 
by  meter.    Inside  wiring  at  net  cost ;  renewals  free. 

Arc  lights,  every  night  till  midnight,  $10.00  per  mo  ;  6 
niuhis  per  week,  $8  00;  4  nights.  '?7.50,3  nights,  $6  00. 
Incandescent  lights,  1  cent  per  10  c.  p.  lamp  hour  by 
meter,  less  5  per  cent,  for  prompt  payment.  Renewals 
free. 

Arc  lights,  1  to  4  liehts,  each,  $8  00  per  mo  ,  5  to  8,  each, 
$7.00, 9, $60.00, 10,  $65.00,  U,  $70  00, 12  to  15.  each.  $6.2.), 
16  or  more,  each,  $6  00  per  mo.  Incandescent  liffhts,  20 
cents  per  1,000  watt  hours  by  meter.    Renewals  free. 

Arc  lights,  3  nights  per  week,  1  to  4  lights,  $10.00  each 
liffht  per  mo.,  5  to  9  lights,  $9.00  per  mo  ,  10  or  more, 
$8.00;  4  nights  per  week,  1  light.  $10.50;  2  to  4,  810  00 
each;  5  to  9,  $9.00;  10  or  more  $8  00;  5  nights,  1  light, 
$11.00;  2  to  4,  $10  00;  6  to  9,  $9.01);  10  or  more,  $8  00; 

6  nights,  1  light,  $12.00;  2  to  4,  $11  00;  o  to  9,  $10.00; 
10  or  more,  $9.00 ;  7  nights,  1  liifht,  $13.00 ;  2  to  4,  $12.00 ; 
5  to  9,  $1 1.00 ;  10  or  more,  $10  00  Incandescent  lights, 
per  meter,  stores,  25  cents  per  1,000  watt  hours,  resi- 
dences, 30  cents.    All  lamps  paid  for. 
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Price  for  Commercial  Lights. 


FramlDgham,  . 


Franklin 
FalU) 


1  (Tamer's  S 
I  •       •       •  / 


Gardner,  . 


Gloacester, 


Great  Bardngton, 


Greenfield, 


Harerblll, 


•  'i 


Uoljroke,  . 


Hadson,    . 

Hjde  Park, 
Lawrence, 

Lee,  . 


Leicester,  . 


Arc  lights,  f  72.00  per  jear;  ifonlj  2  ligUU,  9^400  each; 
if  only  1  light,  996.U0.  Incandescent  lights,  by  meter, 
1  cent  per  lamp  hoar;  by  contract,  ^1.2^  each  per  month 
if  3  liahts  or  less;  if  more  than  3,  $1.00  each ;  12  lighU 
for  f  10.00  per  month.  Larger  namber  by  contract.  Wiring 
in  stores,  9 1.50  per  lamp,  houses  at  cost,  llenewals 
free. 

Incandescent  lights,  4  nishts  in  the  week  to  9  p.m.,  87.00 
per  year;  6  nights  in  the  week  to  11  p.m.,  910.00.  Wir- 
ing and  renewals  free. 

Arc  lights,  for  yearly  contract,  6  nights  per  week,  $77-78; 
6  nights,  $66.67;  4  nights,  $5.V55.  Incandescent  ligbu, 
25  cents  per  1,000  watt  hoars;  bv  contract,  $0.0122  per 
lamp  hoar.  Shops,  m'Us  and  factories,  60  cents  per 
1.000  watt  hours,  or  by  contract  $0.0225  per  lamp  hour. 
Discount  of  10  per  cent,  on  all  bills  if  paid  on  or  before 
the  tenth  of  the  month.  Lamp  renewals  free  to  meter 
customers,  at  cost  to  others. 

Arc  lights,  1  lamp.  $9.00  per  mo. ;  2  lamps,  $8.50  each ; 
more  than  2,  $8  00  per  month  each.    Incande8i>ent  lights, 

5  nights  per  week  to  7  p.m.,  and  1  night  to  midnight,  16 
c.  p.  75  cents  per  himp  per  mo.,  65  c.  p.  $3.00  per  mo. ; 

6  nights  to  9  p  M.,  and  1  night  to  midnight,  16  c.  p.,  $1.00, 
65  c.  p.,  $3  60;  7  nights  to  midnight,  16  c.  p.,  $1.25,  66 
c.  p.,  $4.00  per  lamp  per  mo.  Rates  by  meter,  18  cents 
per  1 .000  watt  hours.    Wiring  at  cost ;  renewals  free. 

Arc  lights.  25  cents  per  niirht.  Incandescent  lights,  16  c  p., 
$10.»  0  per  lamp  per  year  by  contract;  by  meter,  1  cent 
per  ampere  hour.    Kenewa:s  free. 

Arc  lights,  averaging  15  honrs  per  week,  $65.00  per  lamp 
per  year.  Incandescent  lights,  metered  lights  at  1  cent 
per  16  c.  p.  lamp  hour;  contract  rates,  ^0  00  tu  $'20.(H) 
per  lamp  per  year,  based  on  1  cent  per  hour  and  esti- 
mated hours  of  consumption.    Lamp  renewals  free. 

Arc  lights,  60  cents  per  night.  Incandescent  lights,  $1.25 
per  mo.    Wiring  and  renewals  free. 

Arc  lights,  6  nights  per  week,  $100.00  each  per  year;  4 
nights,  $75.00;  3  nights,  $70  00.  Inciindescent  lights  by 
meter  or  contract,  1^  cents  per  hour  for  10  c.  p.  lamp; 
discounts  6  per  cent,  on  contract  Wfihis  in  stores  and 
shops,  on  metered  lights;  25  per  cent,  for  dwellings  and 
small  bills ;  33  per  cent  for  hotels,  and  for  large  consump- 
tion.   Arc  wiring  free ;  incandescent  renewaJH  at  cost. 

Arc  lights.  $6.25  per  mo.  Incandescent  lights,  by  con- 
tract, 60  cents  to  $1.00  ])er  mo. ;  by  meter.  1  cent  per 
hour.    Renewals  free;  customer  pays  for  wiring. 

Arc  lights,  $70.00  per  year.  Incandescent  lights,  $10.00 
each,  per  year  until  10  p.m.;  20  cents  })er  1,000  watt 
hours  by  meter. 

Arc  lights,  3  nights  per  week,  $6.00  per  lamp  per  mo. ;  6 
nights,  $8.00;  7  nights,  $10.00.    Wiring  fi^e. 

Incandescent  lights,  stores,  20  c.  p.,  $9  00  ]>er  year  till 
10  P.M.;  $11.00  till  12  P.M.;  32  c.  p..  $18.00111110  i-.M. ; 
$22  00  till  12  p.m.;  6.5  c.  p.  $38  00  till  10  p.m  ;  $V2.00 
till  12  p  M.  Ten  per  cent,  advance  for  seven  dnysof  the 
week.  Meter  rates,  residences,  20  cents  })cr  1,()00  watt 
hours;  halls  and  churches, 30  cents.  Wiring  $3.00  per 
light;  renewals  free. 

Incandescent  lights,  $10.00  per  lamp  per  year;  5  per  cent, 
discount  for  all  lamps  when  numl)er  is  5  or  more.  In 
hou.«es,  for  hall  light,  $7.50  per  year;  balance  of  house 
graduated  to  this.  Wiring  and  renewals  paid  by  cus- 
tomer. 
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Leominster, 


Lowell, 


.«{ 


Lynn, 


•       • 


Maiden,    . 


Marlborough,  . 


Middleborougb,        .  | 


Milford,    . 


Millbnry,  . 

Milton, 

Nantucket, 


■{ 


Arc  lights.  975  00  per  year.  Incandescent  lights  until  10 
o'clock,  $10  00  per  year;  until  12  o'clock,  $12.00;  ail 
night,  $18.00;  by  meter,  20  cents  per  1,000  watt  hours. 
Renewals  65  cents  each. 

Arc  lights,  $10.00  per  lamp  per  month,  homed  every  nitrht, 
50  cents  per  lamp  per  night,  burned  3  or  4  nights  per 
week ;  $s.44  per  lamp  per  month  on  yeaily  contracts, 
part  burned  outride  stores  every  night,  part  inside  3 
nights  a  week.  Incandescent  lights,  $1.00  per  lamp  per 
mo.  for  contract  lights,  16  cents  per  1,000  watts  by  meter. 
Wiring  at  cost,  renewals  free. 

Arc  lights,  4  nights  to  6  30 ;  1  night  to  11 ;  and  1  night  to  12 
p.M  ,  each  week,  $7.50  per  lamp  per  mo.;  5  nights  to  11, 
and  1  night  to  12  p.m.  each  week,  $10.(0;  if  burned  Sun- 
day night  also,  $11.00  per  mo.  Incandescent  lamps, 
$1  00  to  $1.25  per  lamp  per  mo. ;  by  meter,  20  cents  per 
1,000  watt  hours.    Renewals  free,  on  contract  lights  only. 

Arc  lights,  $10.00  per  mo.  Incandescent  lights,  $1.00  per 
mo.  for  16  c.  p  lamps ;  for  contract  lights.  1^  cents  per  16 
c.  p  lamp  hour  by  meter.  Lamps  and  renewals  for  con- 
tract lights  f^e.    For  metered  lights  no  flree  renewals. 

Arc  lights,  every  night,  1  light,  $8.60  per  mo  ;  2  or  more 
lights,  $7.50  each ;  3  nights  per  weeK.  1  light.  $7.50  per 
mo  ;  2  or  more  lights,  $5.00  each.  Incandescent  lights, 
16  c.  p.,  stores  closing  3  nights  a  week  at  6  p.m  ,  $10  00 
per  year;  6  nights  per  week  burning  until  9  p.m  ,  $12  00; 
until  11  p.m.,  $13  JK);  until  12  p.m.,  $16.00.  Wiring  and 
renewals  free. 

Incandescent  lights,  $10.00  per  lamp  per  year.  Wiring  and 
renewals  at  cost. 

Arc  lights,  outside,  every  night,  April  to  October,  $6  67  per 
lamppernio. ;  October  to  April,  $10.00.  Innide  use,  April 
to  October,  1  lamp  6  or  7  nights  per  week.  $8.00  per  mo. ; 

2  lamps  6  or  7  nights  per  week,  $14  50;  3  lamps  6  or  7 
nights  per  week,  $20  50 ;  4  lamps  6  or  7  niehts  per  week, 
$26.60.  For  4  nights  per  week,  1  lamp  $6.00;  2  Umps, 
$10.75;  3  lamps,  $16.00;  4  lamps,  $20  00  For  3  ni::hts 
per  week,  1  lamp.  $5  50;  2  lamps,  $10  00;  3  lamps, 
$15  00 ;  4  lamps.  $18  00.  From  October  to  April,  fi  or  7 
nights  per  week,  1  lamp,  $12.00;  2  lamps.  $21.50;  3 
lamps,  $30.60 ;  4  lamps,  $38.50.  4  nights  per  week,  1 
lamp.  $9.76;  2  lamps,  $17  00;  3  lamps.  $24.00;  4  lamps, 
$31.00    3  nights  per  week,  1  lamp,  $9.50;  2  lamps.  $15.00; 

3  lamps,  $22  50 ;  4  lamps,  $28.00.  Transient  lights.  75 
cents  per  light  per  night.  Incandescent  lights  by  meter, 
li  cents  per  lamp  hour.  On  contract.  16  c.  p.  lamps 
burning  every  night  until  11  p.m.,  $1  2.\  until  9  r  m., 
$1  00.  If  burnt  4  evenings  per  week,  $1  00  iKjr  mo. ;  3 
evenings,  90  cents  if  as  many  as  3  lights  are  used.  For 
5  or  more  lights,  wiring  and  renewals  free ;  other  wiring 
and  renewals  paid.  For  10  or  16  lights,  1  consumer.  10 
}ier  cent,  discount;  more  than  15,  16  per  cent,  discount. 
Factory  lighting,  from  4  to  6  p.m.,  65  cents  per  lamp  per 
month. 

Incandescent  lights,  50  cents  per  candle  per  year.  Wiring 
at  cost.  Renewals  free  for  commercial  lamps ;  domestic 
lamps  80  cents  each.    Arc  lights  $80  00  per  year. 

Incandescent  lights,  1  cent  per  hour  by  meter  for  each  16 
c-  p.  lamp.  Contract  lights,  16  c.  p.,  $10  00  per  year; 
25  c.  p.,  $18.00.    Renewals.  60  cents  per  lamp. 

Arc  lights,  $10.00  each  per  month.  Incandescent,  16  c.  p. 
$10. 00  each  per  year.  Wiring  and  renewals  paid  by 
customers. 
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NaUck, 


New  Bedford,    • 


Newbnryport, 


Newton,    . 


.  ^ 


North  Adams, 


Northampton,  . 


North  Attleborougb, 


North  Shore  (ReTere) 


■{ 


Arc  lightii,  l8t  light,  $8  00,  2d  liffht,  ^7  00.  3d  light,  %6.Q0 
per  month.  Incandeicent  lights,  tint  three,  91  •''^O  per 
mo.  each;  second  three,  $1  00;  third  three,  80  cents; 
fourth  three,  60  cents ;  additional  lamps,  60  cents  each. 
Wiring  and  renewals,  free. 

Arc  lights,  about  5  cents  per  honr,  and  rent  of  lamp  at 
910  00  per  year.  Incandescent  lifrbts,  I  cent  per  16  c  p. 
lamp  hour.    Discounts,  bills  $8.00  per  month  and  under, 

6  per  cent  ;  $8.00  to  916  00. 10  per  cent. ;  $16.00  to  920.00, 
15  per  cent. ;  over  $20  00,  25  per  cent,  for  prompt  pay- 
ment.   Wiring,  by  contract.    Lamps  and  renewals  free. 

Arc  lights,  4  to  7  nights  per  week.  1  Hsht,  $10.00  per  mo. ; 
2  lights,  99.00  each ;  3  or  more,  $8  00  each ;  1  to  3  nights 
per  week,  I  light,  $7  00  per  mo. ;  2  lights,  $625  each ;  3 
or  more.  $5  67  each  Series  incandescent  lights.  65  c.  p., 
4  to  7  nights  per  week,  I  light,  $.'^.00  per  mo. ;  2  lights, 
$i  75  each  ;  3  lights,  $4  50  each ;  4  lights,  $4  25  each ;  5 
or  more,  $4.00  each.  1  to  3  nights  per  week,  I  light, 
$3.50  per  mo. ;  2  lights,  $3  37^  each ;  3  lights,  $3  25  each ; 
4  lights,  $3.12A  each;  5  lights.  $3.00  each;  6  or  more, 
$2.83|  each.  Direct  current  incandef^cent,  20  c.  p.  lamp, 
4  to  7  nights  per  week,  $1  2-5  each  per  mo  ;  1  to  3  nights 
per  week,  $1,00;  32  c.  p.  lamp,  4  to  7  nights,  $2  00  each 
per  mo. ;  1  to  3  nights  per  week.  $1.60.  8  per  cent,  dis- 
count from  these  prices  for  incandescent  lights,  and  a 
fhrther  dlscotint  of  5  per  cent,  on  all  bills  paid  before  the 
10th  of  the  month.    Renewals  at  consumers'  expense. 

Incandescent  lights,  by  contract,  $1  00  per  mo. ;  by  meter, 
25  cents  per  1,000  watt  hours.  Discount  of  10  per  cent, 
if  conbuniption  equals  100,000  feet  of  gas  per  year.  Re- 
newals at  customers'  expense ;  70  cents  fur  16  c.  p  ; 
$1.00  for  32  c.  p. 

Arc  lights,  single  lamp,  40  cents  per  night;  2  lamps,  36 
cents  each ;  3  at  34  cents  each ;  4  or  more  at  32  cents 
each.  Incandescent  lights,  $100  |)er  mo.  for  6  nights 
per  week  ;  83|  cents  per  mo.  fur  4  nights  i)er  week.  Re- 
newals free. 

Arc  light.««,  $75.00  per  year  every  night  till  10  p.m.  ;  $100  00 
till  midnight;  $6u00  for  one  night  a  week  till  10  p  m. 
Incandcbcvnt  lamps,  16  c.  p  used  2  nijrhts  per  week  until 

10  p  M.  and  4  nights  until  6  p  m  ,  $8  00  each  per  vear;  6 
nights  until  9  p.m.,  $10.00;  until  10  p.m.,  $12  00;  until 

11  P.M.,  $14  00;  until  midnight,  $ir).(>0;  7  nights  until 
10  p  M.,  $13  00 ;  until  11  P.M., $15 ;  until  midnight.  $17.00 ; 
all  niffht,  $20  00.  10  c  p.  used  2  nights  per  week  until 
10  p  M.  and  4  nights  until  6  p.m  ,  $7  00  carh  per  year;  6 
nights  until  9  p.m  ,  $8  00;  until  10  p  m..  $9.00;  until  11 
p.m.,  $10  00;  until  midnight,  $12  00;  7  nights  until  10 
PM..  $10.00;  until  11  p.m..  $11.00;  until  midnight, 
$13.00;  all  night,  $15  00;  20  c  p.  used  2  nights  per 
week  until  10  p..m.  and  4  nights  until  6  p  m.,  $10.00  each 
per  vear;  6  nights  until  9  pm.,  $12.00;  until  10  p.m  , 
$15.'00;    until  II   p.m,  $18.00;  until  midnight,  $20.00; 

7  niffhts  nntil  10  p.m.,  $16.00;  until  11  p.m..  $20  00; 
until  midnight.  $21.00;  all  night.  $2r).00;  2.')  per  cent, 
added  to  these  rates  when  less  than  3  lights  arc  used. 
By  meter,  1  cent  a  lamp  hour.  Wiring  and  lamps  on 
meter  at  consumers*  cost;  other  lamp  renewals  free. 

Arc  lights,  $8.00  per  lamp  ])er  mo,  G  nights  per  week; 
$9.00,  everv  night.  Incan<lesa>nt  20  c.  p  lamps.  $1.2r); 
25  c.  p  ,  $1.60;  32  c.  p.,  $2  00;  50  c.  p.,  $3  00;  65  c  p  , 
$4  00  each  per  month.  Renewals  and  wiring  paid  by 
consumers. 

Arc  litshts,  $80.00  per  year.  Summer  rates,  55  cents  per 
night  per  light.  Incandescent  lights ;  by  contract.  $10.00 
per  year  until  10  p.m  ;  by  meter,  20  cents  to  yearly  and 
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NAME  or  COMPAKY. 


Pric«  for  GomiiMrcUJ  Llffhta. 


North  Shore  (Reyere) 


■{ 


Oran^, 


•       •       • 


Palmer,     . 


PitUfield,  . 


riyoioath, 


.  -I 


Qaincy,     . 


Salem, 


Somerville, 


Soutbbridge, 


1 


South  Iladley  Falls,   • 


Spencer.    . 
Stonghton, 


• 


Suburban  (Boston),. 


'      I 


30  oenti  to  Bnniner  castOBers  per  1,000  watt  hours. 
Renewala,  80  cents  each,  with  rebate  of  6  cents  for  old 
lamps.    Wiring  paid  by  customers. 

Incandescent  lights,  16  c  p  ,  4  nights  a  week,  $9  00  a  rear ; 
6  or  7  nights  a  week,  $10.00  a  year ;  20  c.  p-.  4  nights  a 
week,  $10.00a  year;  6  or  7  nights  a  week,  $12.00  a  year. 
Wiring  at  cost.    A  charge  for  renewals. 

Arc  lights,  $80  00  per  year.     Incandescent  lights.  $10.00 

En  year  till  10  p.  m .     Store,  wiring  and  renewals  free ; 
ouse,  wiring  at  cost  and  renewals  75  cents  each. 

Arc  liffhts,  nntil  6  p.  m.  3  nights  per  week,  and  nntil  9  p. 
M.  8  nights,  1  lamp,  $84.00  per  year,  2  or  more  lamps, 
$72.00  each;  same  senrlce  as  above  from  April  l8t  to 
September  Ist,  I  lamp,  $26  00,  2  lamps,  $24.00  each ; 
fh>m  September  1st  to  April  1st,  1  lamp.  $65.00.  2  lamps, 
$60.00  each.  Until  9  p.m.  6  nights  a  week.  1  lamp 
$120  00  per  year,  2  lamps  $108.00.  Same  serrice  from 
April  1st  to  September  Ist,  i  lamp  $40.00,  2  or  more 
lamps  $36  00;  September  1st  to  April  Ist,  1  lamp  $84.00, 

2  lamps  $76.00.  Incandescent  lights,  by  meter,  260 
ampere  hours  or  less,  1  2-10  cents  per  hour ;  250  to  500, 
1  MO  cents;  500  to  1,600,  1  cent;  1,600  to  2,500,  9-10 
cents ;  2,600  to  8,600,  8-10  cenu ;  3,600 or  more,  7- 10 cents. 

Arc  lights,  80  cents  per  lamp  per  night.  Incandescent 
lights,  fonr  nights  per  week  to  10  p.m.,  80  cents  per  lamp 
per  month ;  other  lights  to  10  p.m  90  cents,  to  midnight 
$1.00,  all  night  $1.60;  these  rates  for  16  c.  p.  lamps,  pro- 
portional  rates  for  higher  candle  powers.  Meter  rates, 
20  cents  per  1,000  watt  hours  for  rebidences,  30  centK  per 
1,000  watt  hours  in  other  cases.  Meter  rentals  $2.00  to 
$4.00  per  year.    Renewals  60  cents  each. 

Incandescent  lights,  $1.00  per  mo.,  16  c  p.  lamp.  Renewals 
for  stores  furnished  by  company ;  houses,  by  consumers. 
Arc  lights  $87  00  per  year,  moon  schedule. 

Arc  lights,  every  eveninff  except  Sunday,  $12.00  per  month ; 
incandescent  lights,  16  c.  p.,  one  cent  per  hour  by  meter. 
Contract  lights,  16  c.p  lamps,  $1.00  p«r  lamp  per  month ; 
without  renewals  $125  per  month,  renewals  free.  Re- 
newals, 60  cents  each. 

Arc  lights,  $125  00  per  year  for  drug  stores.  $80  00  for 
grocery  stores.  Incandescent  lights,  meter  rates,  20 
cents  per  1,000  watt  hours ;  consumers  pay  for  renewals. 

Arc  lights,  single  lamp,  $80  00  per  year  for  drug  stores, 
$70.00  elsewhere;  2  lamps,  10  per  cent,  discount ;  3,  15 
per  cent,  discount.  Incandescent  lights,  $10  00  per  year 
for  one  16  c.  p.  lamp.  $50.00  for  six.    Renewals  free. 

Incandescent  lights.  6  nights  per  week  till  6  30  p  m  ,  $6.00 
per  year;  till  6  30  p  m.  ordinarily  and  till  10  p  m.  2  nights 
per  week,  $7.20;  rill  6.30  p.m.  ordinarily  and  till  10  p.m. 

3  nights  per  week,  $7.80;  till  6  30  p.m.  ordinarily  and 
till  10  p  M  4  nights  per  week,  $8.40;  till  9  p.m.  6  nichts 
per  week.  $8.40;  till  10  p  m.  6  nights  per  week,  $10  00; 
till  11  P.M.  6  nights.  $11  00.  Prices  are  for  16  c.  p.  lamps. 
Discount  of  5  per  cent,  on  bills  paid  within  5  days  Meter 
rates  20  cents  per  1,000  watt  hours.  Discount  of  6  per 
cent,  if  paid  within  16  days  from  date.  Wiring  and 
lamp  renewals  at  cost. 

Arc  lights,  28  54  cents  per  night. 

Arc  lights.  $60.00  per  year. 

Arc  lights,  1  lamp  1  night  per  week,  75  cents,  2  or  more 
nights.  45  cents  per  night,  2  or  more  lamps  over  2  nights 
a  week.  40  ct'nts,  10  or  more  lamps  6  nights  a  week,  .3-5 
cents  per  light  per  nipht.  Incandescent  lights,  1  cent  per 
lamp  hour.    Renewals  free. 
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MAHK  OP  COMPAMT. 


Price  for  Commeiclal  Lights. 


Tannton, ... 


{ 


Uolon  (Franklin), 


United  (Springfield), 


rxbridjcre  and  North-  f 
bridge,   .        .       .  j 


Waltliam, . 


Walworth   (Boston), 


Arc  lights,  $8.00  per  month.  Incandescent  lights,  $1 00 
per  month. 

Arc  lights,  single  lamp,  4  nights  per  week  till  10  p  m.,  $60  00 
per  year;  till  12  p  m  ,  $75  00;  ever/  night  (except  Sun- 
day) till  10  P.M.,  $75  00  per  year;  till  12  v.u  ,  $90  00. 
Incandescent,  16  c.  p.  lignt^,  every  night  till  10  p  m., 
$10.00  per  lamp  per  year;  till  12  p.m..  $12  00;  till  day- 
light, $18  00;  20  c.  p.  till  10  p  m  ,  $12.00  per  year;  till 
12  p.m.,  $15  00;  Ull  daylight,  $2100.  Al)ove  20  c.  p  , 
special  rates.  By  meter,  20  cents  per  1,000  watt  hoars. 
Whring  and  renewals  at  cost 

Arc  lights,  85  cents  to  70  cents  per  lamp  per  night,  based 
on  a  rate  of  eight  cents  per  hoar.  Incandescent  lishts. 
Rates  per  lamp  per  year  for  domestic  liffhting ;  Ist  lamp, 
$9.00;  2d,  $H.OO;  3d,  $7  00;  4th,  $6  00;  5th,  $5  00; 
6th,  $4  00 ;  7th,  and  all  others,  $3  00.  Kates  per  lamp 
per  year  for  bnsiness  lighting  antil  6  p.m.  ordinarily  and 
10  P.M.  1  night  per  week ;  10  c.  p.  lamps.  $5  50  eacb ;  16 
C.  p.,  $7.00;  25  c  p..  $9  25;  50  c.  p  ,  $17  50;  100  c.  p., 
$33.50;  150  c.  p.,  $49  00.  Until  6  p.m.  ordinarily  and 
10  P.M.  2  nights  per  week ;  10  c-  p  ,  lamps.  $6.r)0  each; 
16  CD.,  $8.00;  25  c.  p  .  $10  75;  50  c.  p..  $20  00;  100  c. 
,  $38.50 ;  150  c.  p  ,  $56  00.  Until  6  p.m.  ordinArily  and 
10  P.M.  3  nights  per  week ;  10  c  p.,  lamps,  $7.50  earh ; 
16  c  p,  $9  00;  25  c.  p,  $12.00;  50  c.  p..  $22  50;  100  c. 
p.,  $43  25 ;  160  c  p.,  $60  00  Until  8  pm.  ordinarily  and 
12  P.M.  1  niffht  per  week ;  10  c.  p.  lampn.  $8  00  each ;  16 


fo 


c  p..  $10.00 ;  25  c  p.,  $13.25 ;  50  c.  p.,  $25  00 ;  100  c.  p  , 
$48  00;  150  c  p  ,  $70  00.  Until  10  p  m.  every  night;  10 
c.  p.  lamps,  $9.00  each ;  16  c  p  ,$11.00;  25  c.  p.,  $14  75; 
50  c.  p..  $27  50;  lOO  c.  p.,  $52  7o:  150  c.  p.,  $77  00. 
Until  12  p.M  every  night:  10  c.  p.  lamps,  $10  00  each  ; 
16  c.  p  ,  $12.00 ;  2.5  c.  p  .  $16  00 ;  50  v.  p.,  $  iO.(K) ;  100  c. 
p.,  $57.50;  150  c  p.,  $8400.  All  night  and  overv  night; 
10  c  p.  lamps,  $13.00  each;  16  c.  p.,  $16  00;  25  c.  p.. 
$21.25;  50  c.  p.,  $40.00;  100  c.  p.,  $76.75;  150  c.  p, 
$112.00.    RenewaU  free. 

Incandescent  lights,  16  c.  p.  lamps,  1  rent  per  hour  by 
meter;  by  contract  $10.00  per  year.  Wiring,  $2.00  per 
light  open,  $3.00  concealed ;  renewals  free. 

Arc  lights,  6  or  7  nights  per  week  till  12  p  m.,  I  light  $12.50 
per  mo  ;  2  lights,  $11  87^;  3  lights,  $11.25;  4  lishts, 
$10.62^;  5  lights,  $10  00;  4  or  5  nights  |)cr  week.  1  licht. 
$10.00;  2ligbts,  $9.50;  3  lights.  $9  00;  4  lights.  $S.50;  5 
lights,  $8.00  each.  Discount  20  per  cent,  from  al)ove 
prices  if  paid  on  or  before  the  15th  of  the  month.  Incan- 
descent lights,  16  c.  p  ,  6  or  7  nights  per  week,  $1  35  per 
light  per  mo.;  5  nights  per  week,  $1.30  each;  4  nights 
per  week,  $1  25  each.  Discount  35  cents  per  light  if  paid 
on  or  before  the  15th  of  the  month.  32  c  p.,  0  or  7  nif^hts 
per  week.  1  light,  $2.75;  2  lights,  $2  62;  3  lights,  $2  48; 
4  lights,  ^2.34:  5  lights,  $2  20;  4  or5  nights  per  week,  1 
light,  $2.50;  2  lights,  $2.38;  3  lights,  $2  25;  4  lights, 
$212;  5  lights,  $2.00  each;  65  c.  p.,  6  or  7  nights  per 
week,  1  light,  $5.00;  2  lights,  $«.75;  3  lights,  $1.50;  4 
lights.  $4  25;  5  lights,  $4.00;  4  or  5  nights  ()er  week.  1 
light,  $4^0;  2  lights,  $4.28;  3  lights,  $i0:);  4  lights, 
$3  83;  5  lights,  $3.60  eacb.  Discount  10  per  cent,  from 
these  prices  if  paid  on  or  before  the  15th  of  the  month. 
Rates  by  meter  1  cent  per  16  c.  p.  lamp  hour.  Lamp 
renewals  at  expense  of  consumer. 

Arc  lights,  50  cents  per  day.  Incandescent  lights,  16} 
cents  per  1,000  watt  hours;  special  rates  to  large  con- 
sumers.   Lamp  renewals  free. 
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KAME  OF  COMPANY. 


Price  ftM*  OommerclAl  LlgbU. 


Ware, 


Webster,  . 


Westborougli,  . 


Westfield, . 


Weymouth, 


Whitman, 


WinchendoD,    . 


Woburn,  . 


Worcester, 


Arc  lights,  $6.00  per  mo.  Incandescent  lights,  6  nights 
per  week  until  10  p.m.,  $l.0<)  per  mo. ;  nntil  9  p  m..  83 
cents  per  mo. ;  3  nights  per  week  until  10  p.m.,  67  cents 
per  mo. ;  by  meter,  20  cents  per  1,000  watt  hours.  Wir- 
ing  at  cost ;  renewals  at  one-half  cost. 

Arc  lights,  single  light,  $80.00  per  year;  2  lamps,  $72  00; 
3  lamps,  $6H.OO;  6  or  more,  $60  00  each  per  year.  In- 
candescent lights,  1  light  until  12  p.m.,  $10.00  per  year; 
5  lights,  6  per  cent,  off;  10  lights  or  more,  10  per  cent, 
off.    Wiring,  stores,  free ;  booses  at  cost ;  renewals  free. 

Arc  lights,  $80  00  per  year.  Incandescent  lifrhu ;  by  con- 
tract, $7.60  per  year  for  16  c.  p.  lamp ;  $9.00  for  20  c.  p. 
lamp;  by  meter, 20  cents  per  1,000  watt  hours.  Wiring 
at  cost;  renewals  75  cents  each. 

Arc  liffhts,  $l(i0  00  per  year  payable  monthly.  A  discount 
of  10  per  cent,  is  made  for  each  week-day  night  on  which 
the  lamp  is  not  burned  after  6  pm.  Incandescent  lights, 
for  1  16  c.  p.  lamp  every  night  until  11  p.m.,  $1.25  per 
mo.;  every  night  except  Sunday  until  11  p.m  ,  $1.15; 
5  nights  until  9  p.m.,  1  night  until  11  p.m  .  $1  00;  4 
nights  until  8  p  m.,  2  nights  until  11  p  m..  H5  cent<i:  3 
nights  nntil  6  p.m.,  2  nights  until  9  p.m.,  I  night  until  11 
p  M.,  70  cents  per  mo  ;  10  c.  p.  lamps,  25  per  cent  less 
than  al)Ove  rates ;  20  c  p  lamps,  20  per  cent  more  than 
above  rates.  Exposed  wiring  free ;  lamps  and  renewals 
at  consumers'  expense. 

Incandescent  lights,  16  c  p.  lamps,  7  nights  per  week, 
$10  00  p<'r  year;  6  nights,  $9  50;  5  nights.  $9.00;  4 
nights,  $8  50.  Wning,  $3.00  per  light  for  concealed 
work,  $2.00  for  cleat  work ;  renewals,  16  c.  p.  lamps,  65 
cents  each,  with  rebate  of  5  cents  for  lamp  bascH. 

Arc  lichts,  4  night<i  per  week  until  10  p  m.,  $60  00  per  year; 
until  midnight,  $75  00;  6  nights  per  week  until  10  p.m.. 
$75  00;  until  midnight,  $90.00.  Incandescent  lights.  16 
c  p.  until  10  PM.,  90  cents  per  lamp  per  month;  until 
midnight,  $12.00;  until  daylight,  $18.00  per  year;  20 
c.  p.  Ismps  until  10  p  m  ,  $12  00;  until  midnight,  $ir).00; 
until  daylight,  $21  00.    Renewals  at  customers'  cxt>en8e. 

Arc  lights,  4  nights  per  week  until  10  p  m  ,  $60  00  per  year; 
nntil  midnight.  $75  00;  6  nights  per  week  until  10  p.m  , 
$75  00;  until  midnight.  $90.00.  Incandescent  lights,  16 
c  p.  until  10  P.M.,  $10.00  per  lamp  per  year;  until  mid- 
night, $12  00;  until  daylight,  $18.00.  20  c.  p.  lamps 
until  10  P.M.,  $12.00;  until  midnight,  $15  00;  until  day- 
light, $21.00;  alKjve  20  c.  p..  special  rates.  By  meter 
for  residences,  20  cents  per  1,000  watt  hours,  in  other 
cases  30  cents  per  1,000  watt  hours.  Meter  rental,  25 
light  meter,  $2  00  per  year;  50  light,  $2..>0;  100  light, 
$4.00.    Wiring  at  cost.    Lamp  renewals,  65  cents  each. 

Arc  lights,  7  nights  per  week.  $9.00  per  mo. ;  6  nights, 
$8.00;  5  nights.  $7-00;  4  nights  or  less,  $C.OO.  Incan- 
descent lights.  6  or  7  nights  per  week,  $12  00  per  year; 
5  nigbts.  $11.00;  4  nights  or  less,  $10.00.  Renewals 
free;  wiring  at  from  $1.50  to  $3.25  per  outlet. 

Arc  lights,  I  light  for  4  mos.  daily,  70  cents  per  light ;  for  8 
mos.  daily,  and  Saturdays  for  12  mos  ,  60  cents  per  light ; 
2  lights  for  4  mos.  daily,  65  cents;  for  8  mos.  daily,  and 
Saturdays  for  12  mos.,  55  cents  each  per  night;  3  lights 
for  4  mos.  daily,  60  cents  each  per  night;  for  8  mos, 
daily,  and  Saturdays  tor  12  mos.,  50  cents  each  i>er 
night.  One  or  more  lights  every  night  in  the  year,  50 
cents  each.  Incandescent  lights,  6  nights  jMJr  week, 
until  9  p.m.,  $1.00  per  lamp  i>er  mo.;  until  10  .^0  p  m., 
$1  25  per  mo. ;  until  11.30  p  m.,  $1  50  per  mo. ;  7  nights 
per  week,  until  10  30  p  m..  $1  50  per  mo. ;  until  12  p.m  , 
$1.75  per  mo.;  all  night,  $2.00  per  mo.  Renewals  free 
to  stores;  others  at  cost. 
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Cases  pending  before  the  Board,  Dec.  81,  1892. 

Appeal  of  the  Braintree  Electrio  Light  Company  from  the 
decision  of  the  selectmen  of  Braintree,  granting  permission  to 
A.  S.  Morrison  and  others  to  run  wires  over  certain  streets  in 
Braintree. 

Appeals  of  the  Randolph  and  Holbrook  Electric  Company,  and 
of  Edward  H.  Galligan  and  others,  from  the  decision  of  the 
selectmen  of  Randolph,  granting  permission  to  the  Randolph  and 
Holbrook  Light  and  Power  Company  to  erect  poles  and  wires  in 
the  streets  of  Randolph. 

Appeal  of  the  Bristol  County  Electric  Company  from  the 
decision  of  the  aldermen  of  Taunton,  refusing  to  grant  permission 
to  said  company  to  erect  poles  and  wires  in  the  streets  of  Taunton. 

Appeals  of  the  Boston  Electric  Light  Company  and  the  Edison 
Electric  Illuminating  Company  from  the  decision  of  the  aldermen 
of  Boston,  granting  permission  to  certain  parties  to  run  wires  over 
Summer  Street. 

Petition  of  the  Natick  Gas  Light  Company  for  authority  to 
supply  electric  light. 

Appeal  of  the  Lawrence  Gas  Company  from  the  decision  of  the 
selectmen  of  North  Andover,  granting  permission  to  the  Mcrrimac 
Valley  Horse  Railroad  Company  to  erect  poles  and  maiutaiu  elec- 
tric lights  in  the  streets. 

Appeal  of  the  Framingham  Gas,  Fuel  and  Power  Company  from 
the  decision  of  the  selectmen  of  Framiugham,  granting  permission 
to  the  Framingham  and  Ashland  Gas  Light  Company  to  lay  pipes 
in  the  streets. 

Appeal  of  the  Worcester  Electric  Light  Company  from  the 
decision  of  the  mayor  and  aldermen  of  Worcester,  granting  per- 
mission to  the  Quinsigamond  Electric  Power  and  Light  Company 
to  erect  poles  and  run  wires  in  the  streets  of  Worcester. 

Petition  of  consumers  of  the  Springfield  Gas  Light  Company 
for  reduction  in  the  price  of  gas. 

Petition  of  consumers  of  the  East  Boston  Gas  Company  for 
reduction  in  price  of  gas. 

Petition  of  consumers  of  the  South  Boston  Gas  Light  Com- 
pany for  reduction  in  price  of  gas. 
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Petition  of  consumers  of  the  Dorchester  Gas  Light  Company 
for  reduction  in  price  of  gas. 

Petition  of  consumers  of  the  Roxbury  Gas  Light  Company  for 
reduction  in  price  of  gas. 

Petition  of  consumers  of  the  Jamaica  Plain  Gas  Light  Company 
for  improvement  in  quality  and  reduction  in  price  of  gas. 

Petition  of  consumers  of  the  Brookiine  Gas  Light  Company  for 
reduction  in  price  of  gas. 

Appeals  of  the  Edison  Electric  Illuminating  Company,  and 
Boston  Electric  Light  Company,  from  decision  of  aldennen  of  the 
city  of  Boston,  granting  to  D.  Webster  King  permission  to  run 
electric  wires  over  certain  streets  in  Boston. 

Appeal  of  the  Westborough  Gas  and  Electric  Company  from 
the  decision  of  the  selectmen  of  Westborough,  granting  to  Henry 
S.  Jackson  and  others  permission  to  lay  gas  mains  and  pipes  in  the 
streets  of  Westborough. 

Appeals  of  the  Boston  Electric  Light  Company,  and  Edison 
Electric  Illuminating  Company,  from  the  decision  of  the  aldermen 
of  Boston,  granting  to  the  Suburban  Light  and  Power  Com- 
pany permission  to  maintain  electric  wires  in  the  streets  of  Boston. 

Petition  of  consumers  of  Citizens'  Gas  Light  Company  of  Read- 
ing, South  Reading  and  Stoneham  for  improvement  in  quality  and 
reduction  in  price  of  gas  supplied  in  Reading. 

JAMES  w.  Mcdonald. 

FORREST   E.   BARKER. 

OHARLES   A.   TOWNE. 
Boston,  Jan.  4,  1893. 
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APPENDIX  A. 


BALANCE    SHEETS,    MANUFACTURING    AND    PROFIT 
AND  LOSS  ACCOUNTS,   TO    JUNE  30,  1892. 

[From  the  retarns  made  as  corrected  by  the  Board.] 


ABINGTON  AND  ROCKLAND  ELECTRIC  LIGHT. 
(See  Elbotmic  Light  and  Power  Company  of  Abington  and  Rockland.) 


ADAMS  ELECTRIC  LIGHT  AND   POWER  COMPANY. 

AS8BT8. 

Real  estate, $3,686  48 

Steam  plant, 1I,7A7  96 

Electric  plant, 6,819  96 

Lines,  meters,  lamps  and  globes, 9,415  37 

Incandescent  installation, 1,037  46 

Dne  for  electric  light  and  power, 1,483  43 

Pael  on  band, 192  50 

Carbons  on  hand, 18  50 

Oil  and  waste  on  hand, 32  80 

Incandescent  lamps  on  hand, 17  30 

Globes  on  band, 1150 

Other  materials  on  hand, 382  15 

Cash  on  hand 114  93 

Total  assets,  as  per  books  of  the  company, $34,869  34 

Profit  and  loss  balance, 97 

$34,870  31 
Liabilities. 

Capital  stock, $8,600  00 

Vntts  payable, 9,450  00 

Unpaid  bills 16,920  31 

Total  liabilities,  as  per  books  of  the  company,         ....  $34,870  31 

Manufacturing  Account. 

Db.  Cr. 

Operating  expenses, $7,567  00 

Income  from  sale  of  light  and  power,      ....  $9,952  65 

Balance  to  profit  and  loss 2,385  65 

$9,952  65  $9,952  66 
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Profit  and  Lom  Account. 

Balance  June  30, 1891, f  2,100  23 

Balance  of  electric  mannfactnring  accoant,     .  f  2,385  65 

Other  items  of  Income, 32  62 

Interest  paid, 314  01 

Balance  June  80, 1892, 97 


$2,419  24        f  2,419  24 


ADAMS   0A8  LIOHT  COMPANT. 

Assets. 

Real  estate, $20,049  35 

Machinery  and  mannfactnring  appliances, 6,002  05 

Meters 1,350  74 

Dneforgas, 531  21 

Coke  on  hand, 300  00 

Tar  on  hand, 269  50 

Enrichers  on  hand, 412  50 

Gas  lamps, 478  82 

Sundry  accounts  dne  the  company, 6,138  19 

Office  ftimitnre, 392  53 

Cash  on  hand,   ....               660  08 

Total  assets,  as  per  books  of  the  company, $36,584  97 


Liabilities. 

Capital  stock,  • $17,300  00 

Unpaid  bills, 4  39 

Total  liabilities,  as  per  books  of  the  company,         ....      $17,304  39 
Profit  and  loss  balance, 19,280  58 

$36,584  97 

Manufaoturino  Account. 

Dr.  Ca. 

Operating  expenses, $7,592  51 

Income  from  sale  of  gas, $10,932  54 

residnab, 1,290  66 

Balance  to  profit  and  loss, 4,630  69 

$12,223  20      $12,223  20 

Profit  and  Loss  Account. 

Db.  Cb. 

Balance  Jane  30,  1891, $20,388  24 

Balance  of  gas  manufacturing  account,  ....  4,630  69 

Rents, '                     72  00 

Dividends  declared, $3,460  00 

Rebates  to  stockholders, 2,350  35 

Balance  June  30,' 1892 19,280  58 

$25,090  93      $25,090  93 
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AMBSBURY  ELBCTRIC  UOHT. 
(See  BxjKmuo  Light  akd  Patbnt  Floobikg  Compant.) 


AMBSBURY  AND  SAUSBURT  OAS  COMPANY. 

A88BT8. 

Real  eetata, $4,8/6  96 

Machinery  and  manaftictiirfaig  appUanoea 40,200  50 

Street  mains, 16,030  81 

Metera, 1,663  31 

Dae  for  gas, 882  90 

Gas  coal  on  hand, 1,089  00 

Bnrichers  on  hand,  .       .  * 80  00 

Parttying  materials  on  hand, 20  00 

Gas  flxtnres  on  hand, 36  18 

Offlce  fomitoxe, 80  00 

Cash  on  hand, 2,898  01 

Total  asseu,  as  per  books  of  the  company, $67,916  19 

LZABILITXBS. 

Capital  stock, .  $60,000  00 

Total  liabilities,  as  per  books  of  the  company,         ....  $60,000  00 

Profit  and  loss  balance, 7,916  19 

$67,916  19 

MAKinPACTURIirO    ACOOUNT. 

Db.  Cb. 

Operating  expenses $0,200  80 

Income  from  sale  of  gas $9,018  26 

other  soorces, 1  00 

Balance  to  profit  and  loss, 8,768  41 

$9,019  26  $9,019  26 
Profit  and  Loss  Account. 

Dr.  cr. 

Balance  Jane  80, 1891, $6,844  98 

Balance  of  gas  mannfiactoring  account,   ....  3,763  41 

Dividends  declared, $2,400  00 

Other  items, 292  20 

Balance  Jane  80, 1892, 7,916  19 

.                   $10,608  39  $10,608  39 


AMHBRST  GAS  COMPANY. 

Assets. 

Beat  estate  (gas), $630  80 

Mtchinery  and  manafisctaring  appliances  (gas), 7,978  18 

Street  mains  (gas) 6,615  77 

Meters  (gas), 1,448  40 

Doe  for  gas, 1,043  07 

Coke  on  hand, 20  26 

Om  oU ....  128  26 
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Other  gas  materials  on  hand,   . 
Gas  fixtures  on  hand,       .... 
Real  estate  (electric),       .... 
Steam  plant  (electric),      .... 

Electric  plant, 

Lines,  meters,  lamps  and  globes  (electric). 

Patent  rights 

Due  for  electric  light  and  power, 
Fuel  on  hand  (electric  light),  . 

Oil  and  waste  on  hand 

Incandescent  lamps  on  hand,   . 
Other  electric  materials  on  hand. 
Sundry  accounts  dne  the  company, 

Office  fUmiture, 

Cash  on  hand 

Insurance, 


:| 


$31  50 
91  45 

1,298  77 

31,966  38 


899  13 

113  03 

42  88 

175  05 

1,072  79 

281  84 

55  15 

459  20 

72  08 

Total  assets,  as  per  books  of  the  company,      ..*..«     $54,37362 


LlABILITIER. 

Capital  stock, 

Bonds  issued, 

Unpaid  bills, 

Total  liabilities,  as  per  books  of  the  company. 
Profit  and  loes  balance, 


Manufacturing  Account. 


(gas. 
Operating  expenses,  \  ^,^^^^^ 


Income  from  sale  of  gas, .... 

sale  of  electric  light  and  power, 
other  sources,  electric. 


Balance  to  profit  and  loss,  j  ^.   *  . 


Profit  and  Loss  Account. 


Balance  June  30,  1891 

Balance  of  gas  manufacturing  account,  . 
Balance  of  electric  manufacturing  account. 
Revaluation  of  real  estate. 
Other  items  of  income,      .... 

Interest  paid 

Depreciation, 

Balance  June  30,  1892 


$25,000  00 

18,500  00 

572  34 

44,072  34 

10,301  28 


$61,373  62 

Da. 

Cr. 

$2,453  39 

3,656  77 

$4,299  04 

4,028  86 

86  47 

1.845  65 

468  65 

$8,414  36        $8,414  36 


Da. 

Ca. 

$8,212  68 

1,845  66 

458  55 

635  85 

128  76 

$924  81 

55  30 

10,301  28 

$11,281  39J    $11,281  39 
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ANDOTBR  BLBCTBIC  COMPANT. 


Bol  wttte. 912.381)  SO 

Sinm  pUDt, 10.387  B6 

Htdric  plMt. 18,461  96 

Udm,  mBten,  lamp*  Mid  (loliM li,86B  (M 

Due  for  eleetrie  Uglit  mDd  power 814  97 

fuel  <M  hand 2B  DO 

Cirbana  on  band, 40  DO 

Oil  and  wieCe  on  hand,      . 4.1  BO 

lacaiideecentlatiipsoil  band, 75  00 

flbbei  OD  liarii, 4  00 

Other  maieriali  on  band, m  00 

BledTfc  llxtarM  00  band t3  Si 

Bond,  wagmu,  etc 478  iO 

SaDdr7  accoanti  doe  tbe  companr, 477  03 

OSes  tnrnllon BS  00 

Cub  on  hand S71  12 

Total  ataeta,  ai  per  booki  oTtbe  companr fSSfiSfS  BO 


LuBiLinca. 

CtpiUl  »tock f  J0.000  00 

BoDdi  isioed 21,000  00 

Note*  payable 4,IW0  00 

Unpaid  bllli 1.125  11 

Toul  ltabllitlea,u  per  booka  of  tbe  company tB6.)>2-5  11 

Proflt  and  lou  balance, :^.06S  71 

•08,093  BO 
HAlfDMOTTtKIMa  AOOODHT. 

Di.  Cl 

Operating  expeoaei, f9,023  116 

Income  from  lale  of  Itgbt  and  power,      ....  99.132  79 

Balance  to  proflt  and  loaf 109  19 

«9,132  76  99,13'^  7S 
FaoriT  uip  Loia  Acoouitt. 

Balance  Jane  30.  ISSI t2,OI7  OS 

Balance  of  Jobbing  accoant, 1,090  09 

Balance  of  etectrlcmanQlacliirJiigaeconnt,     ...  I09  19 

Inierett  recelTed, Ill  OS 

Kanli 68  33 

Otber  Item*  of  lneo^I^ 60  00 

IiiteiMi  paid 9840  2S 

CommictiDQ  charged  off, S28  42 

Balance  June  30, 1892 2,088  74 

•3,417  44  93,437  44 
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ARLINOTON  OAS  LIGHT  COMPANY. 

A88BTS. 

Real  estate, $1,000  00 

Machinery  and  manafkctaring  applianoee, 35,000  00 

Street  mains, 34,000  00 

Dne  for  gas, 3,274  47 

Oas  coal  on  hand, 876  95 

Cash  on  hand, 4,775  63 

Total  assets,  as  per  books  of  the  company, $78,926  95 


Liabilities. 

Capital  stock, $70,000  00 

Unpaid  dividend 744  00 

Total  liabilities,  as  per  books  of  the  company, $70,744  00 

Profit  and  loss  balance, 8,182  95 

$78,926  96 
Manttfaoturino  Accouitt. 

Da.  Cb. 

Operating  expenses, $11,692  42 

Income  from  sale  of  gas, $16,405  47 

residuals, 880  50 

other  sources, 4  00 

Balance  to  profit  and  loss 5,597  66 

$17,289  97      $17,28^97 
Pkofit  and  Loss  Accoumt. 

Db.  Cr. 

Balance  June  30,  1891, $6,891  10 

Balance  of  gas  mannfocturing  account,    ....  5,597  55 

Dividends  declared, $4,200  00 

Constraction  charged  ofi, 105  70 

Balance  June  30,  1892, 8,182  95 

$12,488  66      $12,488  65 


$46,016  07 


ATHOL  GAS  AND  ELECTRIC  COMPANY. 

Assets. 

Real  estate  (gas), 

Machinery  and  manufacturing  appliances. 

Street  mains  (gas), 

Meters  (gas), 

Due  for  gas, 420  55 

Oas  coal  on  hand, 180  00 

Enricbers  on  hand, 120  00 

Other  gas  materials  on  hand, 75  00 

Real  estate  (electric) 

Steam  plant  (electric),      .... 

Electric  plant, 

Lines,  meters,  lamps  and  globes  (electric) , 
Patent  rights, 


13,630  07 
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Doe  for  electric  light  and  power, f  299  68 

Fael  on  band  (electric light), 45  00 

Carbone  on  hand, 35  00 

Oil  and  waste  on  band.     .^ 600 

Other  electric  materials  on  hand,  ' 160  00 

Cash  on  hand, 182  49 

Total  assets,  as  per  books  of  the  company, $61,158  76 


Liabilities. 

Capita]  stock, $25,000  00 

Bonds  issned, 25,000  00 

Noleif  payable, 4,115  00 

Unpaid  bills, 4,818  58 

Total  liabilities,  as  per  books  of  the  company,        ....  f  58,933  58 

Profit  and  loss  balance, 2,225  18 

$61,158  76 

Mawvfacturino  Acooitnt. 

Dk.  Cb. 

Ope,.t.„«exp«.e..  {«;^-      ;  ;        ^^^ 

Income  from  sale  of  gas, $7,227  17 

sale  of  electric  light  and  power,  3,414  88 

$10,642  05  $10,642  05 

Profit  aud  Loss  Acooxtwt. 

Da.  Cr. 

Balance  of  gas  manafkctaringaccoant,    ....  $1,97240 

Balance  ofelectricmannfiMtaring  account,  382  44 

Bcyalnation  of  supplies 610  00 

Interest  paid $739  66 

BaUnce  Jane  30,  1892, 2,225  18 

$2,964  84  $2,964  84 


ATTLEBOROUOH  GAS  LIGHT  COMPANY. 

Assets. 

Heal  estate, $12,136  05 

^fachinery  and  manafkctaring  appliances 25,063  82 

Street  mains, 10,576  89 

Meters, 2,055  59 

Due  for  gas, 2,271  62 

Gas  coal  on  hand, 2,757  15 

Coke  on  hand, 24  00 

Tar  on  hand, 593  75 

Porifying  materials  on  hand 10  00 

Other  materials  on  hand, 222  18 

Stores  and  lamps  on  hand, 295  61 

Snndry  aoconnts  dae  the  company, 251  01 

Office  famitare, 131  20 

Cash  on  band, 1,526  83 

Total  assets,  as  per  books  of  the  company, $57,915  20 
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Da.  L'l. 

Opcniing  cxpefurt, 99,9n  61 

laromc  iTtaa  ule  oC  9U,  .......  tlH.lSb  iO 

mlduli, 2.IM4  78 

otbcT  lODrce*, 3  90 

BaUnce  10  pruflt  mad  ioM, 7,171  IT 

»17,273  78  fl7^r78 

PSOriT    AMD    LOM    ACOOVKT. 

ix.  n. 

BAUoccJnneao,  ISSl f9.9ai  33 

Balanre  or  gM  muiDfictiitiiiK  acoKiDt,   ....  7.274  17 

iDtemi  rectlTcd, 27  18 

DlTidcnda  declwed 9<.H0  00 

ConttrnctloD  ehuKed  off, 1,000  00 

DcpredaiioD BI  48 

BiUno  Jaoe  30, 1892 II^IS  20 

tI7,a06  S8  S17,206  68 

BAT  STATE  OAS  COHPANT. 

BealaUM, 1 

MacblDcr;  Md  manufiu^aring  sppliuiceB,  V f  i,05O,U00  00 

SIrMt  main) > 

Meiera 1.761  10 

Doeforgae ll^.i  M 

Ou  coal  on  band 22.3SS  76 

Coke  on  haad, (K2  RU 

Tar  on  hand, 364  6S 

BnrlcLen  on  band 13.791  09 

Puilfflng  mslerlalion  hand 2,tg|  67 

Oihcr  iiiHl'^riiils  on  hand 6,840  36 

aaaonlinnd l.W  00 

Works  ImproTemenl, 73,391  83 

Horses,  wBjfons,  etc 790  50 

Sundry  act^anlB  due  tbe  compsnr 61  76 

Caib  on  hand            6,686  70 

NolM  TMflvBble, 9.000  00 

InveFlmenM, 28.000  00 

Total  atieU,  ai  per  books  of  Ihe  companr 96,I2B,006  44 

LlABILITIBB. 

Capital  tlock 9500.000  00 

Notei  payable 4,607.000  00 

Unpaid  lillti 78.190  68 

Acnonnl  due  tiom  the  company,  not  Included  above,      ....  33,999  47 
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Manufacturing  Account. 

db.  cb. 

OperaUng  expeoMt, 9318,837  90 

locoaie  from  tale  of  gai, $770,290  83 

reildaaU, 469  63 

Balance  to  profit  and  Iom 451,922  66 

$770,760  46    $770,760  46 
Profit  and  Loss  Account. 

Ds.  Cb. 

Balance  Jane  30,  1891, $29,033  48 

Balance  of  gat  manafiurtorlng  aoooant,  ....  451,922  66 

Interest  received, 1,860  25 

OiYidends  declared, $45,000  00 

Intereiit  paid, 432,000  00 

Balance  June  30, 1892, 5,816  29 

$482,816  29    $482,816  29 


BEVERLY  GAS  AND  ELECTRIC  COMPANY. 

AttlTS. 

Real  esUte  (gas), $23,000  00 

Machinery  and  numofactaringappUancet  (gat), 8,207  84 

Street  maint  (gat), 15,073  45 

Meters  (gat) 3.839  41 

Doe  for  gat, 3,653  84 

Gas  coal  on  hand, 50  00 

Coke  on  hand, 64 

Tar  on  hand 440  00 

Bnricbers  on  hand, 18  00 

Other  gat  materials  on  hand, 350  31 

Stoves  on  band, 24  13 

Oas  fixtares  and  Longren  lamps, 514  62 

Real  estete  (electric) 16,994  47 

Steam  plant  (electric),      .       .        .       .     \ 

Electric  plant, I 52,755  21 

Lines,  meters,  lamps  and  globes  (electric),  ) 

Dae  for  electric  light  and  power, 1,192  18 

Carbons  on  hand, 40  00 

Oil  and  waste  on  hand 14  50 

Incandescent  lamps  on  hand, 1120 

Globes  on  hand 6  00 

Sundry  accoantt  dae  the  company, 315  94 

Office  famltare, 520  13 

Catb  on  hand, 3,245  81 

Investments, 1,000  00 

Total  assets,  at  per  books  of  the  company $131,267  68 

Liabilities. 

Capital  stock $92,000  00 

Bonds  issued 11,800  00 

Notes  payable 4,600  00 

Unpaid  bills, 1,026  72 

Totalllabilities,  at  per  books  of  the  company $109,326  72 

Profit  and  lots  balance, 21,940  96 

$131,267  68 
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Manttfaotubino  Aocoukt 


JgM. 


Operating  expenseii,  J  ^^^^  ' 

Income  fh>m  sale  of  gas,  .... 
resldaalB,     .... 
sale  of  electric  light  and  power, 
other  sonroes  (gas),    . 
other  sources  (electric),     . 

Balance  to  profit  and  loss,  |^»     * 

i  electric,       . 


Pbofit  and  Loss  Aoooukt. 

Balance  Jane  30, 1891, 

Balance  of  gas  mannfi&ctoring  account,   .... 
Balance  of  electric  manafactorlng  accoant,     . 

Interest  received, 

Rents 

Dividends  declared, 

Interest  paid 

Other  items, 

Balance  June  30,  1892, 


Db. 

Qu 

f8,M2  63 

6,859  64 

$15,005  06 

1,492  97 

10,551  75 

78  31 

59  49 

8,033  81 

4,251  60 

f  27,187  68 

$27,187  68 

Da. 

Cb. 

$15,793  26 

8.033  81 

4,261  60 

220  38 

99  00 

$5,040  00 

1,400  90 

16  19 

21,940  96 

$28,398  05      $28,398  05 


BLUE  HILL  ELECTRIC  COMPANY. 

ASSBTS. 

Real  estate, $3,742  40 

Steam  plant, 5,451  33 

Electric  plant 10,077  52 

Lines,  meters,  lamps  and  globes, 17,606  50 

Due  for  electric  light  and  power, 225  62 

Fuel  on  hand, 24  50 

Carbons  on  hand, 22  60 

Oil  and  waste  on  hand, 33  75 

Incandescent  lamps  on  hand, 66  00 

Globes  on  hand, 6  00 

Horses,  wagons,  etc., 300  00 

Office  furniture 370  45 

Cash  on  hand, 3  43 

Total  assets,  as  per  books  of  the  company, $37,930  00 

Profit  and  loss  balance, 1,286  78 

$39,216  78 
Liabilities. 

Capital  stock, $20,000  00 

Bonds  issaed, 18,000  00 

Unpaid  bills, 786  78 

Interest  due  but  not  paid 480  00 

Total  liabilities,  as  per  books  of  the  company,         ....  $39,21678 
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Hjunmtomni*  Aooouht. 

Operating  axpsoMa •4,370  B4 

IncomB  fcom  nlB  of  Ufbt  ud  power,      ....  f 4,SIB  7B 

BtUnce  to  pro«  ud  too, 247  W 

•4,D1S  78        t4,filB  78 
Pftom  un>  LoH  AooocKT. 

DC  Ct. 

auuice  JnDB  90,  ISei, «107  17 

Baltnce  of  alectrlc  nunalheturlng  tccotut,     ...  247  EH 

Jobbing  acoonnt, (681  B9 

Intraert, 960  00 

BiknceJonoSO,  laas, 1,286  78 

•1,641  89  Sl,641  89 


BOSTON  ELECTRIC  UOHT  COMPANY. 

B«l  eitatc t406,93l  26 

SituD  plant, 306, lis  00 

Blectitc  plut, 34»,787  74 

liott,  meter*,  lunpt  ud  globM 869,02fi  76 

Doe  Ibr  electric  U^t  uid  poww 31,880  68 

Pncl  on  band 7,178  24 

Cu-boDS  on  band, 1,486  M 

OlUtidwiuteonlianii 9S  78 

InrandeanDt  lAtDpton  band, 2,984  48 

GJnbesOtiliand 1,328  29 

Olher  nisleriab  on  buid, 19,747  29 

Mocon  onlmnd, 3,605  4B 

Hor*e«,w*goii«,  ale 1,153  60 

Saadij  ftcconnti  due  tbe  companj, 4,904  76 

Offla  rnniitnre, 1,:^D0  00 

Cub  on  hand, 11,26142 

Total  uieu,  u  par  booki  of  tbe  compan; (2,018,687  OS 

LiABiuns*. 

Capital  Mock 11,297,800  00 

Bond!  lained, 300,000  OO 

NDlea  payable 158,889  26 

fnpalilbill 46,368  10 

iHareHdnebntDOtpaM 6,66:^12 

Total  tbbllttlet,  ••  per  book*  of  tbe  companf f  1,769,719  48 

ProSt  and  lou  balance, 248,987  57 

12,018,687  09 

MimnrAOTUBiNa  Aooocht. 

Dk.  Ca. 

Operating  expentec $341,768  08 

Income  from  aale  of  Ugbt  and  power,      ....  f  486,913  86 

other  WMfcet, 373  8S 

BtUnce  to  proOt  and  loM 144,S19  13 

f48S,2S7  71  «486,287  71 


140  GAS  AND  ELECTRIC  LIGHT.  [Jan. 


Profit  and  Loss  Aocount. 

Da.  Cm. 

Balance  June  30, 1891 f  189,218  23 

Balance  of  electric  manufacturing  account,  .  144,519  13 

Jobbing  account 6,269  73 

Rents, 4,776  00 

Other  items  of  income, 84  00 

Dividends  declared, f 86,292  00 

Interest  paid, 24,304  25 

Received  under  nse  and  occupancy  and  fire  insurance 

policies. 102,577  77 

Loss  by  fire, 86,180  04 

Other  items, 2,700  00 

Balance  June  30, 1892, 248,967  57 

$446,443  86    $446,443  86 


BOSTON  GAS  LIGHT  COMPANY. 

A88BT8. 

Real  estate $1,435,180  77 

Machinery  and  manufacturing  appliances 3,068,092  58 

Street  mains, 1,929,989  26 

Meters, 879,292  05 

Due  for  gas 131,915  98 

Gas  coal  on  hand, 37,254  25 

Coke  on  hand,  . 11,469  75 

Tar  on  hand, 5,331  90 

Enrichers  on  hand, 2,243  83 

Purifying  materials  on  hand 548  79 

Other  materials  on  hand 42,169  92 

Gas  on  hand 2,764  80 

Ammonia, 443  89 

New  construction, 13,378  75 

Sundry  accounts  due  the  company, 98,792  16 

Office  furniture 10,703  64 

Cash  on  hand, 108,551  49 

Notes  receivable 95,000  00 

Total  assets,  as  per  books  of  the  company, $7,373,123  76 

Liabilities. 

Capital  stock, $2,500,000  00 

Bonds  issued, 150,000  00 

Unpaid  bills, 40,361  60 

Deposits, 19,614  00 

Reserved  fund, .       .      a 

Contingent  fund,       .V 295,744  78 

Depreciation  fund,    .      J 

Amounts  due  ftrom  the  company,  not  Included  above,    ....  10,000  00 


Total  liabilities,  as  per  books  of  the  company,        .       .       .       .$8,015,720  38 
Profit  and  loss  balance, 4,357,403  38 

$7,373,123  76 


1893.]  PUBLIC  DOCUMENT— No.  35.  141 


Mamufaotubino  Acoouirr. 

Dm.  Cr. 

Operating  expenMfl, 91,408,795  23 

Income  from  sale  of  gas, $1,663,120  34 

reeidDAU, 78,624  83 

other  soaroee, 912  11 

Balance  to  profit  and  lots, 288,862  05 

91,742,657  28  $1,742,657  28 

PmOFIT  AND  Loss  ACCOUNT. 

Dl.  Cb. 

Balance  Jnoe  30, 1891, $4,356,319  67 

BaUnoe  of  gas  manafactaring  account,    ....  288,862  05 

Rents, 19,449  61 

DiTideods  declared, $250,000  00 

Rent  of  main 60,000  00 

Interest  paid, 7,227  95 

BaUnce  Jane  30, 1892 4,857,403  38 

$4,664,631  33  $4,664,631  33 

BRIDOEWATER  ELECTRIC  COMPANY. 

Assets. 

Real  estate, $2,941  97 

Steam  plant 5,272  02 

Electric  plant, 5,289  25 

Lines,  meters,  lamps  and  globes 16,179  59 

Dae  for  electric  light  and  power, 199  23 

Pnel  on  band 10  00 

Carbons  on  band, 41  25 

Oil  and  waste  on  hand, 40  00 

Globes  on  hand, 3  50 

Cash  on  band, 323  37 

Total  assets,  as  per  books  of  the  company, $30,300  18 

Profit  and  loss  balance, 3.275  36 

$33,575  54 
Liabilities. 

Capita]  stock, $15,000  00 

Bonds  Issned, 15,000  00 

Unpaid  bills, 3,125  54 

Interest  doe  bat  not  paid, 450  00 

Total  liabilities,  as  per  books  of  tbe  companj,         ....  $33,575  54 

MANUFACTrniNo  Account. 

Dr.  Cb. 

Operating  expenses, $5,065  65 

Income  from  sale  of  light  and  power,      ....  $4,186  08 

Balance  to  profit  and  loss, 879  57 

$5,065  65  $5,065  65 
Pkofit  and  Loss  Account. 

Dr.  Ch. 

BaUnce  Jane  30,  1891 $1,945  79 

Balance  of  electric  manafactaring  account,     .  .  879  57 

Interest, 450  00 

Balance  Jane  80, 1892 $3,275  36 

$3,275  36  $3,275  36 
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BROCKTON  OAS  LIGHT  COMPANY. 


Absbts. 


Real  estate, 

Machinery  and  mannfactaring  appliances, ) 

Street  mains, J 

Meters, 

Dae  for  gas, 

Gas  coal  on  band, 

Coke  on  band, 

Tar  on  hand, 

Enrlchers  on  band, 

Parifying  materials  on  hand,   . 

Other  materials  on  band, .... 

Stores  on  hand, 

Gas  flxtores  on  hand 

Gas  on  hand, 

Lamps  on  hand, 

Horses,  wagons,  etc,        .... 
Snndry  accounts  dae  the  company, . 

Office  famitnre, 

Cash  on  hand, 

Investments, 


949,00000 

120,335  46 

8,313  41 

8,607  02 

1,666  00 

260  00 

630  00 

25  00 

60  00 

1.953  92 

471  00 

79  83 

25  60 

2,276  70 

484  90 

906  16 

164  16 

1,385  87 

13,041  60 

Totalassets,  as  per  books  of  the  company, f  199,615  58 

Profit  and  loss  balance, 39,327  76 


9238,943  28 

L1ABILITIB8. 

Capital  stock, 9100,000  00 

Bonds  issued, 100,000  00 

Notes  payable, 16,000  00 

Unpaid  bills, 18,i03  28 

Deposits, 40  00 

Unpaid  dividends 8,000  00 

Interest  dae  bat  not  paid,         .       .       .       .  - 2,500  00 


Total  liabilities,  as  per  books  of  the  company. 


9238,943  28 


MANUTA0TX7RIWO    AOOOUNT. 

Db. 

Operating  expenses, $30,063  60 

Income  from  sale  of  gas 

residuals, 

other  sources, 

Balance  to  profit  and  loss 12,939  70 


Cr. 

937,292  13 

6,187  06 

614  01 


942,993  20      942,993  20 


PUBUC  DOCDMENT— No.  35. 


Pftonr  AMD  Lou  Acoodkt. 

B*luioe  Jnn*  M,  IBSl 932,991  67 

BaUiDce  of  pi  nuDDbctarlag  aoconnt,  ....  (12,939  70 

Old  ■coonnti  iwld, 871  00 

Kenu 266  K 

Olber  Itemi  of  Income,      .......  S  IS 

DiTldcndt  declared,  . e,eOO  00 

iDlenit, 9,801  M 

Old  Ulli  ctuugBd  off, S44  41 

DcpredadOD l,39t  SI 

OtlMt  ItBina, 618  00 

B*lMK»  June  30, 1S93, 39,327  76 

9fiS,B28  IS  •fi2,B28  16 

BBOOKLDfE  QA8  UOHT  COHFAXIT. 

Bol  calits  (gu) «1VB,30S  4S 

New  works  eonnnictloD 391,684  37 

Stract  maim  (pi) 201,091  80 

Helen  (gu) 16,660  OS 

Dm  lor  pu 38,971  17 

Ou  oo>l  on  haod S,60O  M 

Coks  OD  hand, 2S3  S3 

Tir  on  hand 47S  nO 

Baric±BTi  on  band 02  2S 

Purifying  mUeriali  OD  band, 676  fiO 

Other  gsa  dmim1b1«  oo  bftnd, B,  135  09 

Swam  plant  (electric) 18,223  67 

GleclHc  plant,                  74,880  33 

Linei,  meters,  lamps  aad  globe*  (electric) 94,32B  42 

Dnefor  clectrielightBudpower, 7,194  77 

Fuel  on  hand  (electric  llgbt) 244  90 

CarboDB  Oil  band,             161  06 

Oiland  waaleoD  band 130  12 

Incaodeicent  lamps  on  hand 4,277  88 

{llolies  on  Uund, 21  06 

OrlierclFClriemarer<BlB«nbaTid 288  01 

ElectrtcflTtaresiui  band 2,419  00 

Sandrj  acconnta  due  the  compan; 2fi6  Ai 

CBIc?efunillQt« 609  90 

Caib  on  band, fi,SM  61 

Staking  ftiDd S.UOO  00 

Total  iMeu,  ai  per  books  of  the  comjiaay f  1, 111,985  36 

Ll&BILtTtBB. 

Capital  nock 9000,000  00 

Bosda  iMDed 300,000  00 

Notes  payable 214,000  00 

Copald  bUle, 3,400  00 

Deportls 716  67 

Total  Uabllltlet,  ai  per  books  of  the  company 91,068,116  67 

Profit  and  loai  balance, 43,868  69 

91,111,980  36 
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Manufacturing  Account. 

Dr.  Cb. 

OperaUng  expeo.es.  {Sr—       .'       i       !       !       '.       *^^f. 

Income  ftrom  sale  of  gas, f  125,931  72 

residuals, 13,689  57 

sale  of  electric  light  and  power,         .       .  46,742  77 

Balance  to  profit  and  10...  {fj-j;;^-^     !       !       !       !         "'^  ^ 

$186,364  06    $186,364  06 
Profit  and  Loss  Account. 

Dm.  ck. 

Balance  Jnne  SO,  1891 $45,577  20 

Balance  of  gas  manafactnring  account,  ....  51,17291 

Balance  of  electric  manufacturing  account,    .       .       .  908  02 

Interest  received, 6,940  44 

Rents, 86  00 

Dividends  declared, $35,000  00 

Interest  paid, 23,103  62 

Old  bills  charged  off, 556  71 

Repairs  on  dwelling, 483  46 

Jobbing  account, 1,672  09 

Balance  June  30,  1892, 43.868  69 

$104,684  67    $104,684  57 


CAMBRIDGE  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Real  estate, $73,082  73 

Steam  plant 93,508  53 

Electric  plant, 129,682  94 

Lines,  meters,  lamps  and  globes, 106,850  87 

Sundries, 14,869  19 

Fne!  on  hand, 2,340  08 

Carbons  on  hand, 1,642  09 

Oil  and  waste  on  hand, 96  95 

Incandescent  lamps  on  hand 109  74 

Glol)eB  on  hand 100  13 

Insurance, 800  00 

Construction  account, 6,006  50 

Horses,  wagons,  etc 450  67 

Sundry  accounts  due  the  company, 11,910  41 

Franchise, 15.000  00 

Cash  on  hand, 4.872  58 

Notes  receivable, 2,000  00 

Total  assets,  as  per  books  of  the  company $462,323  41 

Liabilities. 

Capital  stock, $200,000  00 

Bonds  issued, 200,000  00 

Notes  payable, 23.000  00 

Unpaid  bill?, 4,342  66 

Interest  due  but  not  paid, 6,125  00 

Reserved  fund, 10,000  00 

Total  liabilities,  as  per  l)ooks  of  the  company, $443,467  66 

Profit  and  loss  balance, 18,855  75 

$462,32r41 


1893.]  PUBLIC  DOCUMENT  — No.  35.  145 


Mamvfacturiko  Account. 


Operating  expeoMf,  .... 
Income  from  tale  of  light  and  power, 
balance  to  profit  and  Iom, 


Profit  and  Loss  account. 


Balance  Jone  30, 1891,      .... 
Balance  of  electric  roannfactaring  account, 

DiTidends  declared, 

Interest  paid, 

Other  items, 

Balance  June  30, 1892,      .... 


Ps. 

Ca. 

$69,200  69 

9102,010  99 

82,840  30 

M02,040  99 

9102,0i0  99 

Da. 

C«. 

99,585  48 

32,840  30 

912,000  00 

11,328  41 

241  62 

18,855  75 

942,425  78      942,425  78 


CAMBRIDGE  OAS  LIGHT  COMPANY. 

Assets. 

Real  eatate, 964,767  66 

Machinery  and  mannfactnring  appliances, ' 

745.106  03 


Street  mains, 

Meters, 

Dne  for  gas, 38,909  14 

Gat  coal  on  band, 14.901  60 

Coke  on  hand, 2,700  00 

Tar  on  hand 826  00 

Parifying  materials  on  hand, 35  00 

Other  materials  on  hand, 7,296  72 

Langren  lamps, 3,835  50 

Sundry  accounts  due  the  company 3.388  99 

Cash  on  hand, 55,706  61 

Notes  receiTable, 22  14 

loTestments, 43,456  66 


Total  assets,  as  per  books  of  the  company, 9980,952  05 

Liabilities. 

Capital  stock,    . 9700,000  00 

Deposits 2,226  60 


Total  liabilities,  as  per  books  of  tiie  company,         ....    9702.226  60 
Profit  and  loss  balance, 278,725  45 


9980,952  05 
Manufacturing  Account. 

Dh.  Cb. 

Operating  expenses, 9131.440  01 

Income  firom  sale  of  gas 9202.502  68 

residuals, 24,861  51 

other  sources 416  52 

Balance  to  profit  and  loss, 96,340  70 


9227,780  71    9227,780  71 
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Pbofit  and  Loss  Account. 

Ds.  Ci. 

Balance  June  30, 1891 ^249.490  93 

Balance  of  gas  manufacturing  account 96,340  70 

Interest  received 1,923  70 

Rents 1,112  02 

Dividends  declared, $7^,000  00 

Other  items 141  90 

Balance  June  30, 1892, 27H,725  45 

$348,867  35    $348,867  35 


CANTON. 
(See  Blue  Hill  Electric  Compakt.) 


CHARLESTOWN  GAS  AND  ELECTRIC  COMPANY. 

Assets 

Real  estate  (gas), $551,622  63 

Machincrj  and  manufacturing  appliances  (gfls),    .       .       .       .       .  2(\660  00 

Street  mains  (gas) » 1,oa5  82 

Due  for  gas, 18.331  82 

Gas  coal  on  band, 1,789  44 

Colte  on  band, 276  00 

Tar  on  band 315  00 

Enrichers  on  hand 237  13 

Electric  plant, 93.761  14 

Due  for  electric  light  and  power, 3,163  25 

Fuel  on  hand  (electriclight), 437  87 

Extensions, 982  24 

Caish  on  hand, 3,443  82 

Investments 9  600  00 

Total  assets,  as  per  books  of  the  company $70o,626  16 

Liabilities. 

Capital  stock $500,000  00 

Notes  payable 69,S(X)  00 

Unpaid  bills 2,126  26 

Deposits, 579  62 

Unpaid  dividends 1,195  00 

Reserved  fund, 9,G00  00 

Total  liabilities,  as  per  books  of  the  company,         ....  $.i73.300  88 

Profit  and  loss  balance 132,3*25  28 

$705,626  16 

MANVPACTrRINO   ACCOUNT. 

Dr.  Cr. 

^.        ,,  f  gas, $90,987  07 

Operating  expenses,  <    ,   *  „/™  .v„ 

^  e       f         'J  electric 24,i29  03 

Income  from  sale  of  gas, $134,572  88 

residuals, 13,824  67 

sale  of  electric  light  and  power          .        .  30,455  57 

-,  ,         ,         fl.      J ,        f  gas, 67,410  48 

Balance  to  profit  and  loss.  I  «^^^^^ ^26_54     

$178,853  12  $178,853  12 


1893.]  PUBLIC  DOCUMEXT  — No.  35.  147 


Fbofit  and  Loss  Account. 

Db.  Cm. 

Balance  Jane  SO,  1891,      . f  78,721  04 

Balance  of  gas  manafactaring  account,  ....  67,410  48 

Balance  of  electric  manofiicturing  account,             .       .  6,726  54 

Besenred  fond 42,790  69 

Rents 144  00 

Shop  acooant, 417  74 

<DiTidend8  declared, $50,000  00 

Interest  paid, 2,885  11 

Balance  June  80, 1892, 132,225  28 

$185,210  39  $185,210  39 


130,000  00 


CHELSEA  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate  (gas), $170,000  00 

Machfnerjand  manufacturing  appliances  (gas). 

Street  mains  (gas), 

Meters  (gas), 

Doe  for  gas, 8,678  17 

Oas  coal  on  band 10,403  19 

Stores  on  band, 65  61 

Real  estate  (electric), 3,160  48 

Steam  plant  (electric) 16.746  97 

Electric  plant, 33,051  18 

Lines,  meters,  lamps  and  globes  (electric), 40,833  46 

Dae  for  electric  ligbt  and  power 3,246  89 

Carbons  on  band, 150  00 

Sundry  accounts  due  tbe  corapan j 7 1 1  89 

Casb  on  band 2,626  72 

Total  assets,  as  per  books  of  tbe  company, $419,673  56 

Liabilities. 

Capita]  stock, $300  000  00 

Notes  payable, 70,000  00 

Deposits, 1.033  00 

Unpaid  dlTldends, 225  00 

Total  liabilities,  as  per  books  of  the  company. 
Profit  and  loss  balance, 


Manufacturing  Account. 


Operating  expenses,  |  ^*      ' 

Income  (h>m  sale  of  gas,  .       .       • 

residuals,     .... 
sale  of  electric  light  and  power. 

Balance  to  profit  and  loss,  { ^'*  .    * 

( electric. 


•       •       • 

$371,258  00 

•      •      « 

48,416  56 

$419,673  6Q 

Dr. 

Cr. 

$42,262  48 

20,022  89 

$55,232  90 

8,345  89 

29,567  61 

21,316  31 

9,544  72 

$93,146  40      $93,146  40 
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PBOFIT  AND  Loss  ACCOUNT. 

Dk.  Cb. 

Balance  Jane  30, 1891, $38,998  58 

Balance  of  gas  naanufactaiing  account,    ....  21,31631 

Balance  of  electric  manufacturing  account,     .       .       .  9,644  72 

Oas  Jobbing  account, 457  53 

Rents, 172  00 

DiTldends  declared, f  18,000  00 

Interest  paid, 3,769  19 

Old  bills  charged  off, 304  39 

Balance  June  30, 1892, 48,415  56 

170,489  14      970,489  14 


CHICOPEE  ELECTRIC  LIGHT  COMPANY. 

ASSBTS. 

Real  estate f  1,020  77 

Steam  plant, 2,414  16 

Electric  plant, 5,524  76 

Lines,  meters,  lamps  and  glohep, 4,296  99 

Due  for  electric  light  and  ponver, 333  33 

Carbons  on  hand, 5  00 

Oil  and  waste  on  hand, 200 

Cash  on  hand, 338  39 

Total  assets,  as  per  books  of  the  company, f  13,935  40 


Liabilities. 

Capital  stock, f  10,000  00 

Notes  payable, 1,600  00 

Unpaid  bills, 276  82 

Total  liabilities,  as  per  books  of  the  company $11,876  82 

Protit  and  loss  balance, 2,068  58 

$13,935  40 

Makufactubing  Account. 

Db.  Cb. 

Operating  expenses, $2,196  05 

Income  from  sale  of  light  and  power $3,982  92 

Balance  to  profit  and  loss, 1,786  87 

$3,982  92       $3,982  92 

Profit  and  Loss  Accovnt. 

Da.  Cs 

Balance  June  30,  1891 $787  43 

Balance  of  electric  manufacturing  account,     .       .       .  1,786  87 

Interest $129  97 

Depreciation, 385  75 

Balance  June  30, 1892, 2,058  58 

$2,674  30        $2,674  30 


1893.]  PUBLIC  DOCUMENT  — No.  35.  149 


CHICOPEE  OAS  WORKS. 

Ambts. 

Real  estate, $20,000  00 

Machioerj  and  manafactaring  appliances, 1,6S4  00 

Street  mains 6»600  02 

Meters, 2,200  00 

Dnefbrgas, 677  90 

Coal  on  hand, 449  83 

Coke  on  hand, 60  00 

Tar  on  hand, 10/S  00 

Enrichers  on  hand, 86  88 

Purifying  materials  on  hand, 60  00 

Sundry  accounts  due  the  company, 176  82 

Office  furniture 100  00 

Cash  on  band, 1,076  63 

Notes  receiTable, 12,100  00 

InTestments 10.000  00 

Total  assets,  as  per  books  of  the  company, $55,2'56  03 


Liabilities. 
Capital  stock, fdO,000  00 

Total  liabilities,  as  per  books  of  the  company, $30,000  00 

Profit  and  loss  balance,  ' 26,2^6  03 

$66,265  03 

Manufacturing  Account. 

Dr.  Cb. 

Operating  expenses, $11,704  19 

Income  from  sale  of  gas, $15,866  36 

residuals, 1,235  15 

Balance  to  profit  and  toss, 5,396  32 

$17,100  61      $17,100  51 

Profit  and  Loss  Account. 

Da.  Ci. 

Balance  June  30, 1891, $31,334  37 

Balance  of  gas  manufacturing  account,    ....  5.39632 

Interest  receired, 713  46 

Dividends  declared, $3,600  00 

Construction  charged  off, 8,589  12 

Balance  June  30, 1892, 25,256  03 

$37,444  16      $37,444  15 


CHICOPEE   MANUFACTURING  COMPANY. 

Manufacturing  Account. 

Db.  Cb. 

Operating  expenses, $4,683  99 

Income  from  sale  of  gas, ^$4,204  77 

Balance, 379  22 

$4,683  99        $4,583  99 
*  Ghms  used  in  the  millfl  of  the  company  not  included. 
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CITIZENS'  GAS  LIGHT  COMPANY  OF  QUINCY. 

Ambts. 

Real  estate, ....  $9,500  00 

Machinery  and  manufactaring  appliances, 15,000  00 

Street  mains, 32.384  16 

Meters,      .       • 2,912  25 

Due  for  gas, 1,902  40 

Gas  coal  on  band, 2,100  00 

Coke  on  hand, 4  00 

Tar  on  band, 620  00 

Enricbers  on  band, 30  00 

Other  materials  on  band, 47  50 

Stores  on  band, 606  40 

Gas  fixtures  on  hand, 422  50 

Horses,  wagons,  etc., 175  00 

Office  furniture, 100  00 

Cash  on  band, 717  29 

Total  assets,  as  per  books  of  the  company, $66,32160 

Profit  and  loss  balance 46,623  88 

$112,946  88 
LiABiLiTiaa. 

Capital  stock, $53,000  00 

Notes  payable, 69,015  60 

Unpaid  bills, 929  88 

Total  liabilities,  as  per  books  of  ibe  company,         ....  $112,945  38 


Manvpaoturino  AccorivT. 

Db.  Cm. 

Operating  expenses, $8,909  01 

Income  from  sale  of  gas, $11,218  42 

residuald 1,410  35 

other  sources, 141  67 

Balance  to  profit  and  loss, 3,861  43 

$12,770  44      $12,770  44 

PaoriT  AND  Loss  Account. 

Db.  Cs. 

Balance  June  30,  1891, $47,494  76 

Balance  of  gas  manufacturing  account,   ....  $3,861  43 

Old  accounts,  not  in  former  balance  sheets,    .        .       •  3,991  36 

Jobbing  account, 516  41 

Rents, 108  00 

Other  items  of  income, 9  60 

Interest, 1,483  10 

Payment  of  old  claims  not  before  reported,     .       .       .  6,132  82 

Balance  June  30,  1892, 46,623  88 

$56,110  68      $56,110  68 
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CITIZEH'S   OA8    UQHT   COMPANY   OF   BEADISO,   SOUTH  EBADI.\0 
AND  STONEUAH. 

BmI  MUU  («u), «21.«0~D0 

Uftcblnnrand  iDaaaractiiTlng  RppllancM  (gnr) MOST  U 

SiKCl  ni>>U  (g>0 29.672  *0 

Meten  (mi), 2,126  7S 

Dm  (br  g« 2.043  W 

Gu  CMl  on  bud 210  OU 

T«r  tMireli 63  90 

T«r  or  band 4M  00 

EBrichcri  od  baod 12  00 

Purifying  miietUli  on  hnnd 23  00 

MftiD LOOS  li 

StuTTB  on  band, 13  36 

Jtoalt.Ute[flKlriL-) 6,763  68 

etrnni  pUnl  (electric). H.S3'  ** 

ElortricpUnt, 15.W3  « 

Llnra,  meten,  IkiDpa  and  glob^  {clerirk] 31,837  30 

Patent  rlgbtl i.OOO  00 

Due  fur  ple>iric  ligbt  and  powrr, 361  OG 

Klectrii:  melere 170  13 

Cfltlxin^-.n  h»nd 16  00 

OlUriJ  >ia.-ie  onhand, 20  00 

locandesceni  lampa  un  band, 96  00 

Otber  electric  material*  on  binH ...  302  12 

Tool 3r>a  12 

Electric  flu urai  on  band, 5il  00 

Uonei.  wagoDi,  etc  , '^Gi  00 

8andi7  accounti  due  tbe  company, 171  32 

Ofii,;ifur«iitirp,        ' 709  07 

loaDnince  and  poitage  stampi 72  00 

Tolalasaeti,  as  pel  books  ofthecompnny 9170,997  30 

ProQi  and  lose  bftUace 1,186  HI 

ei7H,lH4  11 

CaplMI  •toch (95,300  00 

BonilB  lasoed lO.im  uo 

Nolei  payable fl.300  49 

Unpaid  irtlU 9,333  62 

Unpaid  diTidend*, 2S  00 

iQteieal  Uae  tnit  not  paid 1,225  Oil 

Toialliabllitlea,  ai  per  books  of  tbe  cunipanr 9I76,1!H  11 


""""-""■^■iKho.-  :  :  :  :  :  's»z 

Income  from  tale  of  gai, tll.tXI  36 

naldDilg, 1,624  Oo 

Mie  of  electric  tlghi  and  power,                ,  2,r,47  10 

B.I»n«toprofllandb„,   j«;^;;:^_.-_      ;       ■        ;  ^-^^^^^ 

eiG.OOl  41  e  G.OOI  41 
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Pbotit  and  Loss  Account. 


Balance  Jane  30, 1891,      .... 
Balance  of  gas  manufactuiing  accoant,  . 
Balance  uf  electric  manafacturing  accoaut, 
Jobbing  account  (gas),     .... 
Other  items  of  income,     .... 

Interest  paid, 

Other  items, 

Balance  June  30,  1892 


Da. 

Cm. 

$244  51 

2,445  79 

497  27 

163  94 

6  19 

94,466  86 

77  68 

1,186  81 

$4,514  54        $4,514  64 


CLINTON  GAS  LIGHT  COMPANY. 

ASSBTS. 

Real  estate  (gas),      ...» $27,000  00 

Street  mains  (gas), 9,012  00 

Meters  (gas) 528  38 

Gas  coal  on  hand, 1,096  15 

Coke  on  band, 135  70 

Tar  on  hand, 687  50 

Enrichers  on  hand 86  90 

Parifying  materials  on  hand, 100  00 

Other  gas  materials  on  hand, 663  00 

Real  estate  (electric), 24,000  00 

Steam  plant  (electric), 15,000  00 

Electric  plant, 17,000  00 

Lines!,  meters,  lamps  and  gluljCd  (elect,  ic), 49,08194 

Fuel  on  band  (electric  light) 125  46 

Carlwns  on  band, 210  12 

Oil  and  waste  on  band, 24  10 

Other  electric  materials  on  band, 700  00 

Office  furniture 200  00 

Cash  on  band, 6,574  44 

Total  assets,  as  per  books  of  the  company $152,216  68 


Liabilities. 

Capital  stock, $73,000  00 

Notes  payable, 70,000  00 

Total  liabilities,  as  per  books  of  the  company $143,000  00 

Profit  and  loss  balance 9,216  68 

$162,216  68 

Manufactubing  Account. 

Dr.  Cb. 

operating  expen«,s.{«-^^;       ;       ;       ;       ;       ;       'j;;^  f. 

Income  from  sale  of  gas $13,070  32 

residuals, 1,245  71 

sale  of  electric  ligbt  and  power,         .       .  14.685  72 

Balance  to  profit  and  loss,  \  ^'*** ^'^^  ^ 

c  electric,      ....  268  24 

$29,001  76  $29,001  75 
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PBOriT  AND  L088  ACCOUNT. 

D«.  Cb. 

Balance  June  90, 1891, 89,61166 

Balance  of  gas  manufacturing  account,  ....  2,427  80 

Balance  of  electric  manufacturing  account,     .       .       .  268  24 

DiTidends  declared, $600  00 

Interest  paid, 2,491  02 

Balance  Jane  30, 1892, 9,216  68 

$12,307  70      $12,307  70 


COHASSET  ELECTRIC  COMPANY. 


A88BT8. 


Real  eftote, $4,221  89 

Steam  plant, 5,908  60 

Electric  plant, 14,063  40 

Lines,  meters,  lamps  and  globes, 13,857  84 

Due  fur  electric  light  and  power, 362  01 

Fuel  on  hand 182  00 

Oil  and  waste  on  hand, 46  50 

Other  materials  on  hand, 50  00 

Cash  on  hand, 115  56 

Total  assets,  as  per  books  of  the  company, $38,807  80 


Liabilities. 

Capital  stock, $30,000  00 

Nutes  payable, 7,000  00 

Unpaid  bills, 69147 

Depreciation  fund, 500  00 

Total  liabilities,  as  per  books  of  the  company,         ....      $38,19147 
Profit  and  loss  balance 616  33 

$38,807  80 
Manufaotuhino  Account. 

Dr.  Cr. 

Operating  expenses, $1,630  03 

Income  from  sale  of  light  and  power,       ....  $6,054  69 

Balance  to  profit  and  loss 1,424  56 

$6,054  59        $6,054  59 
Profit  and  Loss  Account. 

Dr.  Ob. 

Balance  June  30. 1891 $69  63 

Balance  of  electric  manufacturing  account,     .       .  1,424  56 

Other  items  of  income, 9  00 

Interest  paid, $363  70 

Depreciation  fund, 500  00 

Other  items, ^       .  23  16 

Balance  Jnne  30, 1892 616  33 

$1,503  19        $1,603  19 
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COTTAGE  CITY   GAS  AND  ELECTRIC  COMPANY. 


A88BT8. 

Real  estate  (gas), 

Machinery  and  manufacturing  appliances  (gas), 

Street  mains  (ga«), 

Meters  (gas), 

Doe  for  gas, 

Enrichers  on  band, 

Other  gas  materials  on  hand,   .... 

Stoves  on  band, 

Gas  fixtures  on  band, 

Real  estate  (electric) , 

Steam  plant  (electric), 

Electric  plant, 

Lines,  meters,  lamps  and  globes  (electric),     .  j 

Cartx)ns  on  band, 

Oil  and  waste  on  band, 

Glol)es  on  band, 

Other  electric  materials  on  hand,     . 

Sundry  accounts  due  the  company,         .       • 

Office  furniture, 

Cash  on  hand, 


•21,959  25 

160  50 

96  00 

298  58 

214  25 

244  20 

8,682  42 


Total  assets,  as  per  books  of  the  company, 


5  00 

16  15 

6  00 

212  35 

77  42 

41  50 

1.614  24 

t33.586  86 

Liabilities. 

Capital  stock, $25,000  00 

Notes  payable 4,500  00 

Unpaid  bills 29  70 

Total  liabilities,  as  per  books  of  the  company, $29,529  70 

Profit  and  loss  balance, 4,056  16 


Manvfacturino  Account. 


( gas. 
Operating  expenses,  \  ^,^^^^,^^ 


Income  from  sale  of  gas,  .... 

sale  of  electric  light  and  power, 

other  sources  (gas),    . 

( gas,    . 
Balance  to  profit  and  loss,  j  gj^j.^^^ 


$33,585  86 

Da. 

Ce. 

$2,918  93 

1,361  92 

$4,196  73 

2,040  00 

538  81 

1,816  61 

678  08 

$6,775  54        $6,775  54 


DANVERS  GAS  LIGHT  COMPANY. 

Absbts. 

Real  estate, \ 

Machinery  and  manufacturing  appliances,    > $22,182  95 

Street  mains, ) 

Meters, 880  20 

Due  for  gas 314  70 

Gas  coal  on  band, 1,801  80 

Coke  on  bund 800  00 
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Tar  OD  band $225  00 

StoTM  on  band, 00  00 

Oat  fixtares  on  band,        .       •       .        .        , 21  90 

Casb  on  band 130  77 

Total  assets,  as  per  books  of  ibe  compan  j, f  25,407  32 

Liabilities. 

Capital  stock f  20,000  00 

Notes  payable 2,000  00 

Unpaid  bills 1,247  90 

Total  liabilities,  as  per  books  of  tbe  company,         ....  f  23,247  90 

Profit  and  loss  balance, 2,159  42 

$25,407  32 

MANrFACTVBING  ACCOUNT. 

Db.  Cb. 

Operating  expenses, f  4,253  33 

Income  from  sale  of  gas, f  4,952  48 

residoals, 567  60 

otber  sources, 8  00 

Balance  to  profit  and  loss, 1,274  75 

$5,528  08  $5,528  08 
Profit  and  Loss  Accovnt. 

Da.  Cr. 

Balance  Jone  30, 1891, $1,449  34 

Balance  of  gas  manufacturing  account,  ....  1,27475 

Interest  paid, $164  67 

Depreciation, 400  00 

Balance  June  30,  1892, 2,159  42 

$2,724  09  $2,724  09 


DEDHAM  ELECTRIC  COMPANY. 

Assets. 

Real  estate, $13,443  37 

Steam  plant 15,162  76 

Electric  plant, 10.319  23 

Lines,  meters,  lamps  and  globes, 67,169  44 

Patent  rights, 5,741  78 

Due  for  electric  Hgbt  and  power, 1,397  17 

Fuel  on  band, 613  27 

Carbons  on  band, 3  00 

Oil  and  waste  on  band, 38  05 

Incandescent  lamps  on  band, 386  58 

Globes  on  band, 22  75 

Other  materials  on  hand, 390  02 

Unexpired  insurance, 103  12 

Interest  advanced, 218  72 

Horses,  wagons,  etc , 33)  00 

Sundry  accounts  due  tbe  company, 647  18 

Office  furniture, 16  00 

Cash  on  band, 863  02 

loTestments,  notes  receivable, 527  51 

Total  assets,  as  per  books  of  tbe  company, $107,397  97 
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LlABILITTRS. 

Capital  stock, $J0,000  00 

Nocet  payable, 42,314  44 

Unpaid  billf, 3.907  10 

Total  liabilities,  as  per  books  of  the  e^mpiDj,        ....    $106,221  54 
Profit  and  loss  balance, 1,176  43 

$107,397  97 
MAiruFACTrRixo  Acoouirr. 

Da.  Cb. 

Operating  expenses, $7,355  29 

Income  fh>m  sale  of  light  and  power,       ....  $12,206  60 

other  sources, 1  75 

Balance  to  profit  and  loss, 4,853  06 

$12,206  35      $12,208  35 
Pbopit  and  Loss  Accoitnt. 

Da.  Cb. 

Balance  Jane  30,  1891, $1,852  74 

Balance  of  electric  mannfacttiring  account,    .        .        .  4,853  06 

Guarantee  fand, 1,037  16 

Dividends  declared, $3,600  00 

Interest  paid 2,051  79 

Oiher  itemM, 366  82 

Wiring  account, 547  92 

Balance  June  30,  1892, 1,176  43 

$7,742  96       $7,742  96 


DEDHAM   AND   HYDE   PARK  GAS   AND  ELECTRIC  COMPANY. 

Assets. 

Real  estate, $7,803  68 

Machinery  and  manafncturing  appliances, 12,107  15 

Street  mains, 22.117  87 

Meiers, 1,463  97 

Dae  for  gas, 1,074  40 

Gas  coal  on  hand, 423  14 

Coke  on  hand, 129  88 

Tar  on  hand, 584  00 

Stoves  on  hand,  .        .  x 

Gas  engine,        •        •  ^ 2>3^  ^ 

Gas  fixtures  on  hand,  ^ 

Horses,  wagons,  etc 338  41 

Offloe  furniture, 153  58 

Cnsh  on  hand, 1.607  32 

Investments 480  00 

Total  assets,  as  per  books  of  the  company, $50,627  65 

Profit  and  loss  balance, 58,840  52 

$109,468  17 
Liabilities. 

Capital  stock, $100,000  00 

Bonds  issued, 9,000  00 

Unpaid  bills 468  17 

Total  liabilities,  as  per  books  of  the  company,         .       •       •       •  $109,468  17 
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MANUrACTTTRIKO  ACCOrNT. 

Dm.  Cl." 

Operating  expenses, 1 10,326  78 

Income  from  sale  of  gas, |10,663  42 

reaidaals, 1,172  S8 

other  soorces 70  66 

Balance  to  profit  and  Iom, 1,679  68 

$11,906  46      111.906  46 

PsoriT  AMD  Loss  Account. 

Da.  Ci. 

Balance  Jnne  30, 1891 |59,076  42 

Balance  of  gas  manofactnring  accoont,  ....  1 1,679  68 

Rents, 118  25 

Interest  paid 684  33 

Depredation 877  70 

Balance  Jane  30, 1892, 68,840  62 

$60,538  46      $60,538  45 


DORCHESTER  GAS  LIGHT  COMPANY. 

Assets. 


■•} 


Real  estate, 

Machinery  and  mannfactoring  appliances,  }- $526,002  51 

Street  mains, 

Meters 

Dae  for  gns, 

Coke  on  band, 

Gas  on  hand, 

Enrichers  on  band,   .... 
Purifying  materials  on  hand,    . 
Other  materials  on  hand, 
Langren  lamps,         .... 
Sandry  accoants  dae  the  company. 

Cash  on  hand, 

Notes  receiTable 

Total  assets,  as  per  books  of  the  company, $5S2,971  12 


Liabilities. 

Capital  stock $400,000  00 

Unpaid  bills 20,466  42 

DeposiU 577  00 


16,326  26 

12,125  86 

54  00 

192  00 

2  97 

298  85 

3,123  17 

144  63 

1,039  33 

4,496  64 

21,166  00 

Total  liabilities,  as  per  books  of  the  company $421,033  42 

Profit  and  loss  balance, 161,937  70 


$582,971  12 
Mantfaotvring  Account. 

Ds.  Cs. 

Operating  expenses $78,951  81 

Income  from  sale  of  gas, $109,631  95 

other  sonrces, 76  00 

Balance  to  profit  and  loss 30,656  14 

$109,607  95    $109,607  95 
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Pbofit  and  Loss  Account. 


Balnnco  Jane  30, 1891, 

Balance  of  gas  niana factoring  account, 

Interest  received,       .... 

Rents, 

Dividends  declared,  .... 
Balance  Jane  30, 1892,      . 


1161,365  31 

30,656  14 

696  85 

1,219  40 

$3-2.000  00 

161,937  70 

1193,937  70    1193.937  70 


1227,226  89 


EAST  BOSTON  GAS  COMPANY. 

ASBBTS. 

Real  estate, 

Machinery  and  mana factoring  appliances. 

Street  mains, 

Meters, 

Due  for  gas 6,411  86 

Oas  coal  on  hand, 2,412  97 

Coke  on  band,  ' 125  00 

Purifying  materials  on  band, 78  75 

Oiher  materials  on  band, 574  56 

Stoves  on  band, 90  60 

Oas  fixtures  on  hand, 1,453  27 

Horses,  wagons,  etc. 328  50 

Sundry  accounts  due  the  company, 434  57 

Cash  on  band, 24,946  75 

Investments 40,450  00 


Total  assets,  as  per  books  of  the  company, $301,633  72 

Liabilities. 

Capital  stock, $220,000  00 

Unpaid  bills, 2,931  30 

Deposits, 371  42 

Total  liabilities,  as  per  books  of  the  company $223,302  72 

Profit  and  loss  balance, 81,231  00 


Maxufacturino  Accovnt. 


Operating  expenses,  . 

Income  from  sale  of  gas,  . 
residuals,  • 
other  sources. 

Balance  to  profit  and  loss. 


Profit  and  Loss  Account. 


Balance  June  30,  1891, 
Balance  of  gas  manufacturing  account. 
Interest  received,       .... 
Jobbing  account,       .... 
Other  items  of  income, 

Dividends  declared 

Depreciation,     ... 

Other  items, 

Balance  Jane  30,  1892, 


$304,533  72 

Dr. 

Cs. 

$55,087  87 

$67,970  09 

9,080  20 

318  78 

22,281  20 

$77,369  07 

$77,369  07 

Dr. 

Cb. 

$78,898  61 

22,281  20 

2,934  55 

627  63 

3  65 

$22,000  00 

1,409  64 

5  00 

81,231  00 

$104,645  64    $104,645  64 
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EASTHAMPTON  GAS  COMPANY. 

A88BT8. 

Real  estate  (gas), $9,500  00 

Marhinerjr  and  niannfacturing  appliances  (gas) , 10,500  00 

Street  mains  (gas) 8,000  00 

Meters  (gas), 500  00 

Doe  for  gas, 916  96 

Coke  on  hand, 16  00 

Tar  on  band 251  25 

Enrichers  on  hand, 67  60 

Pnrifjing  materials  on  hand, 12  00 

Other  gas  materials  on  hand, 10  00 

Real  estate  (electric), 2,286  71 

Steam  plant  (electric), 2,'«89  01 

Electric  plant,    .       •       •       •       •       ;       •  I 5,350  00 

Lines,  meters,  lamps  and  globes  (electric),     •  j  ' 

Doe  for  electric  light  and  power, 515  63 

Foel  on  band  (electric  light), 39  00 

Cartxms  on  hand, 48  60 

Oil  and  waste  on  hand, 21  00 

Globes  on  band 8  88 

Other  electric  materials  on  band, 42  52 

Snndrj  accounts  dae  the  company,  ...*....  62  70 

Cash  on  hand, 87  27 

Total  assets,  as  per  books  of  the  company,      .  ^     .       •       .        .  $40,824  12 

Liabilities. 

Capital  stock, $30,000  00 

Notes  payable, 6,00000 

Unpaid  bills, 701  37 

Total  liabilities,  as  per  book's  of  the  company,        ....  $35,701  37 

Profit  and  loss  balance, 5.122  75 

$40,824  12 
Manufactcrino  Account. 

Dr.  Cb. 

(gas, $6,555  42 

Operating  expenses,  I  ^l^g^^g^ 1  gjg  63 

Income  fk'om  sale  of  gas, $7,79120 

residnals, 443  15 

sale  of  electric  light  and  power,         .       .  2,062  50 

other  sources, 60  50 

Balance  to  profit  and  loss,  j  ^* ^'??!  12 

( electric,      ....  163  87 

$10,357  35  $10,357  35 

Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  Jane  30,  1891 $5,492  53 

Balance  of  gas  mannfactnring  account,    ....  1,68943 

Balance  of  electric  manufacturing  account,    ...  163  87 

Dividends  decUred, $?,100  00 

Interest  paid, 123  OS 

Balance  Jane  30, 1892, 5,122  75 

$7^345  83  $7,345  83 
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EDISON  ELECTRIC  ILLUMINATING  COMPANY  OF  BOSTON. 

Assets. 


$2,392,405  G9 


Real  estate,        .... 
Steam  plant,       .... 
Electric  plant,    .... 
Lines,  meters,  lamps  and  globes, 
Patent  rights,     .... 

Doe  for  electric  light  and  power, 60,778  83 

Oil  and  waste  on  hand, 

Incandescent  lamps  on  hand,    . 

Globes  on  hand. 

Other  electric  materials  on  hand. 

Motors  on  hand, 

Electric  fixtares  on  hand, .       .    j 

Sundry  accounts  due  the  company, •         8,085  54 

Cash  on  hand, 310,728  35 

Notes  receivable, 54.968  67 


200,627  82 


Total  assets,  as  per  books  of  the  company, $3,031,594  40 


Liabilities. 

Capital  stock $1,342,500  00 

Bonds  issaed 837,500  00 

Notes  payable, 400.000  00 

Unpaid  bills 67,800  48 

Interest  due  but  not  paid, 7,285  00 

Reserved  fund, 27,000  00 

Depreciation  fund 36,000  00 

Amounts  due  from  the  company,  not  included  above,    ....  271,096  45 

Total  liabilities,  as  per  books  of  the  company,        ....  $2,979,180  93 

Profit  and  loss  balance 62,413  47 

$3,031,594  40 

Manufacturing  Account. 

Dr.  Cs. 

Operating  expenses, $272,131  67 

Income  from  sale  of  light  and  power,      ....  $454,196  42 

other  sources, 9,563  97 

Balance  to  profit  and  loss, 191,630  72 

$463,762  39  $463,762  39 

Profit  and  Loss  Account. 

Db.  Ck. 

Balance  June  30,  1891, $8,676  69 

Balance  of  electric  manufacturing  account,     ...  191 ,630  72 

Royalties 4,053  48 

Other  items  of  income, 167  28 

Dividends  declared $90,025  00 

Interest  paid 38,089  70 

Depreciation, 24,000  00 

Balance  June  30, 1892, 52,413  47 

$204,528  17  $201,528  17 
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EDISON  ELECTRIC  ILLUMINATING  COMPANY  OF  BROCKTON. 

Assets  . 

Real  estate f5l,457  33 

Steam  plant, 34,403  34 

Electric  plant, 70,629  36 

Lines,  meters,  lamps  and  globes, 62,244  91 

Patent  rights, 19,000  00 

Oil  and  waste  on  band, 26  99 

Incandescent  lamps  on  band,  .........  320  86 

Other  materials  on  hand, 1,860  90 

Motors  on  hand, 3'22  32 

Horses  and  wagons,  tools,  etc., 9,034  48 

Sundry  accounts  due  the  company, 8,644  56 

Cash  on  hand, 6,083  43 

Notes  receivable, 2,600  00 

Total  assets,  as  per  books  of  the  company, f  266,518  48 

Liabilities. 

Capital  stock, flOO.OOO  00 

Bonds  issued 100,000  00 

Notes  payable, 43,500  00 

Unpaid  bills 1,198  67 

Interest  due  bat  not  paid, 1,000  00 

Depreciation  fund, 20,819  81 

Total  liabilities,  as  per  books  of  the  company,         ....  f  266,518  48 

Manupacturino  Account. 

Dr.  Cr. 

Operating  expenses, $36,661  94 

Income  from  sale  of  light  and  power $54,400  05 

Balance  to  profit  and  loss, 17,738  11 

$54,400  05  $54,400  05 
Profit  and  Loss  Account. 

Ds.  Cr. 

Balance  of  electric  mannfacturing  account,     .       .       .  $17,738  11 

Interest  received, •     .       .       ,  198  49 

.  RenU,        .     ■  .        .       .     ■ '  .                    '  95  00 

Dividends  declared, $5,700  00 

Interest  paid, 8,026  66 

Depreciation, 4,180  94 

Other  items, 124  00 

$18,031  60  $18,031  60 


EDISON  ELECTRIC  ILLUMINATING  COMPANY  OF  FALL  RIVER. 

Assets. 
Real  estate,      ^ 

Steam  plant,     V $74,654  26 

Electric  plant,  i 

lines,  meters,  lamps  and  globes, 32,223  28 

Pttentrights, 10.000  00 

Dae  for  electric  light  and  power, 1,164  39 
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Other  materials  on  band,  . 
Motors  on  hand,        .       .       .        . 
Sundry  accounts  due  the  company, 
Cabh  on  hand,  .... 


Total  assets,  as  per  books  of  the  company, 


Liabilities. 


Capital  stock. 
Notes  payable, 
Unpaid  bills, 


Total  liabilities,  as  per  books  of  the  company. 
Profit  and  loss  balance, 


Makufactubixo  Accoukt. 


Operating  expenses,  .... 
Income  from  sale  of  light  and  power, 
other  sources,      .       . 
Balance  to  profit  and  loss, 


Phofit  and  Loss  AccorNX. 


Balance  Jane  30,  1891 

Balance  of  electiic  manufacturing  account. 

Dividends  declared. 

Interest  paid,     . 

Other  items. 

Depreciation,     . 

Wiring  account, 

Balance  June  30,  1892, 


f6,500  00 

7,014  65 

2,179  20 

50  60 

f  133,7b6  38 

$90,000  00 

83,000  00 

7,325  59 

$130,325  59 
3.460  79 


$133,786  38 

Ds. 

Cm. 

$23,347  09 

$41,719  82 

1,200  00 

19,572  73 

$42,919  82 

$42,919  82 

Ds. 

C«. 

$5,747  64 

19,572  73 

$7,200  00 

1,558  97 

68  00 

10,500  00 

2,542  49 

3,460  81 

$25,320  27 

$25,320  27 

ELECTRIC  LIGHT  AND  PATENT  FLOORING  COMPANY  OF 

AMESBURY. 

Assets. 

Eeal  estate, $11,000  CO 

Steam  plant, 13.283  59 

Electric  plant, 20,784  94 

Lines,  meters,  lamps  and  globes, 7,984  66 

Patent  rights, 4,000  00 

Due  for  electric  light  and  power 1,732  70 

Fuel  on  hand, 15  60 

Carbons  on  hand 30  52 

Oil  and  waste  on  band, 45  15 

Incandescent  lamps  on  band, 69  06 

Globes  on  hand, 22  75 

Electric  fixtures  on  hand, 266  40 

Sundry  accounts  dae  the  company, 716  89 

Office  furniture 100  00 

Cash  on  hand, 144  66 

Investments  (other  property,  real  and  personal),    .       .       .       .       .  46,737  85 

Total  assets,  ds  per  books  of  the  company, $106,934  67 
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LlABILITIBS. 

Ctpital  stock, $44,900  00 

Notes  payable, 69,800  00 

Unpaid  biUs, 208  36 

Total  liabllldet,  as  per  books  of  the  companj f  104,908  36 

Profit  and  loss  balance, 2,026  31 

1106,934  67 

Manufacturino  Account. 

Dr.  Cb. 

Operating  expenses, $10,501  65 

Income  from  sale  of  light  and  power,      ....  $12,647  48 

Btlsnce  to  profit  and  loss 2,145  83 

$12,647  48      $12,647  48 
Profit  amd  Loss  Account. 

Db.  Cr. 

Balance  June  30, 1891 $2,355  25 

Balance  of  electric  mannfiurturing  accoant,  .  2,145  83 

Mill  items, 7,516  39 

Other  electric  items  of  income, 1,020  89 

Interest  paid, $1,526  75 

Mill  items 6,906  79 

Depreciation 1,175  00 

Oiber  electric  items, 1.403  51 

Balance  Jane  30, 1892, 2,026  31 

$13,038  36      $13,038  36 


ELECTRIC   LIGHT   AND  POWER  COMPANY   OF  ABINGTON   AND 

ROCKLAND. 

Assets. 

Real  estate, $19,815  25 

Steam  plant 17,342  96 

Electric  plant, 21,317  10 

Lines,  meters,  lamps  and  globes, 18,720  19 

Dae  for  electric  light  and  power 1,502  15 

Incandescent  lamps  on  hand, 448  45 

Tools, 270  78 

Horses,  wagons,  etc., 317  60 

Office  ftimitnre, 216  87 

Cash  on  hand, 4,861  43 

Total  assets,  as  per  books  of  the  company, $84,812  78 

Profit  and  loss  balance, 2,572  36 

$87,385  14 
Liabilities. 

Capital  stock, $30,000  00 

Bonds  issued, 50,000  00 

Unpaid  Mils, 7,385  14 

Total  liabilities,  as  per  books  of  the  company,         ....  $87,385  14 
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Mamupaotvkimo  Aocoukt. 

Ds.  Cs. 

OperatiDg  expcDses,  .  > $4,981  79 

Income  from  sale  of  light  and  power,      «...  f3,283  64 

Balance  to  profit  and  loss, 1,698  15 

f4,981  79       $4,981  79 

Pbofit  akd  Loss  Account. 

Di.  Cm. 

Balance  of  electric  manufacturing  account,    .       •  $1,698  15 

Interest  paid, 856  84 

Other  items 17  87 

Balance  June  30, 1892,      . $2,572  36 

$2,572  36       $2,572  36 


FALL  RIVER  ELECTRIC  LIGHT  COMPANY. 

AasBTS. 

Real  estate, $26,800  00 

Steam  plant .  86,069  86 

Electric  plant, 43,293  67 

Lines,  meters,  lamps  and  globeS) 48,982  54 

Due  for  electric  light  and  power,      .       , 4,980  73 

Cash  on  hand,    .       .       -       ..      ^ 2,143  85 

Total  assets,  as  per  books  of  the  company, $162,270  15 


Liabilities. 

Capital  stock, $120,000  00 

Notes  payable, 36,000  00 

Unpaid  bills 1,458  28 

Totalliabilitles,  as  per  books  of  the  company, .       .       .       ^       ,    $157,458  28 
Profit  and  loss  balance 4,81187 

$162,270  15 

Manufactxjbino  Account. 

Dr.  Cr. 

Operating  expenses, $29,620  44 

Income  from  sale  of  light  and  power $48,095  91 

Balance  to  profit  and  loss, 18,475  47 

$48,095  91      $48,095  91 

Pbotit  and  Loss  Account. 

Db.  Cs. 

Balance  June  30, 1891, $3,624  58 

Balance  of  electric  manufacturing  account,     .       .       .  18,475  47 

Dividends  declared, $7,200  00 

Interest  paid,      .........  1,38818 

Depreciation, *  8,760  00 

Balance  June  30,  1892, 4,811  87 

$22,100  05      $22,100  05 
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FALL  RIVER  OAS  WORKS  COMPANY. 


Real  estate, |135,169  97 

Machinery  and  mmnafacturiiig  applianoea 69,603  09 

Street  maina  aod  aenrioea, 100,792  95 

Meters, 21,083  91 

Doe  for  gas, 3,917  01 

Oas  coal  on  luind 2.743  97 

Tar  on  hand, 1,916  37 

Oa  on  hand, 22o  50 

Parifjring  materials  on  hand, 16  dO 

Other  materials  on  hand 3,560  88 

Stoves  on  hand, l,r>46  73 

Lamp  account, 722  48 

Small  improrements, 2,510  62 

Ota  engines, 871  AO 

Foel  eiperiments, 12  30 

Tools,  wagons,  etc, 86  40 

Ssndry  accounts  dne  the  company, 930  28 

Office  fomitare 403  96 

Cash  on  hand, 27,592  34 

Total  assets,  as  per  books  of  the  company, $373,706  76 


LtABILITIBS. 

Capital  stock, $288,000  00 

Unpaid  bills,      . 6,084  69 

Deposits, 175  60 

Total  liabilities,  as  per  books  of  the  company, $291,260  19 

Profit  and  loss  balance, 79,1  iG  57 

$373,706  76 

IfANUFACTURINO    ACCOUNT. 

1>R.  C'R. 

Operating  expenses, $33,135  92 

Income  from  sale  of  gas, $77,359  53 

residuals 7U  82 

other  sources, 163  60 

Balance  to  profit  aod  loss, 45,102  03 

$78,237  95      $78,237  95 
FaoFiT  AND  Loss  Account. 

Db.  Cn. 

Balance  June  30, 1891, $57,12169 

Balance  of  gas  manufacturing  account,    ....  45,10203 

Shop  account, 616  86 

Dividends  declared $23,040  00 

Interest  paid, I  48 

Other  items, 382  49 

Balaoce  June  30,  1892, 79,446  57 


$102,870  54    $102,870  54 
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FITCHBURG  GAS  COMPANY. 


A8SBT8. 

Real  estate  (gas), $8.500  00 

Machinery  and  manofacturing  appliances  (gas), 17,669  87 

Street  mains  (gas), 16,000  00 

Meters  (gas), A,000  00 

Doe  for  gas 1,941  21 

Gas  coal  on  band, 200  00 

Enricbers  on  band, 300  00 

\Kater  works, 8,184  24 


Real  estate  (electric),       .... 

Steam  plant  (electric) 

Electric  plant, 

Lines,  meters,  lamps  and  globes  (electric) , 
Dne  for  electric  light  and  i)ower. 

Carbons  on  hand, 

Sundry  accounts  dae  the  company, 

Office  furniture, 

Cash  on  hand, 

Investments, 


Total  assets,  as  per  books  of  the  company, 


22,705  85 

8,000  00 

34,000  00 

39,231  67 

252  55 

200  00 

3,699  03 

1,275  00 

2,601  01 

449  07 

$164,200  00 


Liabilities. 

Capital  stock $150,000  00 

Notes  payable, 14,200  00 

Total  liabilities,  as  per  books  of  the  company, 

Manifacturino  ACCOl'KT. 


Operating  expenses,  }  *^f  ^'  .   * 

( electric, 


Income  from  sale  of  gas,  .... 

residuals,  .  . 
,  sale  of  electric  light  and  power, 

Balance  to  profit  and  loss,  5  ^f  *'       * 

c  electric, 


Profit  and  Loss  Account. 


Balance  of  gas  manufacturing  account,   . 

Balance  of  electric  manufacturing  account, 

Interest  received. 

Water  rates. 

Wiring  account. 

Dividends  declared. 

Interest  paid,     . 

Depreciation  fund. 

Depreciation, 

Premium  on  new  stock, 


•               •               . 

$164,200  00 

Dr. 

t?R. 

$25,170  33 

18,438  22 

$.'53,or>i  01 

4. .552  27 

27,044  40 

12,432  95 

8.600  18 

$64,647  68 

$(>4,647  68 

Da. 

Tk. 

$12,432  95 

b/m  18 

5.1  56 

586  51 

736  02 

$10,000  00 

4,065  11 

1,500  00 

34,852  11 

25.000  00 

$48,917  22 

$48,917  22 
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FRAMINGHASi  ELECTRIC  COMPANY. 

Assets. 

Real  estate, f  12,887  87 

Steam  plant, ' 24,873  03 

Electric  plant, 41,476  43 

Lines,  meters,  lamps  and  globes 47,733  42 

Franchise, 3,062  35 

Dae  for  electric  light  and  power, 3,186  94 

Fael  on  band,     .... 
Cartmns  on  hand,      • 
Oil  and  waste  on  haad. 

Incandescent  lamps  on  hand,  .     [ 1,140  31 

Globes  on  hand, 

Other  electric  materials  on  hand, 

Motors  on  hand,  .J 

Inside  wiring, 18,116  70 

Insarance, 200  00 

Office  fornitnre, 168  00 

Cash  on  hand, 84  14 


Total  assets,  as  per  books  of  the  company, f  152,929  19 


Liabilities. 

Capital  stock, $80,000  00 

Bonds  issued, 50,000  00 

Notes  payable 1,185  00 

Unpaid  bills, 16,996  29 


Totalliabilities,  as  per  books  of  the  company,         ....    $148,18129 
Profit  and  loss  balance 4,747  90 


$152,929  19 
Manufacturing  Account. 

Dr.  Ck. 

Operating  expenses, $12,354  20 

Income  from  sale  of  light  and  power $17,147  45 

Balance  to  profit  and  loss, 4,793  25 


Profit  and  Loss  Account. 


Balance  June  30, 1891,       .... 
Balance  of  electric  manufacturing  account, 

Care  of  fire  alarm 

Other  items  of  income,    .... 

Interest  paid,     ...... 

Balance  June  30, 1892,       .... 


$17,147  45 

$17,147  45 

Dr. 

Cr. 

$2,918  99 

4,793  26 

199  92 

125  00 

$3,289  26 

4,747  90 

$8,037  16       $8,037  16 
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FRAMINGUAH  OAS  FUEL  ANP  POWER  COMPANY. 

A88BT8. 

Real  estate, f31»9l8  64 

Machinery  and  manofactaring  appliances, 30,747  37 

Street  mains 26,360  31 

Meters 2,427  40 

Due  for  gas, 386  39 

Coal  on  band, 164  22 

Purifying  materials  on  band, 98  55 

Other  materials  on  hand, 1,321  47 

Stoves  on  hand,       .    ^ 

Gas  fixtures  on  hand,  /  *       * 2»^^  ^* 

Tools, 716  46 

Horses,  wagons,  etc., 216  75 

Sundry  accounts  due  the  company, 1,518  47 

Office  furniture, 1,044  71 

Cash  on  band, 14  43 

Patent  rights  and  franchise 40,000  00 

Total  assets,  as  per  books  of  the  company $139,152  62 

Profit  and  loss  balance 24,394  99 

$163,547  61 
Liabilities. 

Capital  stock, $75,000  00 

Bonds  issued, 75,000  00 

Notes  payable, 7,400  00 

Unpaid  bills 297  61 

Interest  due  but  not  paid, 5,850  00 

Total  liabilities,  as  per  books  of  the  company $163,547  61 


Manufacturino  Account. 

Dm.  Cb. 

Operating  expenses, $7,354  35 

Income  from  sale  of  gas, $3,470  74 

other  sources 51  94 

Balance  to  profit  and  loss, 3,83167 

$7|354  35       $7,354  35 

Profit  and  Loss  Account. 

Dk.  Cm. 

Balance  June  30,  1891, $16,600  29 

Balance  of  gas  manufacturing  account,    ....  3.831  67 

Interest  paid, 4,600  00 

Jobl)ing  account, $208  72 

Other  items  of  income 328  25 

Balance  June  30,  1892, 24,394  99 

$24,931  96      $24,931  96 
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FRANKLIN. 
(See  Union  Electric  Light  Compant.) 


FRANKLIN  ELECTRIC  LIGHT  COMPANY  (OF  TURNER'S  FALLS). 

Assets. 

Electric  plant $11,007  46 

Cash  on  band 361  68 

Total  assets,  as  per  books  of  the  company, $11,369  14 

Liabilities. 

Capital  stock $10,000  UO 

Notes  payable, 300  00 

Total  liabilities,  as  per  books  of  the  company,        ....      $10,300  00 
Profit  and  loss  balance, 1,069  U 

$11,369  14 
Manupacturino  Account. 

Dk.  Cs. 

Operating  expenses, $2,956  99 

Income  from  sale  of  light  and  power,      ....  $3,67486 

Balance  to  profit  and  loss, 717  87 

$3,674  86        $3,674  86 
Pkopit  and  Loss  Account. 

Dr.  Cr. 

Balance  Jane  30,  1891, $76-5  52 

Balance  of  electric  manufactarlng  account,     ...  717  87 

Dividends  declared, $400  00 

Interest  paid,     . 14  25 

Balance  Jane  30, 1892,  • 1,069  14 

$1,483  39        $1,483  39 


GARDXER  ELECTRIC  LIGHT  COMPANY. 

ASSEllS. 

Real  estate,        . $7,000  00 

Steam  plant, 10,002  75 

Electric  plant, 16,017  88 

Lines,  meters,  lamps  and  globes, 15,343  49 

Dae  for  electric  light  and  power, .        .  854  47 

Fuel  on  hand 215  00 

Carbons  on  hand, 91  80 

Oil  and  waste  on  hand, 55  60 

Incandescent  lamps  on  hand, 276  36 

Olohes  on  hand 6  50 

Other  materials  on  hand,  i 

Electric  fixtures  on  hand,  j 891  44 

Other  apparatus, 63  90 

Sundry  accounts  due  the  company, 428  46 

Office  famitare,         . 29  42 

Cash  on  band, 573  48 

Incandescent  lamps  in  use, 658  50 

Total  assets,  as  per  books  of  the  company, $52,509  05 
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Liabilities. 


Capital  stock, 
Unpaid  liills, 
Reserved  fund« 


Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance 


Manufaoturino  Account. 


Operating  expenses,  .... 
Income  from  sale  of  light  and  power, 
Balance  to  profit  and  loss. 


Pbopit  and  Lobs  Account. 


Balance  Jone  30, 1891 

Balance  of  electric  manafiicturing  accoant, 
Certificates  of  old  company  surrendered,  • 

Jobbing  accoant, 

Other  items  of  income,      .... 

Dividends  declared, 

Rebates  and  bad  debts,     .... 

Depreciation, 

Balance  Jane  30,  1892,      .... 


$30,000  00 

326  94 

15,000  00 

945,326  94 
7,182  11 


$52,509  05 

Dr. 

Or. 

$8,092  A3 

$12,296  96 

4,201  43 

112,296  96 

$12,296  96 

Db. 

Cr. 

|2,938  82 

$4,204  43 

28,700  00 

544  74 

81  14 

1,250  00 

1,662  87 

20,496  51 

7,182  11 

$33,630  31      $33,530  31 


GARDNER  GAS  WORKS. 

(Mrs.  M.  L.  RuGOLBS.) 

Assets. 

Real  estate, 

Machinery  and  manufacturing  appliances, 

Street  mains, 

Meters, 

Oil  on  band, 

Stoves  on  hand, 

Gas  fixtures  on  hand,        .... 


Total  assets,  as  per  books  of  the  company. 

Liabilities. 


$14,100  00 

210  47 

150  00 

30  00 

$14,490  47 


Notes  payable, 
Unpaid  bills, 


Total  liabilities,  as  per  books  of  the  company. 
Profit  and  loss  balance, 


Manufactubino  Account. 
(From  May  23  to  June  30,  1892.) 


$12,500  00 
279  08 

$12,779  08 
1,711  39 


Operating  expenses, . 
Income  from  sale  of  gas,  . 
Balance  to  profit  and  loss. 


$14,490  47 

Dr. 
$267  02 

98  78 

Cb. 
*   $365  80 

$365  80  $365  80 
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GLOUCESTER  ELECTRIC  COMPANY. 

Assets. 

Real  estate, $37,376  35 

Sream  plant, 31,263  40 

Electric  plant, 20.655  38 

Lines,  meters,  lamps  and  globes, 14,227  50 

Patent  rigtits, 5,000  00 

Dae  for  electric  light  and  power, 2,766  75 

Fnel  on  hand, 2,633  40 

Carbons  on  hand 43  00 

Oil  and  waste  on  hand, 13  85 

Incandescent  lamps  on  hand 547  26 

Globes  on  hand, 67  54 

Unexpired  insnranoe, 254  21 

Tools, 135  00 

Sondry  accounts  due  the  company 276  36 

Office  famitore, 87  00 

Cash  on  hand, 332  44 

Total  assets,  as  per  books  of  the  company, $115,679  44 


Liabilities. 

Capital  stock, $50,000  00 

Bonds  issued 50,000  00 

Kotes  payable, 4.000  OJ 

Unpaid  bills, 1,916  73 

Interest  due  bnt  not  paid 750  00 

Total  liabilities,  as  per  books  of  the  company, 8106.666  73 

Profit  and  loss  iMlance, 9,012  71 

$115,679  44 

Manufacturing  Account. 

Dr.  Cr. 

Operating  expenses, $10,376  75 

Income  from  sale  of  light  and  power,      ....  $14,33392 

Bttlance  to  profit  and  loss, 3,957  17 

$14,333  92      $14,333  92 

Profit  and  Loss  Account. 

Dr.  Or. 

Balance  June  30, 1891, $8,753  25 

Balance  of  electric  mannfactaring  account,     .       .       .  3,957  17 

Sale  of  old  station 350  00 

Kents, 156  25 

Interest  paid $1,010  97 

Constrnction  charged  off, 35  24 

Depreciation, 3,167  75 

BaUnce  Jane  30, 1892, 9,012  71 

$13,216  67      $13,216  67 
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GLOUCESTER   GAS   LIGHT   COMPANY. 

Assets. 

Real  estnte, f  40,000  00 

Machinery  and  manufactaring  appliances,  ^ 

Street  mains, i 40,000  00 

Meters > 

Dae  for  gas, 

Gas  coal  on  hand, 

Coke  on  hand, 

Tar  on  hand, 

Pnrifying  materials  on  hand, 

Other  materials  on  hand, 

Stoves  on  hand, 

Gas  fixtures  and  fitting  tools, 

Gas  on  hand, 

Sundry  accounts  duo  the  company, 

Cash  on  hand, 

Motes  receivable, 

Total  assets,  as  per  books  of  the  company $97,226  56 


Liabilities. 
Capital  stock, $80,000  00 


3,854  12 

3,042  00 

200  61 

931  10 

60  00 

1.207  60 

126  00 

360  00 

104  80 

3.313  70 

3,284  46 

760  27 

Total  liabilities,  as  per  books  of  the  company,         ....      $80,000  00 
Profit  and  loss  balance 17,226  56 


$97,226  56 


Manitacturino  Accoustt. 

n».  ce. 

Operating  expenses $18,681  01 

Income  from  sale  of  gas, 

residuals, 

Balance  to  profit  and  loss 


Profit  and  Loss  Account. 


Balance  June  30,  1891 ,  .  .  .  . 
Balance  of  gas  manufacturing  account,  . 
Balance  of  gas  fitting  account, . 

Interest  received, 

Rents  of  wharf, 

Other  items  of  income,     .... 

Dividends  declared. 

Construction  charged  off,  .... 

Depreciation, 

Balance  June  30,  1892,       .        .        .        . 


$26,272  81 

3,413  30 

11,105  10 

$29,686  11 

$29,686  11 

Db. 

Cr. 

$17,516  17 

11,105  10 

413  64 

46  66 

2.024  52 

127  66 

$9,600  00 

3,891  18 

615  00 

17,226  56 

V 

$31,232  74    $31,232  74 
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GREAT  BARRINGTON  ELECTRIC  LIGHT  COMPANY. 

A88BT8. 

8team  plant, $5,^30  28 

Electric  plant, 16.867  25 

Lines,  lamps  and  globes 9,172  62 

Meters, 209  60 

Due  for  electric  light  and  power, 1,414  91 

Fnel  on  band, 42  75 

Csrbons  on  band, 19  56 

Oil  and  waste  on  hand 8  55 

Incandescent  lamps  on  band, 306  65 

Globes  on  band, 13  66 

Giber  materials  on  band, 486  23 

Tools  on  band, 87  60 

Cash  on  band, 16  18 

Inrestments, 1,100  00 

Total  assets,  as  per  books  of  the  company, $35,275  58 


Liabilities. 

Capital  stock, $23,800  00 

Motes  payable 6.134  30 

Unpaid  bills, 4,827  99 

Interest  dne  but  not  paid, 73  45 

Total  liabilities,  as  per  books  of  the  company,         ....     $34,836  74 
Profit  and  loss  balance, 439  84 

$36,275  58 

MANUFACTrRIKG  ACCOUNT. 

D«.  Cb. 

Operating  expenses, $6,146  40 

Income  from  sale  of  light  and  power,      ....  $6,388  66 

Balance  to  profit  and  loss, 242  26 

$6,388  66        $6,388  66 
Profit  and  Loss  Account. 

Da.  Cr. 

Balance  Jnne  30, 1891, $538  85 

Balance  of  electric  manufacturing  account,     .       .       .  242  26 

Interest  paid, $308  11 

Other  items 33  16 

Balance  Jnne  80, 1892 439  84 

$781  11  $781  11 
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GREENFIELD  ELECTRIC  LIGHT  AND  POWBE  COMPANY. 

Assets. 

Real  estate, f  4.000  00 

Steam  plant, 10,030  07 

Electric  plant, 24,129  09 

Constniction  account, 3,147  A7 

Due  for  electric  light  and  power, 476  W 

Fuel  on  band, 267  60 

Carbons  on  band, 27  00 

Oil  and  waste  on  band, 50  80 

Incandescent  lamps  on  hand, 198  20 

Other  materials  on  hand, 703  83 

Sundry  accounts  due  the  company, 559  17 

Cash  on  hand,     .       .       .       «. 122  67 

Notes  receivable, 175  00 

Total  assets,  as  per  books  of  the  company, f  43,887  70 


Liabilities. 

Capital  stock, $30,000  00 

Bonds  issued, 9,000  00 

Notes  payable, 1,000  00 

Unpaid  bills 1,728  89 

Amounts  due  from  the  company,  not  included  above,     ....  430  31 

Total  liabilities,  as  per  books  of  the  company $42,159  20 

Profit  and  loss  balance 1,728  50 

$43,887  70 
Manufacttrino  Account. 

I>«.  Ch. 

Operating  expenses, $9,206  85 

Income  from  sale  of  light  and  power,       ....  $10,549  29 

Balance  to  profit  and  loss 1,342  44 

$10,549  29  $10,549  29 

Profit  and  Loss  Account. 

Dr.  Cm. 

Balance  June  30,  1891, $308  33 

Balance  of  electric  manufacturing  account,      .       .       .  1.342  44 

Wiring  account, 218  76 

Other  items  of  income, ,      295  90 

Interest  paid $486  93 

Balance  June  30, 1892 1.728  60 

$2,215  43  $2,215  43 
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GREENFIELD  GAS  LIGHT  COMPANY. 


Assets. 


I 


$4i,60S  47 


Retl  estate 

Macbinery  and  inanafactaring  appliances, 

Street  mains, 4,401  44 

Meters, 1,513  71 

Dne  for  gas, 762  58 

Oas  coal  on  hand, 248  00 

Coke  on  hand,   • 20  00 

Tar  on  hand, 310  00 

Enricbers  on  hand 110  60 

Porlfying  materials  on  hand 72  00 

Other  materials  on  hand 96  54 

Stoves  on  hand,        .     ) 176  87 

Oas  fixtures  on  hand,    ) 

Sondry  accounts  due  the  company, 357  78 

Cash  on  band, 693  50 


Total  assets,  as  per  books  of  the  company, f  53,379  39 


Liabilities. 

Capital  stock, 

Notes  payable, 

Amounts  due  from  the  company,  not  included  aboye, 


Total  liabilities,  as  per  books  of  the  company. 
Profit  and  loss  balance 


950.000  00 

1,000  00 

623  56 

951.623  56 
1,755  83 


MANt'FACTTRINO    ACCOUNT. 


Operating  expenses,  . 
Income  from  sale  of  gas,  . 

residuals,     . 

other  sources. 
Balance  to  profit  and  loss. 


Profit  and  Loss  Account. 


Balance  June  30,  1891,  .... 
Balanceof  gas  manufacturing  account,  . 
Dividends  declared  (preferred  stock). 

Interest  paid, 

Deprectation, 

Balance  Jane  30, 1892 


$53,379  39 

Dr. 

Cr. 

$6,079  95 

$7,346  81 

626  45 

223  28 

2,116  59 

$8,196  54 

$8,196  54 

Dr. 

Cr. 

$103  11 

$2,116  59 

120  00 

84  80 

52  85 

1,755  83 

$2,116  59       $2,116  59 
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HAVERHILL  ELECTRIC  COMPAKT. 


Ambts. 


Real  estate 

Steam  plant,      .... 
Electric  plant,   .... 
Lines,  meters,  lamps  and  globes, 
Doe  for  electric  liKbt  and  power. 
Fuel  on  band  (electric  ligbt),  . 
Carbons  on  band,     ... 
Oil  and  waste  on  band,    . 
Incandescent  lamps  on  hand,  . 
Globes  on  band,       ... 
Otber  electric  materials  on  band, 
Motors  on  band, 
Electric  fixtures  on  band. 
Horses,  wagons,  etc.,       •       . 
Sundry  accounts  due  tbe  company, 
Casb  on  band,  .       •       .       .       , 


•154,963  87 
7,662  18 


1,368  10 


278  60 
28,488  34 


Total  assets,  as  per  books  of  tbe  company, f  192,751  14 


Liabilities. 


Capital  stock, 

Bonds  issued, 

Motes  payable, 

Unpaid  bills, 

Amounts  due  from  tbe  company,  not  included  above, 


•85,000  00 

32,500  00 

9  800  00 

3,301  31 

40,600  00 


Total  liabilities,  as  per  books  of  tbe  company, •171,204  31 

Profit  and  loss  balance, 21,546  83 


Manufacturing  Account. 


Operating  expenses, .... 
Income  from  sale  of  ligbt  and  power. 
Balance  to  profit  and  loss, 


Profit  and  Loss  Account. 


Balance  June  30. 1891,      .... 
Balance  of  electric  manufacturing  account. 

Rents, 

Dividends  declared 

Interest  paid, 

Balance  June  30,  1892,      .... 


He. 
•22,334  59 

13.117  76 

•35,452  35 

Dr. 


•  192,751  14 


Cr. 


•35,452  35 


•35,452  35 

Ce. 
•16.488  55 
13,117  76 
192  02 


•6,800  00 

1.451  50 

21,546  83 


•29,798  33      •29,798  33 
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HAVERHILL  GAS  LIGHT  COMPANT. 


Ambts. 


il  estate $26,033  71 

^^VJCachinery  and  manafactnring  appliances, 120,868  06 

'Creet  mains, 37,758  92 

[eters, 9,663  84 

me  for  gas, 8,893  80 

-as  coal  on  hand, 278  00 

>ther  coal  on  hand, 660  00 

oke  on  hand, 379  68 

'ar  on  band 750  00 

■nrichers  on  hand, 635  82 

'arifying  materials  on  hand, 600  00 

.angren  lamps 4,376  94 

undry  accounts  dne  the  company 701  24 

'ash  on  hand, 665  71 

.sivestments, 21,616  29 

Total  assets,  as  per  books  of  the  company, $232,662  00 


LlABILITIBS. 

:apital  stock, $76,000  00 

^^^otes  payable 47,500  00 

XZJnpald  bills, 4,881  97 

Total  liabilities,  as  per  books  of  the  company,         ....    $127,381  97 
^^rofit  and  loss  balance, 105,180  03 

$232,562  00 

MANX7FA0TUBINO  AOOOXmT. 

Dr.  Cr. 

Operating  expenses, $58,544  33 

income  from  sale  of  gas, $73,252  66 

Xncome  from  residuals, 6,332  97 

balance  to  profit  and  loss 21,041  30 

$79,585  63      $79,586  63 

Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30, 1891, $93,882  73 

Balance  of  gas  man  a  factu  ring  account,  ....  21,04130 

Bents, 561  75 

Dividends  declared $7,500  00 

Interest  paid, 2,805  75 

Balance  June  30,  1892, 105,180  03 

$116,485  78    $115,485  78 
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HOLTOKE  WATEE  POWEE  COMPANY. 

Manufactubino  Account. 

Gas  Department. 

Dr.  Cr. 

Inventory  Jane  30, 1891, $9,818  86 

Extensions 8,292  23 

Oas  stoves 481  39 

Operating  expenses 51,307  20 

Balance, 27,704  96 

Income  from  sale  of  gas, $78,031  61 

residuals 11,679  80 

sale  of  gas  stoves 368  82 

Inventory  Jane  30, 1892, 7,024  41 

$97,604  64      $97,604  64 

Electric  Department. 

Dm.  Ce. 

Operating  expenses, $22,639  61 

Balance, 22,005  12 

Income  f^om  sale  of  light  and  power $43,792  85 

Other  sources 256  51 

Gain  on  inventory, '       595  37 


$44,644  73      $44,644  73 


HUDSON  ELECTRIC   LIGHT  COMPANY. 

Assets. 

Steam  plant, $1,36.")  77 

Electric  plant, '.        .  6,772  63 

Lines,  meters,  lamps  and  globes, 8,427  20 

Due  for  electric  light  and  power, 475  75 

Cash  on  hand, 2,41")  59 

Investments, 5^875  00 

Total  assets,  as  per  books  of  the  company, $25,331  94 

Liabilities. 

Capital  stock, $15,000  00 

Notes  payable, 7,000  00 

Unpaid  bills, 225  66 

Total  liabilities,  as  per  books  of  the  company, $22,225  65 

Profit  and  loss  balance, 3,106  29 

$25,331  94 
Manufacturing  Account. 

r>B.  cb. 

Operating  expenses, $2,685  77 

Income  from  sale  of  light  and^power,     ....  $4,877  30 

Balance  to  profit  and  loss 2,191  53 

$4,877  30  $4,877  30 
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Profit  and  Lobs  Account. 


Balance  Jane  30,  1891,     .... 
Balance  of  electric  manufacturing  acconnt, 

Oil  lamps,  maintenance 

Interest  paid, 

Balance  June  30, 1892,       .... 


Dr. 

Cr. 

91,337  69 

2,191  S3 

$620  00 

620  00 

422  83 

3.106  29 

94,049  12        94,049  12 


HYDE  PARK  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Real  esute 915,200  22 

Steam  plant, 33,870  SO 

Electric  plant, 31,423  91 

Lines,  meters,  lamps,  globes  and  transformers, 71,267  02 

Patent  rights, 20.260  SO 

Dae  for  electric  light  and  power 2,120  60 

Fuel  on  band, 124  26 

Carbons  on  hand, 20  00 

Oil  and  waste  on  hand, 41  36 

lacandescent  lamps  on  hand, 743  20 

Globes  on  hand, 49  60 

Other  materials  on  hand, 32  60 

Horses,  wagons,  etc 198  00 

Sundry  accounts  dae  the  company, 444  60 

Office  famitare, 60  30 

Cash  on  hand, 806  84 

Notes  receivable, 10  74 

Advance  payments  of  taxes,  insurance,  water  and  interest,    .       .       .  1,069  94 

Total  assets,  as  per  books  of  the  company 9177,733  07 

Liabilities. 

Capital  stock, 9100,000  00 

Bonds  issned 60,000  00 

Notes  payable, 10,284  38 

Unpaid  bills, 11,833  82 

Total  liabilities,  as  per  books  of  the  company,         ....  9172,118  20 

Profit  and  loss  balance, 6,614  87 

9177,733  07 
Manufacturing  Account. 

Di.  Cr. 

Operating  expenses, 911,939  40 

Sale  of  light  and  power, 918,839  58 

Balance  to  profit  and  loss, 6,900  18 

918,839  58  918,839  58 
•   Phofit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30, 1891, 95,469  93 

Balance  of  electric  manufactaring  acconnt,      .        .        .  6,900  18 

Dividends  declared 94,000  00 

Interest  paid 2,746  24 

Balance  Jane  30, 1892, 5,614  87 

912,360  11  912,360ll 
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IPSWICH  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate $3,700  00 

Machinery  and  mannfactaring  appliances, 2,000  00 

Street  mains, 5,100  00 

Meters, 1,800  00 

Dae  for  gas, 109  18 

Coal  on  hand 22  00 

Oil  on  hand 100  00 

Cash  on  hand, 238  88 

Total  assets,  as  per  books  of  the  company, $13,070  06 

Profit  and  loss  balance 12,292  79 

$25,362  85 
Liabilities. 

Capital  stock $16,000  00 

Bonds  issued, 8,000  00 

Notes  payable, 400  00 

Unpaid  bill 962  85 

Total  liabilities,  as  per  books  of  the  company,        ....  $25,362  85 

Manufacturing  Account. 

Dr.  Cr. 

Operating  expenses, $3,779  97 

Income  from  sale  of  gas $5,084  50 

Balance  to  profit  and  loss 1,304  53 

$5,084  50  $5,084  50 
Profit  and  Loss  Account. 

Dk.  Cr. 

Balance  June  30,  1891, $13,602  44 

Balance  of  gas  manufacturing  account,  ....  $1,304  '>3 

Interest  paid,     .        .  • 521  00 

Other  items 273  88 

Balance  June  30, 1892 12,992  79 

$14,297  32  $14,297  32 

JAMAICA  PLAIN  GAS   LIGHT  COMPANY. 

Assets. 

Real  estate, $118.000  00 

Machinery  and  manufacturing  appliances, 99,728  72 

Street  mains, 96,191  00 

Due  for  gas 10,364  38 

Gas  coal  on  hand, 5,284  00 

Coke  on  hand, 200  00 

Tar  on  hand, 225  00 

Enrlchcrs  on  hand, 180  00 

Other  materials  on  hand, 1,102  90 

Horses,  wagons,  etc., 4W)  00 

Sundry  accounts  due  the  company 2,039  14 

Office  furniture 750  00 

Cash  on  hand, 4,804  31 

Notes  receivable, 15,000  00 

Total  assets,  as  per  books  of  the  company, $354,269  40 


1893.] 


PUBLIC  DOCUMENT  — No.  35. 


181 


LlABILITIBS. 

Capital  stock $250,000  00 

Notes  payable, 20,000  00 

Premium  account, 17,775  00 

Deposits 396  40 

Total  liabilities,  as  per  books  of  the  company,         ....    $288,171  40 
Profit  and  loss  balance, 66.098  00 

$354,269  40 
Manupacturino  Account. 

Da.  Cb. 

Operating  expenses, $56,078  96 

Income  from  sale  of  gas, $79,072  34 

Income  from  resldoals, 9,531  84 

Balance  to  profit  and  loss, 32,525  22 

$88,604  18      $88,604  18 
Profit  and  Loss  Account. 

Dr.  Cb. 

Balance  Jnne  30,  1891 $53,943  47 

Balance  of  gas  manufacturing  account,    ....  32,525  22 

Premium  on  new  stock, 17,775  00 

Rents, 30  00 

Old  bills  collected, 16  17 

Dividends  declared, $16,800  00 

Interest  paid 2,661  13 

Jobbing  account, 674  56 

Bad  debts, 281  17 

Premium  account, 17,775  00 

Balance  June  30, 1892 66.098  00 

$104,289  86    $104,289  86 


LAWRENCE  GAS  COMPANY. 


Assets. 

Real  estate  (gas), 

Machinery  and  manufacturing  appliances  (gas). 

Street  mains  (gas), 

Meters  (gas),     .       - 

Dae  for  gas, 

Water  gas  fuel, 

Oas  coal  on  hand, 

Coke  on  hand, 

Tar  on  hand, 

Enrichers  on  hand, 

Purifying  materials  on  hand,    .... 
Other  gas  materials  on  hand,   .... 

Stoves  on  band '     . 

Oas  fixtures  on  hand,       ..... 

Real  estate  (electric), 

Steam  plant  (electric),      .  '     . 

Electric  plant, 

Lines,  meters,  lamps  and  globes  (electric) , 
Due  for  electric  light  and  power. 
Fuel  on  hand  (electric  light),   . 
Carbons  on  hand,      .... 
Oil  and  waste  on  hand,     . 


,;) 


$500,990  18 


8,973  54 
1,654  70 
7,473  53 
1.409  00 
3,135  15 
1,418  69 
1,539  84 
9,559  19 
597  61 
8,864  91 
24,048  81 

185,708  64 

6,303  70 

59  24 

75  90 

118  20 
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Incandescent  lamps  on  hand, $1,954  44 

Globes  on  hand, 66  90 

Other  electric  materials  on  hand, 2,038  88 

Aqua  ammonia, 2,854  23 

Sondry  accounts  doe  the  company, 2,930  91 

Ca6h  on  hand, 16,637  09 

Interest, 226  00 

Total  assets,  as  per  books  of  the  company, $788,644  18 

Liabilities. 

Capital  stock, $d30,000  00 

Bonds  issued, 125,000  00 

Notes  payable 60,000  00 

Deposits, 26  00 

Premium  account, 10,125  00 

Total  liabilities,  as  per  books  of  the  company,         ....  $725,151  00 

Profit  and  loss  balance, 63,493  18 


f  gas, 

Operating  expenses,  |  ^,^^^  (arc department),   .       . 


$788,644  18 

Manufacturino  Aocouirr. 

Da.  Cr. 

$95,474  51 
12,717  16 

Income  from  sale  of  gas, $100,014  28 

residuals, 18,692  97 

sale  of  arc  lights  and  electric  power, .       .  20,286  75 

other  sources, 315  98 

-,       .  ,        I  gas 23,548  72 

Balance  to  profit  and  loss,  }  ^,^^^^^  ^^^^  department),  7.569  60 

$139,309  98    $139,309  98 

Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1891 $53,962  84 

Balance  of  gas  manufacturing  account,  ....  23,548  72 

Edison  department  surplus 22,776  46 

Balance  of  electric  manufacturing  account  (arc  depart- 
ment),       7,569  60 

Premium  on  new  stock 10,125  00 

Rents, 828  96 

Other  items  of  income, 20  60 

Dividends  declared, $35,000  00 

Interest  paid, 10,203  80 

Premium  account, 10,125  00 

Other  items, 10  20 

Balance  June  30,  1892 63,493  18 

$118,832  18    $118,832  18 
Mancfactuiiino  Account. 

Edison  Depart/nenC. 

Dr.  Cr. 

Operating  expenses, $35,646  76 

Income  from  sale  of  light  and  power $43,077  30 

Income  from  other  sources 1,406  11 

Balance  to  profit  and  loss, 8,836  66 

$44,483  41      $44,483  41 
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Pbofzt  and  Loss  Account. 
EdUon  DeparimmU. 

Balance  Jane  30, 1891, 

Jobbing  accoant, 

Balance  of  electric  manafkctoring  accoont,     . 

Lamp  sales, 

Rents, 

Other  items  of  income, 

Interest  paid, 

Depreciation, 

Balance  Jane  30,  1892, 


Da. 

Ca. 

$12,571  02 

1,146  01 

6,886  66 

968  01 

164  34 

66  00 

$120  88 

826  70 

22,776  46 

• 

$23,722  64      $23,722  64 


LEE  ELECTRIC  COMPANY. 


Assets. 

Real  estate  (gas) $1,600  00 

Macliinery  and  manafactaring  appliances  (gas), 2,218  88 

Street  mains  (gas), 4,121  19 

Meters  (gas), 686  86 

Dae  for  gas, 26  60 

Gas  coal  on  hand, 6  00 

Other  gas  materials  on  hand, 48 

Tools 15  76 

Gas  fixtures  on  hand, 2,122  87 

Real  estate 4,600  68 

Steam  plant, 4,027  38 

Electric  plant, 9,333  89 

Lines,  meters,  lamps  and  globes, 21,707  43 

Dae  for  electric  light  and  power, 893  73 

Fuel  on  hand, 131  60 

Oil  and  waste  on  hand, 46  00 

Incandescent  lamps  on  hand, 443  66 

Other  electric  materials  on  band, 816  18 

Electric  flxtores  on  hand, 143  64 

Horses,  wagons,  etc., 116  87 

Office  fumitaro, 15  76 

Cash  on  hand, 69  64 

Total  assets,  as  per  books  of  the  company, $62,940  56 

Profit  and  loss  balance, 2,851  52 

$55,792  08 
Liabilities. 

Capital  stock $20,000  00 

Bonds  issued 15,000  00 

Notes  payable, 2,492  51 

Unpaid  bills 216  29 

Interest  accrued, 1,200  00 

Amounts  due  from  the  company,  not  included  above,     ....  16,883  28 

Total  liabilities,  as  per  books  of  the  company,         ....  $55,792  08 
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Maitupaoturino  ACOOUITT. 

De.  Cb. 

^        ^,  TgMf $776  18 

Operating  expeiiMS,  I  ^j^^^ ^  j^g  ^^ 

Income  from  sale  of  gas,     . 
Income  fh)m  sale  of  light  and  power, 


Balance  to  profit  and  loss,    j  fwric* 


•       •       ■ 


$334  61 
4,820  12 
441  67 
157  93 

$6,754  23 
Ds. 

$5,754  23 
Ck. 

Profit  and  Lobs  Accoumt. 

Balance  Jone  30, 1891, $229  38 

Balance  of  gas  mann&ctnring  acooant,     .              .       .  441  67 

Balance  of  electric  mannfactaring  acooant,       ...  157  93 

Rents, 185  25            $196  00 

Other  items  of  income, 150  00 

Interest 1,759  08 

Bad  debts, 474  21 

Balance  Jane  30, 1892, 2,851  52 

$3,197  52        $3,197  52 


LEICESTER  ELECTRIC  COMPANY. 

Assets. 

Real  estate, $10,180  00 

Steam  plant, 12,973  05 

Electric  plant, 6,100  00 

Lines  and  transformers, 13,114  05 

Water  power, 2,800  00 

Dae  for  electric  light  and  power, 1,160  71 

Fuel  on  band, 31  75 

Oil  and  waste  on  band, 59  15 

Incandescent  lamps  on  hand 129  20 

Other  materials  on  hand, 149  97 

Tools, 125  40 

Taxes, 178  13 

Cash  on  hand, 41  30 

Insurance, 128  13 

Total  assets,  as  per  books  of  the  company $47,170  84 

Profit  and  loss  balance, 1,006  85 

$48,177  69 
Liabilities. 

Capital  stock $25,000  00 

Bonds  issued, 20,000  00 

Unpaid  bills, 2,636  02 

Interest  due  but  not  paid, 541  67 

Total  liabilities,  as  per  books  of  the  company,         .       .       .  $48,177  69 

Manufacturino  Account. 

Dr.  Cb. 

Operating  expenses, $3,896  05 

Income  from  sale  of  light  and  power,      ....  $4,59834 

Balance  to  profit  and  loss, 702  29 

$4,598  34  $4,598  34 
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Pbofit  and  Loss  Account. 

Dk.  Cb. 

Balance  June  30, 1891 $7,473  80 

Balance  of  electric  manufacturing  account,      .       .       .  $702  29 

Revaluation  of  real  estate  and  water  power,     .  7,439  88 

Interest  paid 1,875  17 

Balance  June  30, 1892, 1,006  85 

$9,148  97        $9,148  97 


LEOMINSTER  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

Assets. 

Real  estate $11,164  36 

Steam  plant, 22,587  44 

Electric  plant, 21,754  28 

Lines,  meters,  lamps  and  globes, 51,518  28 

Franchise, 10,000  00 

Dne  for  electric  light  and  power, 2,064  41 

Fnel  on  hand 43  47 

Carbons  on  hand, 18  80 

Oil  and  waste  on  hand, 18  70 

Incandescent  lamps  on  hand, 509  70 

Qlobes  on  hand, 38  21 

Other  materials  on  hand, 566  53 

Interest, '.        .       .  601  29 

Insurance, 311  86 

Horses,  wagons,  etc., 203  00 

Taxes, 259  66 

Office  furniture, 75  77 

Cash  on  hand 829  74 

Notes  receiyable, 20  00 

Total  assets,  as  per  books  of  the  company, $122,484  49 

Profit  and  loss  balance, 2,381  27 

$124,865  76 
Liabilities. 

Capital  stock, $50,000  00 

Notes  payable 63,443  06 

Unpaid  bills 21,422  70 

Total  liabilities,  as  per  books  of  the  company,        ....  $124,865  76 

Manufaoturino  Account. 

Dr.  Cb. 

Operating  expenses $11,273  36 

Income  from  sale  of  light  and  power,      ....  $12,461  18 

Income  from  other  sources, 44  08 

BaUnce  to  profit  and  loss, 1,231  90 

$12,505  26  $12,506  26 
Profit  and  Loss  Aooount. 

Db.  Cb. 

Balance  June  30, 1891, $1,078  12 

Balance  of  electric  manufacturing  account,             .       .  $1,231  90 

Interest  paid 2,464  31 

Wiring  account, 80  74 

Balance  June  30, 1892 2,381  27 

$3,613  17  $3,613T 
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LEOMINSTER  GAS  LIGHT  COMPANY. 

Assets. 


nd  manafacturing  appliances,  f $48,054  47 


Real  estate, 
Machinery  and 
Street  mains 

Meters, 

Due  for  gas,       .... 
Oas  coal  on  band. 
Oil  on  hand,      .... 
Sundry  accounts  due  the  company. 
Cash  on  hand,   .... 
Notes  receivable,. 


1,945  53 

1,041  60 

16  48 

207  15 

22  60 

1,483  95 

1,200  00 

Total  assets,  as  per  books  of  the  company $53,971  78 

LlABILZTIBS. 

Capital  stock $50,000  00 

Total  liabilities,  as  per  books  of  the  company,        ....  $50,000  00 

Profit  and  loss  balance 3,971  78 

Manvfaotvrino  AcoouifT. 


Operating  expenses, .    *  . 
Income  fh)m  sale  of  gas,  . 
other  sources, 
Balance  to  profit  and  loss. 


Profit  and  Loss  Account. 


Balance  June  30,  1891,      .        .        .        . 
Balance  of  gas  manufacturing  account,    . 

Interest  received, 

Rents, 

Other  items  of  income,     .        .        .        . 

Dividends  declared, 

Construction  charged  off,  .... 

Other  Items 

Balance  June  30,  1892,      .... 


$53,971  78 

Da. 

Cr. 

$4,702  35 

$7,503  82 

22  60 

2,824  07 

$7,526  42 

$7,526  42 

Ds. 

C'B. 

$3,533  7)9 

2,824  07 

57  87 

78  00 

34  00 

$2,000  00 

490  05 

65  70 

3,971  78 

1^6,527  53        86,527  53 


LEXINGTON  GAS   LIGHT  COMPANY. 

Assets. 


Real  estate 

Machinery  and  manufacturing  appliances. 

Street  mains, 

Meters, 

Due  for  gas 

Tar  on  hand, 

Oil  on  hand, 

Other  materials  on  hand,    .... 

Cash  on  hand, 

Notes  receivable, 


^1,514  9.5 

21,523  73 

7,490  90 

671  75 

466  86 

24  50 

28  00 

28  74 

721  41 

546  00 

Total  assets,  as  per  books  of  the  company, $33,016  84 
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Ctpllal  «tOCk, (SD.ODO  00 

Notei  pifsble XX  M 

Unpaid  bill 36i  Si 

ToUl  llkbilltlei,  M  p«r  booki  of  tbe  company (10,090  74 

Proai  and  loM  baluice, 12,426  10 

«33,0ie  84 
UutCrACTTBIHO  ACCOCHT. 

nil.  Ci. 

OperalinK  expeniei t3,568  68 

Income  bum  nle  of  gnt ^,648  06 

reildual« 7  00 

□Iber  •ourcsi 23  M 

Balance  lo  profit  and  Iom, 1,121  07 

(4,670  7S  94,679  70 

Pbofit  ahd  Lobb  Acdouht. 

Bdancc  June  30,  1891, (12,393  07 

Bilaoce  of  gai  mannbclniing  account,     ....  1,121  07 

Inlateit  received, 14  31 

Bentt 10  00 

DiTldendi  declared $1,100  00 

Inlereit  paid, 12  '2S 

Balance  Jnue  30,  1892, 12,426  10 

«13,a38  3S  (13,538  35 


LOWELL  ELECTRIC  LIGHT  CORPORATION. 


Real  Mtata (27,OSS  14 

Steam  plant 9H,11'1  01 

Electric  plant 116,209  84 

LIdcs,  meien,  lamps  and  globes, 227.018  82 

luilde  wlrinR 6,446  31 

Dae  for  electric  light  and  paver 11.911  2C 

Fuel  on  hand 2,700  00 

Carbona  on  band 760  00 

on  and  waste  on  hand 260  00 

Incandescent  lamps  on  band 108  00 

Qlobesoillmnd, 182  40 

O\herinuieri'iison  band 3,902  99 

Hones,  wagons,  etc 600  00 

SDudry  accounts  dne  tbe  company, 674  IS 

Ompefurniture IBO  00 

Cisb  on  hand, 2,270  83 

Total  aasets,  as  per  book*  ot  tbe  company (498,736  26 
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Liabilities. 

Capital  stock $284,900  00 

Bonds  issued, 1,000  00 

Notes  payable 165,453  90 

Unpaid  bills, 7.662  38 

•  ^^^^"""^^ 

Total  liabilities,  as  per  books  of  the  oompanj,         ....  $459,016  28 

Profit  and  loss  balance 39,719  98 

$498,736  26 

Manufacturino  Account. 

Dr.  Cr. 

Operating  expenses, $63,385  93 

Income  from  sale  of  light  and  power,      ....  $103,416  22 

Balance  to  profit  and  loss, 40,030  29 

$103,416  22  $103,416  22 

Profit  and  Loss  AccorNT. 

Dr.  Cr. 

Balance  June  30,  1891 $23,758  97 

Jobbing  account, 58  74 

Balance  of  electric  manufacturing  account,     .       .       .  40,030  29 

Interest  received, 216  14 

Insurance, 606  40 

Rent  of  lines, 170  07 

Materials  omitted  flrom  assets  June  30, 1891,  .       .  2,819  25 

Other  items  of  income, 2  00 

Dividends  declared, $19,470  50 

Interest  paid, 7,382  14 

Depreciation, 931  34 

Omitted  from  liabilities  June  30, 1891,     ....  157  90 

Balance  June  30,  1892, 39,719  98 

$67,661  86  $67,661  86 


LOWELL  GAS  LIGHT  COMPANY. 


ASBBTS. 


Real  estate, 

Machinery  and  manufacturing  appliances, 

Street  mains, 

Meters, 

Due  for  gas, 

Gas  coal  on  hand, 

Coke  on  hand 

Tar  on  hand 

Enrichers  on  hand, 

Purifying  materials  on  hand,    . 

Stoves  on  hand, 

Cash  on  hand, 

Investments, 


$426,000  00 

2,306  34 

6,229  86 

1,040  00 

2,000  00 

127  46 

100  00 

13,250  00 

25,623  32 

75,000  00 

ToUl  assets,  as  per  books  of  the  company, $550,676  98 
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LlABILITIIS. 

CipiOl  itoclc 9300,000  00 

ToUllUbllittei.u  per  book)  of  the  company,         ....  SiXn.OOO  00 

Frofll  and  Ion  bataoce M.STB  98 

Va»o,e7fi  96 

Mandfaotckino  a 


Operallng  ezpenMs 9237,773  09 

Income  from  tale  ofgat, 9263,843  26 

mlduals, 63,1H  9S 

Balance  lo  proflt  and  lots 91,220  10 

9328,998  19    9328,998  19 
PHoriT  AHD  Loaa  Accoumt. 

Da.  Ca. 

Balance  Jane  30,  tS91, |27,802  DO 

Balance  of  gaa  mannCactarfng  account 91,220  10 

RenU e,224  92 

DlTldenda  declared 960,000  00 

litereMpald,  1,723  77 

Coaaimrtlnn  cbarged  off, II.MO  67 

Depredation, 371  10 

Balance  Jnne  30, 1892 00,676  W 

9124,262  B2    9124,2B2  02 


LY.VN   OAS  AND   ELECTRIC   COMPANY. 

Real  estate  (Rai) 8180,297  60 

Machinery  and  mannfartnring  appllancea  (gai),  i 

Stitel  mains  (gu) >        ....  120,000  00 

Meter*  ((r»i) J 

Dne  for  1^ 13,938  30 

Gas  coal  on  band 4,440  49 

Tar  on  hand 2*0  00 

Partfylng  material!  on  band IfiO  00 

SiOTes  on  band 961  41 

Il«l  esutle  (elccttto), 23,034  79 

Sie.imiil«nM>lectric) 3a,97E  71 

Electric  plant 46,487  24 

Unci,  meten,  lamps  and  itlobea  (electric] 82,980  67 

Paient  ri(ihM 1B,000  00 

Dueforeteclricllghl  end  power, II, 44^  74 

Cartxinsonhand. 13B  10 

Incand4.'9<«nt1anjp»on  hand, 2tS  DO 

OloheiOTl  hnnd, *4  00 

SanilrraccoDnt;  due  (he  company, 1,868  80 

t»,.li(iuhBnJ 1,«»1  40 

Wharf  at  works 0.651  90 

Total  BtNta,  ai  per  booka  of  the  company 9B49,271  BO 
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LiABiuns*. 
CspiUl  ftock« f375j000  00 

5c4ct  pajatile, 80,900  00 

Uopttid  Mlli, 9,137  29 

VtpmlU, 127  16 

DcpfecUttioo  food, 10,000  00 

AmooDtt  doe  from  tbe  coidimldj,  no<  indoded  abore,    ....  1.708  86 

Tout  UaMlities,  m  per  boolu  of  tbe  compaoj ^476,473  31 

Profit  and  Iom  baliuice 72,798  49 

$549,271  80 

MAXTFACTTKUrO  ACOOUXT. 

Urn.  CE. 

iDCome  from  Mle  of  gw, $110,757  81 

retidoftls 12,220  48 

•Ale  of  electric  Ugbt  and  power, .       •       .  107.813  32 

Balance  to  profit  and  loas,    \  ^*  .'  '!'?^  ?? 

'^  (  electric,     ....        49,103  74 

$230,791  61      $230,791  61 
Profit  axd  Loss  Accorxr. 

Dk.  Cr. 

Balance  Jane  30, 1891, $57,603  71 

Balance  of  gas  man  a  facturing  acconnt,    ....  31,36696 

Balance  of  electric  manufacturing  acconnt,     ...  49,103  74 

Interest  received, 2,0G0  80 

Rents, 1,425  03 

Other  items  of  income, 30  00 

Dividends  deckred, $30,000  00 

Interest  paid, 5,002  97 

Gas  construction  charged  off, 13,677  45 

Depreciation  (electric  department), 10,000  00 

Depreciation  fund, 10,000  00 

Other  itemH, 113  33 

Balance  June  30,  1892 72,798  49 

$141,592  24      $141,592  24 


MALDEN  ELECTRIC  COMPANY. 

Assets. 

Real  estate $20,000  00 

Steam  plant,      .        .        .        .    j 

Electric  plant, 240,280  46 

Lines,  meters,  lamps  and  globes,  ) 

Patent  rights, ^5,000  00 

Due  for  electric  light  and  power, 8,728  66 

Fuel  on  hand, 193  75 

Carbons  on  hand, LV2  70 

Oil  and  waste  on  hand, 37  20 

Incandescent  lamps  on  hand, 180  00 

(flolHJS  on  hand, 34  07 

Other  niatorinls  on  hand, 1,285  94 

Horses,  wagons,  etc  , 1,200  00 

Sundry  accounts  due  the  company, 3,152  04 

Onice  furniture, 250  00 

Cash  on  hand, 9,686  54 

Total  asset?*,  as  per  l)ook8  of  the  company, $340,181  36 
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LlABILITIBS. 

Capital  stock, $150,000  00 

Bonds  issaed, 100,000  00 

Notes  payable, 69,403  87 

Unpaid  bills 3,645  00 

Total  liabilities,  as  per  books  of  the  company,        ....    $313,048  37 
Profit  and  loss  balance, 27,132  99 

$340,181  36 
Manufacturing  Account. 

Ds.  Cb. 

Operating  expenses, $36,573  46 

Income  from  sale  of  light  and  power,      ....  $6(i,760  69 

Balance  to  profit  and  loss, 26,177  14 

$60,760  59      $60,750  69 

Profit  and  Loss  Account. 

Dr.  ci. 

Balance  Jone  30, 1891, $19,426  86 

Balance  of  electric  manafactaring  account,    ...  26,177  14 

Other  items  of  income, 276  00 

Diyidends  declared, $11,746  00 

Interest  paid, 6,000  00 

Balance  Jone  30, 1892 27,132  99 

$44,878  99      $44,878  99 


MALDEN   AND  MELROSE  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $46,052  16 

Machinery  and  manufacturing  appliances, 85,638  36 

Street  mains, 148,766  37 

Meters, 14,000  00 

Due  for  gas, 14,003  93 

Oas  coal  on  hand, 6,063  46 

Tar  on  hand, 30  00 

Parifying  materials  on  hand, 75  31 

Stoves  on  band, 58  40 

Gas  fixtures  on  hand, 1,963  03 

Sundry  accounts  due  the  company, 4.156  36 

Cash  on  hand, 962  66 

Total  assets,  as  per  books  of  the  company, $321,769  03 


Liabilities. 

Capital  stock, $220,000  00 

Not^  payable, 16,000  00 

Unpaid  biUs, 2,891  25 

Unpaid  dividends 1,047  60 

Contingent  fund 12,625  00 

Total  liabilities,  as  per  books  of  the  company,         ....  $252,563  75 

Profit  and  loss  balance 69,205  28 

$321,769  03 
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Maxufacturiko  Acoovirr. 

Db.  Cb. 

Operating  expenses, $42,009  90 

Income  from  sale  of  gas, $64,338  85 

residuals, 7,270  15 

other  sources, 13  50 

Balance  to  profit  and  loss 29,552  00 

$71,622  60      $71,622  50 

Pbopit  and  Loss  Acoovkt. 

Db.  Cx. 

Balance  Jane  30, 1891 $61,791  11 

Balance  of  gas  manofactoring  account,  ....  29,552  60 

Bad  debU  collected, 79  12 

I>iTidends  declared, $17,600  00 

Interest  paid, 1,038  12 

Bad  debts 1,944  27 

Depreciation, 1,092  59 

Jobbing  account, 542  57 

Balance  June  30, 1892, 69,205  28 


$91,422  83      $91,422  83 


MANUFACTURERS'  GAS  LIGHT  COMPANY    (FALL  RIVER). 

ASSBTB. 

Real  estate, 


Machinery  and  manafacturing  appliances,  I  aio  on    qq 

Street  mains I ^^^»^^  ^ 

Meters, J 

Dae  for  gas, 640  00 

Gas  coal  on  hand, 2,550  00 

Coke  on  hand,     ....               70  00 

Enrichcrs  on  hand, 700  00 

Cash  on  hand, 2,290  22 


Total  assets,  as  per  books  of  the  company, $56,055  21 

Liabilities. 
Capital  stock $50,000  00 


Total  liabilities,  as  per  books  of  the  company, $50,000  00 

Profit  and  loss  balance, 6,055  21     * 


$56,055  21 
Manufacturing  Account. 

Dr.  Cr. 

Opcratinf^  expenses, $15,342  22 

Income  from  sale  of  gas, $19,108  95 

residuals 2,824  16 

Balance  to  profit  and  loss, 6,590  89 


$29,933  11      $29,933  11 
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Profit  and  Loes  Aooovnt. 

Db.  Cb. 

Balance  Jane  30, 1891 ^,429  87 

Balance  of  gas  maDufacturing  account,  ....  6,690  89 

Rents 34  96 

Diridends  declared, $6,000  00 

Balance  Jane  30,  1892 6,066  21 


$11,066  21      $11,066  21 


MARBLEHEAD  OAS  AND  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Real  estate, $3,746  54 

Machinery  and  manafactaring  appliances, 13,491  66 

Street  mains, 21,000  00 

Meters 1,668  76 

Doe  for  gas, 968  40 

Oas  coal  on  hand, 897  19 

Coke  on  hand, 460  00 

Tar  on  hand, 360  00 

Sto\es  on  band, 100  00 

Gas  fixtures  on  hand, 27  90 

Office  furniture, 60  00 

Cash  on  hand, 261  74 

Inrestments, 100  00 

Total  assets,  as  per  books  of  the  company, $43,111  18 

Profit  and  loss  balance, 6,219  00 

$49,330  18 

LLA.BILITIB8. 

CapiUl  stock, $40,000  00 

Notes  payable 8,000  00 

Unpaid  bills 1,330  18 

Total  liabilities,  as  per  books  of  the  company $49,830  18 


Manufacturing  Account. 

Dr.  Cr. 

Operating  expenses, $7,670  87 

Income  from  sale  of  gas, $8,446  26 

residuals, 946  68 

other  sources, 392  88 

Balance  to  profit  and  loss 2,214  89 

$9,785  76       $9,786  76 

Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30, 1891, $8,061  79 

Balance  of  gas  manufacturing  account,    ....  $2,214  89 

Rents, 170  60 

Interest  paid 392  60 

Depreciation, 150  00 

Balance  Jane  30,  1892,       ,..,,.,  6,219  00 

$8,604  89        $8,604  89 
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MAKLBOROUGH  ELECTRIC  COMPANY. 

Real  estate, $fi,082  13 

Steam  plant. 10,062  40 

Electric  plant 28,869  74 

Lines,  meters,  lamps  and  globes, 23,720  07 

Dne  for  electric  light  and  power, 1,487  79 

Fuel  on  hand, 71  40 

Carl)on8  on  hand, 100  70 

Oil  and  waste  on  hand, 42  7ft 

Incandescent  lamps  on  hand, 159  05 

Globes  on  hand, 16  20 

Sundry  accounts  dae  the  company, 14  66 

Cash  on  band, 257  90 

Total  assets,  as  per  books  of  the  company, $69,884  78 

Liabilities. 

Capital  stock, $30,000  00 

Bonds  issued, 30,000  00 

Unpaid  bills 275  37 

Total  liabilities,  as  per  books  of  the  company, $60,27.5  37 

Profit  and  loss  balance, 9,609  41 

$69,884  78 
Manufaotxtbino  Account. 

Dr.  ci. 

Operating  expenses $11,111  49 

Income  from  sale  of  light  and  power,      ....  $16,049  34 

Balance  to  profit  and  loss, 4,937  85 

$16,049  34  $16,049  34 
Profit  and  Loss  Account. 

De.  Cr. 

Balance  June  30,  1891, $6,391  63 

Balance  of  electric  manufacturing  account,     .        .        .  4,937  85 

Interest  paid, $1,720  07 

Balance  June  30,  1892, 9.609  41 

$11,329  48  $11,329  48 


MARLBOROUGH   GAS  COMPANY. 

Assets. 

Real  estate, $5,590  00 

Machinery  and  manufacturing  appliances, 53,507  51 

Street  mains, 9,857  40 

Meters, 1,264  11 

Due  for  gas 1,027  80 

Gas  coal  on  hand, 1,673  06 

Charcoal  on  hand, 122  08 

Tar  on  hand. 252  00 

Purifying  materials  on  hand, 30  96 

Other  materials  on  hand, 202  27 

Stoves  on  hand, 1,749  16 

Sundry  accounts  due  the  company, 1,121  19 

Cash  on  hand 146  70 

Total  assets,  as  per  books  of  the  company, $76,544  24 
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LiABtLtnaa. 

Capital  tlDCk 960,000  00 

TJnpaU  UU 909  TS 

Total  llabilltiet,  u  per  booki  of  the  company, .....  $&0,90a  7S 

Front  and  Iom  baluiM Sfi,634  18 

t76fit4  24 
MANUMCTUBINa  Aocobht. 

OperaHog  exp«n*M (8,296  7S 

Income  rtom  lalB  ot  gat, t7,S9S  70 

rMtdDal 1«D  00 

otber  M>nrcei,      ......  29  60 

Balance  to  profit  and  lo««,       ......  220  48 

(8,290  78  tS,29fi  7S 

PaoriT   kHD   Lous   AOOODHT. 

Or.  Ci. 

Balance  Jane  30, 1B91, (26,854  98 

Balanoe  of  gag  mannhclnrlng  account,  ....  (220  48 

Balance  Jnne  30,  1892 15,<M  48 

126,864  9«  (26,864  BS 


HIDDLEBOEOUOH  GAS  AND  ELBCTSIC  COHPANT. 

R«al  Mtale  (gaa) (11,000  00 

Uacbtncrj'  and  manutectating  appltancei  (gai), 14,717  37 

Street  maim  (gai) 8,067  94 

Mtun  (gai) 3,267  94 

Dne  for  gat 482  74 

Ou  coal  on  band 46  00 

OU  on  baud 19  00 

Olber  gai  nulerlati  on  hand, 12  60 

Siovei  on  band, 38  46 

Henl  catBte  {eleclriO 17JS10  71 

8i«am  plant  (electric), 16,676  93 

Vater  power, 42,062  36 

Electric  plmir 28,960  68 

Line*,  metere,  lampi  and  trantfonnera  (electric) 29,296  68 

Franchise, 4,630  63 

Dne  for  electric  light  and  power 440  92 

Fuel  on  band  (electric  light) 13  63 

tlsrlionB  On  linncl,                78  00 

OiUntt  wftsleonlmtnJ 61  00 

IncADtLesi'enl  lamps  on  band 26  60 

Globes  nti  hand 11  04 

Other  electric  material!  on  hand 268  90 

Toole, 301  86 

IfflMfuniliare 16  76 

Cji.1i  on  hBcd 602  42 

Pnezplred  insorance 134  46 

Total  aiseti,  a«  per  booki  of  the  companr (176.612  32 

Proflt  and  Iom  tmlance, 16,198  39 

(190,708  71 
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Liabilities. 

Capital  stock, $80,000  00 

Bonds  issaed 80,000  00 

Unpaid  bills 24,308  71 

Interest  doe  bat  not  paid, 6,400  00 

* 

Total  liabilities,  as  per  books  of  the  company,        ....  $190,708  71 

Manufacturino  Account. 

Da.  Cb. 

Operating  expenses,  \^^ •*»^^*  ^^ 

(  electric 3,008  83 

Income  from  sale  of  gas, $3,657  27 

sale  of  electric  light  and  power, .       .       .  2,729  29 

Balanceto  profit  and  loss,  l^"» 861  34 

( electric,       ....  279  54 

$7,627  44  $7,527  44 
Pbofit  and  Loss  Account. 

Dr.  cr. 

Balance  June  30, 1891, $9,947  32 

Balance  of  gas  mannfactaring  account,  ....  861  34 

Balance  of  electric  mannfacturing  account,    .  .  279  54 

Rents, $91  00 

Other  items  of  income, 610  98 

Infetest  paid, 4,800  00 

Wiring  account, 10  17 

Balance  June  30, 1892, 15,196  39 

$16,898  87  $16,898  37 

MILFORD  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

Assets. 

Real  estate $5,061  09 

Steam  plant, 10,174  00 

Electric  plant, 12,035  44 

Lines,  meters,  lamps  and  globes, 27,942  51 

Due  for  electric  light  and  power, 1,265  45 

Fuel  on  band, 29  TK) 

Oil  and  waste  on  band, 59  20 

Carbons  on  hand, 25  70 

Incandescent  lamps  on  hand, 212  73 

Globes  on  hand, 25  65 

Other  materials  on  hand, 583  20 

Tools, 228  20 

Sundry  accounts  due  the  company, 354  gg 

Office  furniture, 46  25 

Cash  on  hand, 712  35 

Total  assets,  as  per  books  of  the  company $58,786  25 

L1AHILITIE8. 

Capital  stock, $40,000  00 

Notes  payable, 14,500  00 

Unpaid  bills, 2,215  42 

Total  liabilities,  as  per  books  of  the  company,        ....  56,715  42 

Profit  and  loss  balance, 2,070  P3 

$58,786  25 
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MANX7F1.CTUBIN0  ACCOUlfT. 

Db.  Cb. 

Operating  expenses, $11,844  67 

Income  from  sale  of  light  and  power,      ....  $14,313  54 

Balance  to  profit  and  loss 2,468  87 

$14,313  54      $14,313  54 

Profit  and  Loss  Account. 

Db.  Cb. 

Balance  Jane  30, 1891, $984  16 

Balance  of  electric  mannfactaring  account,     .       .       .  2,468  87 

Interest  paid $1,038  15 

Other  items, 344  05 

Balance  Jane  30, 1892 2,070  83 

$3,453  03       $3,453  03 


MILFORD  OAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $3,450  00 

Machinery  and  manafkctaring  appliances, 64,366  60 

Street  mains, 31,697  56 

Meters, 2,500  00 

Dae  for  gas, 1,484  49 

Gas  coal  on  band, 2,829  24 

Coke  on  band, 487  60 

Tar  on  hand,     • 1,050  00 

Parifying  materials  on  hand, 45  00 

Other  materials  on  hand, 451  86 

Stoves  on  hand, 230  80 

Oas  fixtures  on  hand, 1,G29  96 

Office  famiture, 50  00 

Cash  on  hand 3,832  05 

Total  assets,  as  per  books  of  the  company, $114,055  06 

Liabilities. 

Capital  stock $72,300  00 

Unpaid  dividends, 3,615  00 

Depreciation  fund, 35,800  00 

Total  liabilities,  as  per  books  of  the  company,         ....  $111,71500 

Profit  and  loss  balance, 2,340  06 

$114,055  06 
Manufactubino  Account. 

Db.  Cr. 

Operating  expenses, $11,613  43 

Income  from  sale  of  gas, $17.315  04 

residnals 2,264  34 

other  sources 89  99 

Balance  to  profit  and  loss, 8,055  94 

$19,669  37  $19,669  37 
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Profit  and  Lom  Acooorr. 


Balance  June  30, 1891,      .... 
Balance  of  gas  mannfactiuring  account,  . 

Dividends  declared, 

Balance  Jane  30, 1892,      .... 


«^*a 

tl,514  12 

8,055  94 

$7,230  00 

2,340  06 

$9,670  06        $9,070  06 


MILLBUBT  ELECTRIC  COMPANY. 


Assets. 


Real  estate, $4,511  99 

Steam  plant, 6,308  45 

Electric  plant, 5,120  00 

Lines,  meters,  lamps  and  globes, 15,885  Si 

Due  for  electric  light  and  power 746  08 

Fuel  on  hand, 165  60 

Carbons  on  hand, 22  03 

Oil  and  waste  on  hand, 26  76 

Incandescent  iamps  on  hand, 174  30 

Globes  on  hand, 100  00 

Other  materials  on  hand, 667  77 

Cash  on  hand, 24  53 

Total  assets,  as  per  books  of  the  company, $33,753  35 


Liabilities. 

Capital  stock $15,000  00 

Notes  payable, 16,830  49 

Unpaid  bills 1,109  93 

Total  liabilities,  as  per  books  of  the  company,         ....      $32,946  42 
Profit  and  loss  balance, 80G  93 

$33,753  35 

Manufacturing  Account. 

D«.  Cb. 

Operating  expenses, $3,377  06 

Income  from  sale  of  light  and  power,      ....  $3,936  00 

other  sources, 44  45 

Balance  to  profit  and  loss, 603  39 

$3,980  45        $3,980  45 

Profit  and  Loss  Account. 

Dr.  ch. 

Balance  June  30, 1891, $206  32 

Balance  of  electric  manufacturing  account,      .        .        .  603  39 

Income  omitted  fW>m  former  accounts,    ....  833  55 

Dividends  declared, $225  00 

Interest  paid, 611  33 

Balance  June  30,  1892, 806  93 

$1,643  26        81,643  26 
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MILTON  LIGHT  AND  POWER  COMPANY. 

Assets. 

Real  estate, $10,811  70 

Steam  plant, 10,272  00 

Electric  plant 10,749  00 

Lines,  meters,  lamps  and  globes, 22,789  08 

Dne  for  electric  light  and  power, 685  89 

Fuel  on  hand, 13  00 

Oil  and  waste  on  hand, 60  00 

Incandescent  lamps  on  hand, 102  00 

Other  electric  materials  on  hand, 726  00 

Electric  fixtures  on  hand, 27  00 

Office  fumitnre 76  00 

Total  assets,  as  per  books  of  the  company, $06,200  17 

Profit  and  loss  balance, 4,461  99 

$60,662  16 
Liabilities. 

Capital  stock $30,000  00 

Bonds  issued, ^  30,000  00 

Unpaid  bills 662  16 

Total  liabilities,  as  per  books  of  the  company,         ....  $60,662  16 


NANTUCKET  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Real  estate, 82,025  38 

Steam  plant, 11,148  87 

Electric  plant, 19,874  04 

Lines,  meters,  lamps  and  globes, 22,140  72 

Patent  righto, 1,413  91 

Dae  for  electric  light  and  power, 179  32 

Fuel  on  hand, 372  21 

Carbons  on  hand, 57  68 

Oil  and  waste  on  hand, 16  83 

Incandescent  lamps  on  hand, 80  60 

Globes  on  hand, 26  40 

Other  materials  on  hand, 123  21 

Unexpired  insurance, 17  00 

Offloe  furniture, 114  31 

Cash  on  hand, 140  02 

Total  asseto,  as  per  books  of  the  company, $57,740  90 

Profit  and  loss  balance, 699  06 

$58,439  96 
Liabilities. 

Capital  stock $25,000  00 

Bonds  issued, 20,000  00 

Notes  payable, 10,419  90 

Amonnto  due  from  the  company,  not  included  above,    ....  3,020  06 

Total  Unhilittes,  as  per  books  of  the  company, $08,439  96 
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MjMvrjLQTVBivo  Account. 

Dr.  cb. 

Operating  expenses,' $4,148  93 

Income  fh>m  sale  of  light  and  power,      ....  $5,406  12 

Balance  to  profit  and  loss, 1,257  19 

$5,406  12        $0,406  12 
Pbofit  and  Loss  Account. 

Dl.  Cs. 

Balance  Jane  80, 1891, $394  37 

Balance  of  electric  manufactaring  account,    .        .       .  $1,257  19 

Wiring  account, 53  35 

Interest  paid, 1,615  23 

Balance  June  30, 1892, 699  06 

$2,009  60        $2,009  60 


NANTUCKET  GAS  LIGHT  COMPANY. 

Absbts. 

Real  estate $3,000  00 

Machinery  and  manufacturing  appliances, 20,000  00 

Street  mains, 9,540  53 

Meters ' 4,000  00 

Due  for  gas, 346  00 

Gas  coal  on  hand, 703  50 

Coke  on  hand, 60  00 

Tar  on  hand, 12  00 

Purifying  materials  on  hand, 6  00 

Stoves  on  hand, 160  00 

Cash  on  hand, 144  59 

Investments, 368  00 

Total  aesets,  as  per  books  of  the  company, $38,340  62 

Profit  and  loss  balance, 659  38 

$39,000  00 
Liabilities. 

Capital  stock, $36,000  00 

Notes  payable 3,000  00 

Total  liabilities,  as  per  books  of  the  company,         ....  $39,000  00 


Manufacturing  Account. 

Db.  Cn. 

Operating  expenses, $4,663  85 

Income  from  sale  of  gas, $4,628  56 

residuals, 124  50 

other  sources, 32  40 

Balance  to  profit  and  loss, 121  61 

$4,785  46        $4,785  46 
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Profit  and  Loss  Account. 


Balance  Jane  30, 1891,      .       .       .        . 
Balance  of  gas  manaflictaring  account,  . 

Interest  receiyed, 

Interest  paid 

Constraction  charged  oflT,  . 

Other  items, 

Balance  June  30,  1892,      .... 


Da. 

Cr. 

$4,791  48 

121  61 

62  91 

$76  83 

5,031  25 

28  30 

659  38 

$5,635  38        $5,635  38 


1,725  31 


NATICK  ELECTRIC  COMPANY. 

Assets. 

Real  estate, $25,662  80 

Steam  plant, ...        30,477  81 

Electric  plant, 31,670  83 

Lines,  meters,  lamps  and  globes, 83,833  33 

Wiring, 12,103  40 

Due  for  electric  light  and  power, 2,076  02 

Fuel  on  band,    .       ,       ,       ] 

Carbons  on  hand, 

Oil  and  waste  on  hand,    . 

Incandescent  lamps  on  hand. 

Globes  on  hand. 

Other  materials  on  hand, . 

Motors  on  band. 

Electric  fixtures  on  hand. 

Sundry  accounts  due  the  company, 15  00 

Cash  on  hand, 423  76 

Total  assets,  as  per  books  of  the  company, $187,787  26 

Profit  and  loss  balance, 9,414  01 

$197,201  27 
Liabilities. 

Capital  stock, $40,000  00 

Bonds  issned, 35,000  00 

Notes  payable, 11,983  87 

Unpaid  bills, 110,217  90 

Total  liabilities,  as  per  books  of  the  company, $197,201  27 

Manufacturing  Account. 


Operating  expenses,  .... 
Income  from  sale  of  light  and  power. 
Balance  to  profit  and  loss. 


Profit  and  Loss  Account. 


Balance  June  30, 1891 

Balance  of  electric  mannfactnring  account. 
Unpaid  bills  omitted  Arom  liabilities  June  30, 1891, 

Interest  paid, 

Balance  Jane  30,  1892, 


Dr. 

Cr. 

$12,176  61 

$13,672  80 

1,496  19 

$13,672  80 

$13,672  80 

I)B. 

Cr. 

$5,170  33 

$1,496  19 

197  00 

5,542  87 

9,414  01 

$10,910  20      $10,910  20 
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NATICK  GAS  LIGHT  COMPANY. 

Ametb. 

Real  estate $16,670  38 

Machinery  and  manafactaring  appliances, 6,300  00 

Street  mains, 14,340  11 

Meters 1,980  12 

Dneforgas, 1,360  24 

Gas  coal  on  band, 1,953  09 

Coke  on  band, 98  00 

Tar  on  band, 257  dO 

Purifying  materials  on  band, 20  00 

Stoves  on  hand, 1,107  45 

Gas  fixtures  on  hand, 486  23 

Sundry  accounts  due  the  company, 926  74 

Office  furniture, 195  64 

Cash  on  band, 16  58 

Totalassets,  as  per  books  of  the  company, $15,712  08 

LlABILITIBB. 

Capital  stock $20,000  00 

Notes  payable, 9,525  00 

Unpaid  bills, 2,862  20 

Total  liabilities,  as  per  books  of  the  company $32,387  20 

Profit  and  loss  balance, 13,324  88 

$45,712  08 
Mancfacturino  Account. 

Db.  Cu. 

Operating  expenses, $5,864  91 

Income  from  sale  of  gas, $5,657  96 

residuals, 503  66 

other  sources,      ..'....  53  03 

Balance  to  profit  and  loss, 349  74 

$6,214  65  $6,214  65 
Profit  and  Loss  Account. 

Dr.  ('b. 

Balance  June  30,  1891 $13.546  27 

Balance  of  gas  manufacturing  account,   ....  349  74 

Interest  paid $471  13 

Liabilities  omitted  from  balance  sheet  June  30,  1891,      .  100  00 

Balance  June  30,  1892 13,324  88 

$13,896  01  $13,896  01 


NEW  BEDFORD  GAS  AND  EDISON  LIGHT  COMPANY. 

Assets. 

Real  estate  (gas), $164,196  73 

Machinery  and  manufacturing  appliances, 2.5,083  86 

Street  mains  and  services, 137,871  82 

Meters  (gas), 16,015  63 

Due  for  gas, 3,865  92 

Gas  coal  on  hand, 3,030  65 
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Coke  on  hand, S2i  00 

Tar  on  band 583  00 

Coffin  Street  extension, 868  14 

Farifying  materials  on  band, 431  00 

Shop  account, 2,412  93 

Other  gas  materlais  on  hand, 4,586  07 

Stoves  on  hand, 7,680  01 

Gas  and  electric  fixtures  on  band, 3,726  44 

Real  estate  (electric), 57,763  85 

Steam  plant  (electric), 67.635  03 

Electric  plant, ) 223  474  78 

Lines,  meters,  lamps  and  globes  (electric),  J ' 

Patent  rights 

Dae  for  electric  light  and  power, 

Fnel  on  hand  (electric  light) 

Carbons  on  band, 

Oil  and  waste  on  band,' 

Incandescent  lamps  on  hand, 

Globes  on  hand, 

Other  electric  materials  on  band, 

Motors  on  hand, 

Books  and  stationeiy, 

Horses,  wagons,  etc 

Sondry  accoants  due  the  company, 

Oflioe  furniture, 

Cash  on  hand, 

Notes  receiyable, 

Tools  and  supplies, 


17.000  00 

7,010  76 

802  48 

704  44 

107  29 

859  93 

89  77 

12,913  64 

9,189  46 

156  55 

746  40 

12,251  98 

1,546  26 

381  93 

434  90 

6,613  27 

Total  assets,  as  per  books  of  the  company, $790,057  91 


Liabilities. 

Capital  stock, $550,000  00 

Notes  payable, 171,800  00 

Unpaid  bills, 7,989  00 

Deposits 360  00 

Interest  due  but  not  paid, 1,478  70 

Insurance  reserve, 2,258  01 

Depreciation  fhnd, 29,927  98 

Total  liabilities,  as  per  books  of  the  company,         ....  $763,813  64 

Profit  and  loss  balance 26,244  27 

$790,057  91 
Manufacturing  Account. 

OperaUng  expenses,  j8f«» ^^*l?  II 

*^       *      *^  1  electric, 64,886  66 

Income  from  sale  of  gas, $70,161  39 

residuals, 6,872  11 

sale  of  electric  light  and  power,         .       .  90,890  52 

other  sources,  1«"' 766  35 

•      ( electric,      ....  1,889  65 

Balance  to  profit  and  loss,  I  »"• o^'!^  ^ 

*^  I  electric, 27,892  51 

$170,580  02  $170,580  02 
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Profit  asid  Lom  Acooott. 

Db.  Cr. 

BaUnce  Jane  30, 1891, $13,487  45 

Balance  of  gaimanafkctiiriiigacooaiit,    ....  32,92094 

Balance  of  electric  manofiictaring  account,  27,892  51 

£ lecdic  jobbing  acooant, 387  30 

Rents, 302  01 

Merchandiie  account, 4d9  81 

Sales  of  lamps  and  fixtures, 1,258  93 

DiTidends  declared, $33,000  00 

Interest  paid, 9,711  14 

Wiring  account 495  80 

I>epreciation  fund, 6,632  49 

Depreciation, 66  88 

Shop  account, 557  37 

BaUnce  June  30,  1892, 26,244  27 


$76,708  95      $76,708  95 


NEWBURYPORT  GAS  AND  ELECTRIC  COMPANY. 

ASSBTS. 

Real  estate  (gas), $1,132  43 

Machinery  and  manufacturing  appliances  (gas), 75,000  00 

Street  mains  (gas), 5,205  34 

Meters  (gas), 1,850  <>8 

Due  for  gas 2,485  34 

Oas  coal  on  liand, 3,361  25 

Coke  on  hand 100  00 

Tar  on  hand, 230  00 

Enricbcrs  on  band,   •       •       • )  9««q  qq 
Purifying  materials  on  hand,  .1 

Other  gas  materials  on  hand, 252  60 

Gas  fixtures  on  hand, US  81 

Real  estate  (electric),        .  \ 

Steam  plant  (electric),      .  [ 61,148  45 

Electric  plant,   .        .        .  i 

Lines,  meters,  lamps  and  globes  (electric), 13,739  42 

Duo  for  electric  light  ami  power, 1,501  18 

Fuel  on  hand  (electric  light), 10150 

Carl)ons  on  band, 75  00 

Oil  and  waste  on  band IS  15 

Incandescent  lamps  on  hand, 95  00 

Glol)e8  on  band 72  80 

Motors  on  band, 825  25 

Electric  fixtures  on  band 294  50 

Wagons,  tools,  etc., 482  00 

Sundry  accounts  due  tbc  company, 1,503  00 

Office  furniture, 46  22 

Cash  on  hand, 1,189  63 

New  construction, 3,672  87 

Total  assets,  as  per  books  of  the  company, $174,616  82 
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Liabilities. 

CaptUl  stock $140,000  00 

Notes  payable, 14,000  00 

Unpaid  bills, 2,362  17 

Unpaid  dividends 670  00 

Total  liabilities,  as  per  books  of  the  company,         ....    |156,932  67 
Profit  and  loss  balance, 17.684  10 

$174,616  82 

Manufacturino  Account. 

Dr.  cb. 

^       ,,  fgas, $11,787  93 

Operating  expenses,  |  ^i^^^^c 12,153  48 

Income  from  sale  of  gas, $16,678  11 

residuals, 1,671  88 

sale  of  electric  light  and  power,  18,826  79 

Balance  to  profit  and  loss,  \^^' ^'^^^  ^ 

(  electric 6,673  31 

$37,076  28      $37,076  28 

Profit  and  Lobs  Accol^t. 

Dr.  Cb. 

Balance  Jane  30, 1891, $14,670  01 

Balance  of  gas  roanafactnring  account,    ....  6,46156 

Balance  of  electric  mannfacturing  account,    .       .       .  6,673  81 

Old  bills  collected, 52  40 

Rents, 200  00 

Other  items  of  income, 125  00 

Dividends  declared, $8,400  00 

Interest  paid, 766  68 

Real  estate  repairs, 40  45 

Old  electric  bills, 92.5  03 

Old  gas  bills 365  97 

Balance  June  30,  1892, 17,684  15 

$28,182  28      $28,182  28 


NEWTON  AND  WATERTOWN  GAS  LIGHT  COMPANY. 


Assets. 

Real  estate  (gas), $73,000  00 

Machinery  and  manufacturing  appliances  (gas) 98,356  54 

Street  mains  (gas), 175,257  60 

Meters  (gas), 18,295  84 

Doe  for  gas, 20,982  55 

Gas  coal  on  hand, 2,973  20 

Coke  on  hand, 30  00 

Tar  on  hand, 1,250  00 

Other  gas  materials  on  hand, 922  00 

Stoves  on  hand, 427  97 

Gas  fixtures  on  hand, 1,190  00 

Real  efctate  (electric) 20,345  22 

»ieam  plant  (electric) 27,H60  36 

Electric  plant, 27,612  51 

Lines,  meters,  lamps  and  globes  (electric), 78,515  78 
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Dae  for  electric  light  and  power, $4,890  62 

Fael  on  hand  (electric  light), -         189  00 

Carbons  on  hand, 130  00 

Oil  and  wafte  on  hand 23  02 

Incandescent  lamps  on  hand, 233  60 

Olobes  on  hand, 3  20 

Other  electric  materiab  on  hand, 1,826  18 

Horses,  wagons,  etc, 571  00 

Sundry  accounts  due  the  company, .       .      ' 5,618  07 

Office  famiture, 447  6*5 

Cash  on  hand, 11,489  36 

Notes  receivable, 2,261  28 

Investments, 10,395  27 

Total  assets,  as  per  books  of  the  company,      ....  $585,091  71 


Liabilities. 

Capital  stock, $225,000  00 

Bonds  issued, 100,000  00 

Notes  payable, 38,000  00 

Unpaid  bills, 9,219  67 

Deposits, 65  00 

Unpaid  dividends 984  00 

Reserved  fund, 12,672  60 

Contingent  Aind, 25,000  00 

Total  liabilities,  as  per  books  of  the  company,         ....    $410,941  17 
Profit  and  loss  balance, 174,150  64 

$585,091  71 

Manvfaoturino  Account. 

Dr.  cb. 

^        ,,  i  gas, $82,997  37 

Operating  expenses,   J  ^,^^^^^ 22.076  59 

Income  from  sale  of  gas $97,968  58 

residuals 13,169  71 

sale  of  electric  light  and  power,         .        .  31,728  96 

other  sources, 2,055  37 

Balance  to  profit  and  loss,  (  ^" ^^»^^  ^ 

I  electric 9,652  37 

$144,922  62    $144,922  62 
Profit  and  Loss  Account. 

Db.  Cr. 

Balance  June  30,  1891, $156,772  15 

Balance  of  gas  manufacturing  account,  ....  30,196  29 

Balance  of  electric  manufacturing  account,     .        .        .  9,652  37 

Rents, 1,520  00 

Premium  on  new  stock, 12,672  60 

Dividends  declared, $16,000  00 

Interest  paid, 7,420  69 

Reserved  fund, 12,672  50 

Depreciation 405  74 

Repairs  of  real  estate,  not  included  in  plant,   ...  163  84 

Balance  June  30,  1892, 174,150  54 

$210,813  31    $210,813  31 
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NORTB  ADAMS  GAS  LIGHT  OOMPANT. 

Bnl  MUM  (gM) «1S,300  00 

HMblneryaDdmMBbwtarlngappUsnceB  (gM) 36^90  04 

Street  mmlDt  (gM) 30,000  00 

Metcn  (gM) «,400  50 

Dos  for  gu 2,M6  73 

Tir  on  hanit 173  30 

EoTlchcr*  on  hmod 64  UO 

SloTM  on  bBDd,          .) 1998  88 

Rciil  eslate  {elci^trie) 5,700  00 

SicBiii  plant  (ilctlrlc) 10,0ie  SO 

Btaaricpl«>t, 8^27  » 

Linca,  meten,  lunpt  and  globM  (elKlrlc) 17,780  37 

Hue  for  slectiiclighi  Mid  power, 84!  M 

Cirboni -on  iLanil 32  DO 

IncaDdeactntlAiiipcoa  tuDd, 3£0  00 

Gbbeconband, 100  00 

Olber  electric  malprlBl a  on  band, 7S0  00 

Han«*,  wag(Hi«,  etc., 7d!  00 

Sandr;  MCoaoiB  doe  the  company, 882  08 

Olticefurnlliiri 940  fiO 

Cub  on  band 4,581  SO 

InreitnieDti, 4.123  00 

Total  aueta,  ■•  per  boohl  ol  tbc  eompan; $126,260  47 


LlABILITIBt. 

Ctpltal  itock, 900,000  00 

Nolei  parable, 40,000  00 

Total  liabllitlei,  u  per  boohs  of  the  companr,         ....      990,000  00 
Proflt  and  Iom  battance 36,!6fi  47 

|126,26«  47 


Operating  e: 


(  gn' 921,820  82 

1  eletiric 11,643  43 

Income  from  lale  of  gaa, 928.639  Sfi 

residuals 3,329  40 

Mie  of  electric  llglil  and  power,         .       .  18,701  79 


ltandlo«,S*"' 1037141 

Select  tic,      ....  7JB8  36 


4  02      901,444  02 
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Profit  and  Loss  Account. 

Balance  June  30,  1891, 

Balance  of  gas  mannfitctaring  acoonnt,   .... 
Balance  of  electric  manafitctnringaccoant,     . 

Dividends  declared, 

Interest  paid, 

Retirement  of  capital  stock  of  N.  A.  E.  L.  &  P.  Co.,     . 
Balance  Jane  30, 1892, 


Dr. 

ClL 

$31,935  19 

10,871  41 

7,058  36 

$4,000  00 

2,099  49 

7,600  00 

36,265  47 

$49,864  96 

$49,864  f6 

NORTHAMPTON  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Real  estate, $14,108  43 

Electric  plant,    .) 38,208  39 

Steam  plant,      . ) 

Lines,  lamps  and  globes, 30,517  32 

Meters, 1,338  08 

Fuel  on  hand, 7-5  00 

Oil  and  waste  on  hand, 75  00 

Incandescent  lamps  on  hand, 150  00 

Insurance, 145  00 

Horses,  wagons,  etc., 285  20 

Sundry  accounts  due  the  company, 1,716  11 

Office  furniture  and  tools, 182  IS 

Cash  on  hand, 340  79 

Total  assets,  as  per  boolcs  of  the  company, $87,141  50 

Liabilities. 

Capital  stock, ^=58,700  00 

Bonds  issued, 9,000  00 

Notes  payable, 14,000  00 

Unpaid  bills 317  13 

Total  liabilities,  as  per  books  of  the  company,         ....  $82,017  13 

Profit  and  loss  balance, 5,124  37 

$87,141  50 
Manuf.vcturixo  Account. 

Dr.  Cb. 

Operating  expenses, $12,659  90 

Income  from  sale  of  light  and  power,      ....  $17,56668 

Balance  to  profit  and  loss, 4,906  78 

$17,566  68  $17,566  68 

PltOFIT  AND    Loss   ACCOVNT. 

Dk.  Cn. 

Balance  June  30,  1891, $2,688  81 

Balance  of  electric  manufacturing  account,     .        .        .  4,906  78 

Rents 294  50 

Other  items  of  income, 7  72 

Dividends  declared, 81,467  50 

Interest  paid 1,305  94 

Balance  June  30,  1892, 5,124  37 

$7,897  81  $7,897  81 
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MOKTHAMPTON  0A8  UQHT  COMFANT. 

A88BTB* 

Beal  estate, $24,900  00 

Hachinery  and  manafecturing  appliaooes, 8,000  00 

Street  mains, 20,000  00 

Due  for  gas, 1,982  47 

Gas  coal  on  hand, 808  80 

Coke  on  hand, 18  75 

Tar  on  hand, 108  00 

Enrichers  on  hand, 17  S9 

Purifying  materials  on  hand, 60  00 

Other  materials  on  band, 1,028  08 

Stores  on  hand, 147  19 

Mew  gas  holder, 16,218  &4 

Snndry  accounts  dne  the  coropanj, 1,161  99 

Cash  on  hand, 1,860  28 

InTtstments, 6,876  60 

Total  assets,  as  per  books  of  the  company, $76,222  li 


LlABILITIU. 

Capital  stock $60,000  OO 

Motes  payable, 10,000  00 

Besenred  fiind, 5,41^  ^ 

Total  liabilities,  as  per  books  of  the  company, $65^418  60 

Profit  and  loss  balance, 1U,£08  64 

$76>22d  14 

MA.NUFA.0TURINO    ACCOUNT. 

I>i.  Ga. 

Operating  expenses, $18,008  8(k 

Income  from  sale  of  gas, $22^146  66) 

residuals, 2,25&  88 

.    other  sources, 81  66 

Balance  to  profit  and  loss, 6,426  87 

$24,430  67      $24,430  67 

Pbofit  and  Loss  Accoumt. 

Da.  cs. 

Balance  June  30, 1891, $9,390  92 

Balance  of  gas  manufacturing  account,    ....  6,426  87 

Interest  received, 363  01 

Rents, 220  83 

Piyidends  declared $4,000  00 

Interest  paid, 331  08 

Constructfon  charged  off, 243  33 

Depreciation, 931  85 

Old  bills, 91  73 

Balance  June  30, 1892, 10,803  64 

$16,401  63      $16,401  63 
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NORTH   ATTLEBOROUGH   GAS   UGHT   COMPANY. 

Absbtb. 

Real  estate, $47,474  72 

Machinery  and  manafactaring  appliances, 22,483  28 

Street  mains, 24,669  07 

Meters, 4/251  94 

Dae  for  gas, 1,484  00 

Gas  coal  oo  hand, 2,843  10 

Coke  on  hand, 188  40 

Tar  on  hand, 465  qq 

Enrichers  on  hand, 170  60 

Parifying  materials  on  hand, 118  13 

Other  materials  on  hand 393  53 

Stoves  on  hand 644  go 

Gas  fixtures  on  hand,               856  21 

Sundry  accounts  due  the  company, 348  25^ 

Office  furniture, 262  50 

Cash  on  band, 2,419  44 

Notes  receiyable,       •               •               686  18 

Total  assets,  as  per  books  of  the  company, $109,759  05 

LlABILITIBB. 

Capital  stock, $68,100  00 

Bonds  issued, 33.915  00 

Unpaid  biils, 101  17 

Unpaid  dividends, 2.043  00 

Interest  due  but  not  paid, 508  72 

Total  liabilities,  as  per  books  of  the  company $104,(>r)7  89 

Profit  and  loss  balance, 5  091  16 

$109,7o9  06 
Manufacturing  Account. 

Operating  expenses $17,218  12 

Income  irom  sale  of  gas, $25,204  95 

residuals 2,904  25 

other  sources, 119  29 

Balance  to  profit  and  loss, 11,010  37 

$28,228  49  $28,228  49 
Profit  and  Loss  Account. 

!>«.  Cr. 

Balance  June  30,  1891, $6,780  76 

Balance  of  gas  manufacturing  account,   ....  11,01037 

Interest  received, 137  25 

Premium  on  new  stock, 2,661  00 

Other  items  of  income 169  53 

Dividends  declared, $4,086  00 

Interest  paid, 2,816  59 

Depreciation, 6,104  16 

Stock  premiums  returned, 2,661  00 

Balance  June  30,  1892 5,091  16 

$20,758  91  $20,758  91 
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NORTH  ATTLEBOROUGH  STEAM  AND  ELECTRIC  COMPANY. 

AB8BT8. 

Real  estate. $18,370  00 

Steam  plant, 43,039  57 

Electric  plant, 36,4M  15 

Lines,  meters,  lamps  and  globes, 38,615  00 

Insurance, 1,205  52 

Dae  for  electric  light  and  power, 4,541  57 

Fuel  on  band, 6,277  59 

Carbons  on  band, 150  00 

Oil  and  waste  on  hand, 851  60 

Incandescent  lamps  on  band, 750  05 

Globes  on  band, 21  86 

Other  electric  materials  on  band, 3,700  91 

Motors  on  band 8,000  00 

Electric  fixtures,  tools,  etc. 616  35 

Sandrj  accounts  due  the  company, 3,582  32 

Office  furniture, 62  76 

Cash  on  band, 75  02 

Total  assets,  as  per  books  of  the  company, $169,659  32 


Liabilities. 

Capital  stock, $80,000  00 

Bonds  issued, 15,100  00 

l^otes  payable, 48,200  79 

Unpaid  bills, 13,735  80 

Total  liabilities,  as  per  books  of  the  company, $157,036  69 

Profit  and  loss  balance, 2,622  73 

$169,659  32 

Manufacturing  Account. 

Operating  expenses, $18,407  73 

Income  from  sale  of  light  and  power,      ....  $23,404  51 

Balance  to  profit  and  loss, 4,996  78 

$23,404  51      $23,404  51 

Profit  and  Loss  Account. 

Db.  Cb. 

Balance  Jane  30, 1891, $542  35 

Balance  of  electric  manufacturing  account,    .        .       .  4,996  78 

Interest  received, 184  25 

Rents 678*60 

Interest  paid, $3,294  00 

Depreciation 385  15 

Balance  June  30,  1892, 2,622  73 


$6,301  88       $6,301  88 
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NORTH  SHORE  ELECTRIC  COMPANY   (REVERE). 

AS8BT8. 

Real  estate, $15,471  U 

Steam  pUnt, 47,140  3^ 

Electric  plant, 93,399  42 

Lines,  meters  and  transformers 85,3d9  2« 

Franchise 10,000  OC 

6,038  Zl 

79  1( 

90  (K 

64  0( 

663  1( 

39  OC 

513  le 

39  IC 

201  64 

245  OC 

696  OC 

187  8C 

796  26 

450  OO 

201  6C 

198  13 


Due  for  electric  light  and  power, 

Fuel  on  hand,    .... 

Carbons  on  hand. 

Oil  and  waste  on  hand,     . 

Incandescent  lamps  on  hand,   . 

Globes  on  hand. 

Other  materials  on  hand,  . 

Tools, 

Unexphred  insnranoe, 

Horses,  wagons,  etc., 

Sundry  accounts  due  the  company. 

Office  furniture. 

Cash  on  hand,    .... 

Notes  receivable. 

Taxes,        .       .       . 

Unearned  interest,     . 


Total  assets,  as  per  books  of  the  company, $260,871  93 

Profit  and  loss  balance, 1,615  72 


LlABILITIEB. 


Capital  stork,     . 
Bonds  issued,     . 
Notes  payable,  . 
Unpaid  bills, 
Unpaid  dividends, 


$262,487  6^ 

$125,000  00 

75,000  00 

48,906  55 

11,330  62 

2,2:>0  48 


Total  liabilities,  as  per  books  of  the  company, 8262,487  65 


Manufacturino  Account. 


Operating  expenses,  .... 
Income  from  sale  of  ll>iht  and  power, 
Balance  to  profit  and  loss, 


Profit  and  Loss  Account. 


Balance  June  30,  1891,       .... 
Balance  of  electric  manufacturing  account, 

Interest  paid, 

Other  items, 

Balance  June  30,  1892,      .... 


Dr. 
$14,152  65 

6,817  69 


Dh. 
$323  31 

7,110  07 
03 


Cr. 


$19,970  31 


$19,970  34      $19,970  34 


Cb. 

$5,817  69 

1,615  72 


$7,433  41        $7,433  41 
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NORWOOD  GAS  LIOHT  COMPANY. 

A88RT8. 

Real  estate, $3,000  00 

Machinery  and  manafactaring  appllanoeB, )  8  118  57 

Street  mains, 3 * 

Meters, 886  02 

Dae  for  gas, 1,169  76 

Oas  coal  on  band, 657  60 

Cash  on  hand, 67  87 

Total  assets,  as  per  books  of  the  company, $18,899  82 

L1A.BILITIB8. 
Capital  stock $12,000  00 

Total  liabilities,  as  per  books  of  the  company,        • 
Profit  and  loss  balance, 


Manupaotubimo  Accouin'. 


Operating  expenses,  . 
Income  from  sale  of  gas,  . 
Balance  to  profit  and  loss. 


Profit  and  Loss  Account. 


Balance  June  30, 1891, 

Balance  of  gas  manufacturing  account. 

Balance  Jane  30, 1892, 


.            •            • 
.            .            . 

$12,000  00 
1.899  82 

Dr. 
$2,843  95 

742  17 

$13,899  82 
Cb. 

88,586  12 

$3,586  12 
Db. 

$1,899  82 

$3,586  12 

Cr. 

$1,157  65 
742  17 

$1,899  82       $1,899  82 


ORANGE  ELECTRIC  LIGHT  COMPANY. 

ASSBTS. 

Real  esute, $1,703  28 

Steam  plant, 8,466  73 

Electric  plant, 4,970  90 

Lines,  meters,  lamps  and  globes, 20,725  60 

Dae  for  electric  light  and  power, 660  38 

Fuel  on  hand, 1  05 

Carbons  on  hand, 36  10 

Oil  and  waste  on  hand, 12  55 

Incandescent  lamps  on  hand, 73  10 

Globes  on  hand, 1  75 

Other  materials  on  hand 573  74 

Tools  on  hand, 51  95 

Sundry  accounts  due  the  company, 131  20 

Cash  on  hand, 756  34 

Total  assets,  as  per  books  of  the  company, $38,164  67 

Profit  and  loss  balance, 7,079  59 

$45,244  26 


214  GAS  AND  ELECTKIC  LIGHT.  [Jan. 


Liabilities. 

Capital  stock $25,000  00 

Bonds  issued, 15,000  00 

Unpaid  bills 6,244  26 

Total  liabilities,  as  per  books  of  the  company,        •       •       •       .  $45,244  26 

Manufacturimo  Account. 

Db.  Cr. 

Operating  expenses, $6,871  65 

Income  from  sale  of  light  and  power,       ....  $6,417  61 

other  sources, 29  48 

Balance  to  profit  and  loss, 424  56 

$6,871  65  $6,871 .65 
Profit  and  Loss  Accovnt. 

Dr.  Cr. 

Balance  June  30,  1891, $5,267  36 

Balance  of  electric  manufacturing  account,      .       .       .  424  56 

Wiring  account, 162  39 

Interest  paid, 1,200  00 

Other  items 25  28 

Balance  June  30, 1892, $7,079  59 

$7,079  69  $7,079  59 

GAS  WORKS  OF  THE  OTIS  COMPANY  OF  WARE. 

Manvfacturino  Account. 

Dr.  Cr. 

Operating  expenses $7,208  97 

Income  from  sale  of  gas $4,097  59 

residuals, 453  10 

other  sources 5  68 

Balance,* 2,652  60 

$7,208  97  $7,208  97 

PALMER  ELECTRIC  COMPANY. 

Assets. 

Real  estate, $7,797  06 

Steam  plant, 13.821  20 

Electric  plant, 12,604  18 

Lines,  meters,  lamps  and  transformers, 2S,876  09 

Patent  rights, 6,000  00 

Due  for  electric  light  and  power 817  81 

F;iel  on  hand 252  20 

Carbons  on  hand, 84  00 

Oil  and  waste  on  hand, 31  40 

Incandescent  lamps  on  band, 201  20 

Globes  on  band, *      .  22  50 

Other  materials  on  hand, 39  12 

Cii'ih  on  hand 441  41 

Unexpired  insurance, 106  51 

Total  assets,  as  per  l>ooks  of  the  company, $71,004  68 

*  2,097,400  feet  of  gas  used  in  the  mills  of  the  company  and  not  included  in  the  above 
income. 
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LlABXLITIBS. 

Ctpltal  stock, 130,000  00 

Bonds  issaed 2000000 

Unpaid  bills, 19,217  91 

Total  liabilities,  as  per  boolu  of  tlie  company,         ....  $69,21791 

Proflt  and  loss  balance, 1,876  77 

$71,094  68 
Manufacturing  Account. 

Dv.  Ck. 

Operating  expenses, $4,809  43 

Income  from  sale  of  light  and  power,       ....  $6,309  83 
Balance  to  profit  and  loss,        .       .               •   ^   •       .           1,450  40 

$6,309  83  $6,309  88 
Profit  and  Loss  Account. 

Db.  Ck. 

Balance  June  30, 1891, $1,640  71 

Balance  of  electric  manufacturing  account,             •       .  1,400  40 

Wiring  account, I  39 

Interest  paid $1,215  73 

Balance  June  30, 1892 1,876  77 

$3,092  50  $3,092  50 


PITTSFIELD  ELECTRIC  COMPANY. 

Assets. 

Real  estate, $40,753  97 

Steam  plant, 29,762  27 

Electric  plant 65,044  89 

Lines,  meters,  lamps  and  globes, 29,889  53 

Doe  for  electric  light  and  power, 4,307  23 

Fael  on  hand, 278  10 

Carbons  on  hand, 36  81 

Incandescent  lamps  on  hand, 29  46 

Globes  on  hand, 62  78 

Other  materials  on  hand, 425  00 

Tools, 1,172  94 

Unexpired  insurance  and  interest, 775  16 

Horses,  wagons,  etc  , 255  00 

Sundry  accounts  due  the  company, 235  90 

Office  furniture, 484  97 

Cash  on  hand, 1,013  85 

Investments, 5,992  65 

Total  assets,  as  per  books  of  the  company, $180,520  51 

Liabilities. 

Capital  stock, $100,000  00 

Motes  payable, 60.000  00 

Unpaid  bills, 6,615  54 

Amounts  due  from  the  company,  not  included  above,    ....  187  30 

Total  liabilities,  as  per  books  of  the  company, $166,802  84 

Proflt  and  loss  balance, 13,717  67 

$180,520  51 
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If  ANUFAOTURIirO  AOCOCTIIT. 

I>B.  Cb. 

■Operating  expenses, $29,206  02 

Income  fh>m  sale  of  light  and  power,      .       .       •       • 

other  sources, 

Balance  to  profit  and  loss, 12,823  66 


$42,029  68 

Profit  aitd  Loss  Aocouin'. 

Dk. 

Balance  Jane  30, 1891, 

Balance  of  electric  manafactnring  account,    • 

Rents, 

Other  items  of  income, 

Interest  paid, $2,900  00 

Real  esute  expenses, 19  44 

Rebates  on  old  bills, 95  24 

Balance  Jane  30, 1892, 13,717  67 


$42,014  68 
10  00 

$42,029  68 

Cb. 
$3,079  49 
12,823  66 

825  00 
420 

$16,732  30      $16,732  80 


PITTSFIELD  COAL  GAS  COMPANY. 

Assets. 

Real  estate, $30,600  80 

Machinery  and  manafacturing  appliances, 30,906  12 

Street  mains, 19,110  00 

Meters, 6,640  00 

Dae  for  gas, 4,109  04 

Coal  on  band, 1,642  00 

Enrlchers  on  band, 306  25 

Stoves  on  band, 25  00 

Sundry  accounts  dnc  tbe  company, 301  58 

Cash  on  hand, 1,194  03 

Notes  receivable, 26,160  00 

Investments, 2,450  00 

Total  assets,  as  per  books  of  the  company, $123,284  87 


Liabilities. 

Capital  stock, $62,500  00 

Notes  payable, 3,500  00 

Unpaid  bills, 300  00 

Reserved  fund, 40,000  00 

Total  liabilities,  as  per  books  of  the  company, $106,300  00 

Profit  and  loss  balance, 16,984  87 

$123,284  87 

Manufacturing  Account. 

Dr.  Cb. 

Operating  expenses $16,494  46 

Income  from  sale  of  gas, $25,273  26 

residuals, 109  24 

other  sources, 335  75 

Balance  to  profit  and  loss, 9,223  80 

$26,718  26  $25,718  26 
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Pbofit  and  Lom  Acoovnt. 

Db.  Cs. 

Balance  Jane  30, 1891, 910.906  M 

Balance  ofgaaroannfactarlng  account,    ....  9,22380 

Interest  received, 8,788  52 

Renu 119  90 

DiTidends  declared ^10,825  00 

Interest  paid, 1,428  89 

Balance  June  30, 1892, 16,984  87 

$29,038  76      f29,038  76 


PLYMOUTH  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Real  estate, $9,475  89 

Steam  plant, 85,696  79 

Electric  plant, 44.334  90 

Lines,  meters,  lamps  and  globes, 27,224  01 

Franchise, 8,000  00 

Dae  for  electric  light  and  power, 2,122  93 

Fnel  on  hand ;       .       .  200  00 

Carbons  on  hand, 33  00 

Oil  and  waste  on  band, S5  \0 

Incandescent  lamps  on  hand, 190  20 

Olobes  on  hand, 4  60 

Other  materials  on  hand, 612  31 

Motors  on  hand, 275  00 

Sundry  accounts  due  the  company, 50  00 

Office  furniture, '    .  77  00 

Cash  on  hand, 443  24 

Unexpired  insurance, 48  80 

Unearned  interest, 14  85 

Total  assets,  as  per  books  of  the  company, $128,838  52 

Proflt  and  loss  balance, 543  98 

$129,382  50 

Liabilities. 

Capital  stock, $40,000  00 

Bonds  issued,    ....                30,000  00 

Notes  payable, 35,492  31 

Unpaid  bills, 23,104  39 

Interest  due  but  not  paid 785  80 

Total  liabilities,  as  per  books  of  the  company,         ....  $129,38250 


MA.MUFACTUBINO   ACOOUNT. 

Db.  Ct. 

Operating  expenses, $14,401  27 

Income  from  sale  of  light  and  power,      ....  $16,345  30 

other  sources, 19  50 

Balance  to  proflt  and  loss, 1,963  53 

$16,364  80      $16,364  80 
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PbOFTT  AMD  Loss  AOCOUNT, 

Balance  Jane  30. 1891, $448  53 

Balance  of  electric  manafactaring  acoonnt,     .       •       •  1,963  63 

Wiring  accoant, 36  79 

Interest  paid $2,992  83 

Balance  June  30, 1892 543  98 

$2,992  83        $2,992  83 


PLYMOUTH  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate $8,3.V)  00 

Machinery  and  manafactaring  applianc^es,       .               ....  15,000  00 

Street  mains, 14,650  00 

Meters, 2,000  00 

Dae  for  gas, 2,028  55 

Gas  coal  on  hand 130  32 

Coke  on  band, 57  43 

Tar  on  hand, 70  00 

Enrichers  on  hand, 6  2*5 

Purifying  materials  on  hand, 44  09 

Other  materials  on  hand, 1,484  34 

Stoves  on  hand, 8  00 

Gas  Axtares  on  band, 1,365  55 

Sundry  accounts  due  the  company,  ...*....  337  89 

Office  furniture, 48  19 

Cash  on  hand, 461  38 

Total  assets,  as  per  books  of  the  company, $46,041  99 

Liabilities. 

Capital  stock, $40,000  00 

Notes  payable, 1,500  00 

Unpiiid  dividends, 76  50 

Amounts  due  from  the  company,  not  included  above,    ....  283  40 

Total  liabilities,  as  per  books  of  the  company, $41,8.59  90 

Profit  and  loss  balance, 4,182  09 

$46,011  99 

MANlFACTrRING    ACCOUNT. 

Operating  expenses, $^,433  45 

Income  from  sale  of  gas $8,398  ^7 

residuals, 463  00 

Balance  to  profit  and  loss, 2,428  12 

$8,8(U  57  $8,861  57 
Profit  and  Loss  Account. 

J)B.  f'll. 

B.ilance  June  30,  1891 $4,045  70 

Hilance  of  gas  manufacturing  account,    ....  2,42812 

Dividends  declared, $2,000  00 

Interest  paid 216  52 

Construction  charged  off,  ......  75  21 

Balance  June  30,  1892 4.182  09 

$6,473  82  $6,473  82 
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QUINCY  ELECTRIC   LIGHT  AND  POWEE  COMPANY. 


A88BTS* 


n  plant,      .        .       .       .   \ 

trie  plant,    ....    V 102.388  67 

I,  meters,  lamps  and  globes,  J 


Real  esUte, $9,088  14 

Steam  plant. 

Electric 

Lines, 

Dae  for  electric  light  and  power, 3,M8  84 

Fuel  on  band, 57  00 

Carbons  on  band, 30  00 

Oil  and  wa.ste  on  hand 67  00 

Incandescent  lamps  on  band 160  00 

Globes  on  hand 6  20 

Other  materials  on  hand, 022  M 

Electric  fixtnres  on  band, 216  60 

Hor»e8,  wagons,  etc., 721  00 

OfBce  fumitare, 126  00 

Cash  on  band, 103  82 

Total  assets,  as  per  books  of  the  company $117,612  37 


Liabilities. 

Capital  stock, ...  $89,700  00 

Notes  payal)le, 18.800  00 

Unpaid  bills 3,128  74 

Unpaid  dividends 212  00 

Total  liabilities,  as  per  books  of  the  company,         ....    $111,84074 
Profit  and  loss  balance 0,771  63 

$117,612  37 

MANrFACTURINO    ACCOUNT. 

T>R.  Cb. 

Operating  expenses, $22,114  46 

Income  from  sale  of  light  and  power,       ....  $28,270  66 

Balance  to  profit  and  loss, 6,156  20 

$28,270  66      $28,270  66 

Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  Jnne  30. 1891, $5,067  04 

Balance  of  electric  manufacturing  acconnt,  .        .  6,156  20 

Preraiam  on  new  stock, 27  00 

Dividends  declared, $4,000  00 

Interest  paid, 1,428  61 

BaUnce  June  30, 1892 6,771  63 

$11,200  24      $11,250  24 
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ROXBURY  GAS  LIGHT  COMPANY. 


Absbts. 

Real  estate, $116,365  91 

Machinery  and  manafactaring  appliances 301,563  30 

Street  mains, 330.665  84 

Meters 80,881  21 

Dae  for  fras 25,893  82 

Gas  coal  on  hand, 6,988  88 

Enrichers  on  hand, 3  00 

Purifying  materials  on  hand, 539  68 

Other  materials  on  hand, 3.869  88 

Patent  rights 50,000  00 

Gas  on  hand •  1,092  13 

Sandrj  accounts  dae  the  company, 953  92 

Cash  on  hand, 50,153  23 

Notes  receivable 39,905  00 


Total  assets,  as  per  books  of  the  company, 


.$1,010,875  80 


LlABILITIBt. 

Capital  stock, $600,000  00 

Unpaid  bills, 3.409  57 

Deposits, 5,081  00 

Amounts  due  from  the  company,  not  included  above,    ....  2,r>83  68 


Total  liabilities,  as  per  books  of  the  company. 
Profit  and  loss  balance, 


$611,074  25 
31)9.801  55 


Manupaoturino  Accovnt. 


Operating  expenses,  . 
Income  from  sale  of  gas,  . 
Balance  to  profit  and  loss. 


Profit  and  Loss  Account. 


Bilance  June  30,  1891, 

Balance  of  gas  manufacturing  account, 

Interest  received, 

Rents, 

Other  items  of  income. 

Dividends  declared,  . 

Balance  June  30,  1892, 


$1,010,875  80 

De. 

Ce. 

$191,524  19 

$250,133  81 

68.609  62 

$250,133  81 

$250,133  81 

Ds. 

Ce. 

$397,843  55 

58,609  62 

1,466  02 

1.373  97 

508  39 

$60,000  00 

399,801  55 

$459,801  55    $159,801  55 
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SALEM  ELECTRIC  LIGHT  COMPANY. 

AB8BT8. 

Real  eptate  (electric), $4.9,000  00 

Steam  plant, 75.000  00 

Electric  plant, 39,500  00 

Lines, 68,500  00 

Lamps, 17,000  00 

Meters, 1,600  00 

Dne  for  electric  light  and  power, 7,965  71 

Fuel  on  band 2,048  76 

Carbons  on  hand, 266  00 

Incandescent  lamps  on  band, 607  91 

Olobes  on  band, 20  21 

Other  materials  on  band 764  74 

Sundry  accounts  due  the  company, 189  63 

Fnmtture  and  fixtures, 1,000  00 

Cash  on  band, 704  69 

Investments 2,000  00 

Total  assets,  as  per  books  of  the  company, $252,066  54 


Liabilities. 

Capital  stock, $175,000  00 

Bonds  issued, 41,200  00 

Unpaid  bills, 17,311  25 

Surplus  fand 10,000  00 

Total  liabilities,  as  per  books  of  the  company,         ....    $243,51125 
Profit  and  loss  balance, 8,'555  29 

$252,066  54 
Manvfacturino  Account. 

Dk.  Cr. 

Operating  expenses $53,078  10 

Income  from  sale  of  light  and  power $83,494  19 

Balance  to  profit  and  loss 30,416  09 

$83,494  19      $83,494  19 

Pkofit  and  Loss  Accoitnt. 

Db.  cs. 

Balance  June  30,  1891, $29,980  48 

Balance  of  electric  manufacturing  account,     .  .  30,416  09 

Apportionment  of  profits  prior  to  Increase  of  capital,     .       $21,000  00 

Jobbing  account, 1,106  49 

Other  items  of  income, 184  61 

Diridends  declared 8,925  00 

Interest  paid, 2,083  61 

Franchise  charged  off, 10,000  00 

Depreciation, 11,113  29 

Other  items, 10  48 

Balance  June  30,  1892 8,555  29 

$61,687  67      $61,687  67 
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SALEM  GAS  LIGHT  COMPANY. 


Assets. 


Real  estate ^149,041  42 

Machinery  and  inanufactaring  appliances, 62,000  00 

Street  mains, 9.'>,000  00 

Meters  (gas), 13.800  00 

Dae  for  gas, 10,781  05 

Gas  coal  on  band, 3.044  51 

Tar  on  band, 1,725  00 

Enricbers  on  hand, 1,682  73 

Purirying  materials  on  band, 375  60 

Other  materials  on  band 1,298  96 

Stoves  on  band, 363  09 

Gas  fixtures  on  band, 420  62 

Horses,  wagons,  etc., 560  00 

Office  furnitare, 200  00 

Cash  on  band, 11,477  76 

Investments, 3,88$  25 

Total  assets,  as  per  books  of  the  company, $356,005  96 


Liabilities. 

Capital  stock, $300,000  00 

Deposits 427  00 

Amounts  due  from  the  company,  not  included  above,    ....  2,468  00 

Total  liabilities,  as  per  books  of  the  company, $302,895  00 

Profit  and  loss  balance, 53,110  98 

$356,005  9S 

Manupacturino  Account. 

hr.  ck. 

Operating  expenses, $45,075  65 

Income  trom  sale  of  gas, $62,023  12 

residuals, 6,708  13 

Balance  to  profit  and  loss, 23,655  60 

$68,731  25      $68,731  25 

Profit  and  Loss  Account. 

Dk.  ch. 

Balance  June  30,  1891, $47,715  03 

Balance  of  gas  manufacturing  account,    ....  23,655  60 

Interest  received, 41  67 

Rents 220  30 

Dividends  declared $18,000  00 

Interest  paid 134  38 

Jobbing  account, 387  24 

Balance  June  30,  1892, 53,110  98 

$71,632  60      $71,632  60 
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SOUERVILLE  ELECTRIC  LIGHT  COMPA^T. 

Reil  ralM f  21,160  SS 

SMm  plant 46,313  60 

Electric  plant, 1D.7(>(>  61 

Polelinta 11S.963  IB 

Halen, 3,219  95 

Tnuurormen,    .' t,Bie  m 

WlHng MS  32 

ArcUnipa 168  20 

ArtMlan  well 1,900  m 

Du«  for  electric  tight  and  power, 1,6j4  30 

Fuel  00  band, I,S73  so 

Ctrbaas  on  band ISA  43 

Ollaadwajteailluuid, 93  03 

IneandeerentlunipsOD  band 79]  40 

Globe*  on  bniid, 6  28 

OibernmlcdalBODbaDd, 1,148  68 

Belltng, 1,263  18 

Tool* 901  ei 

Konea,  waftmu,  Mc 780  00 

Snndrr  acconnu  dae  Ibe  campan; , n74  2fl 

Offlcelomiture 402  OS 

CH«liuiibii»d              1,832  48 

TJnexiiired  iinirance, 18S  M 

Total  RBiets,  as  per  books  of  ibe  compaD7 f207,323  41 

Liabilities. 

Cnplial  stock tl72,IOO  00 

Note*  payable, 71.100  00 

Unpaid  bill* 8,413  30 

Total  liabUltlea,  as  per  books  of  tbe  compsnj,         ....  f2Al,6l3  30 

Prolli  and  loM  balance 6.710  n 

•207,323  41 
BtlAHrrAcrvftiNO  Accot'KT. 

Da.  ci. 

OpenKng  expenses (34,103  31 

Income  from  ule  of  light  and  power,      ....  C4fl,378  10 

Balance  to  profit  and  loss 11,274  79 

»46.378  10  J4fl,37rio 
Pbofit  ahd  Lobb  Accoubt. 

Da.  Ch. 

Balance  Jane  30,  IB91 (7,816  91 

Balance  or  electric  manufaclaring  acconnt,     .        .       .  11,274  79 

UlTldendi  declared (9,813  00 

iDlereai  paid 3,Nt8  69 

Balance  Jnne  30, 1892, B,7I0  11 


$16,091  70      919,091  70 
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SOUTH  BOSTON  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, 9200,945  76 

Machinery  and  manafkctaring  appliances, )  270  101  jtt 

Street  mains, i '  " 

Meters 21,109  27 

Due  for  gas 8,393  63 

Gas  coal  on  hand, *      .  6,717  23 

Coke  on  hand, 203  78 

Gas  on  hand, 148  08 

Enrichers  on  hand, 14  47 

Porifying  materials  on  hand, 488  00 

Other  materials  on  hand, 1,685  95 

Patent  rights *     .       .       .  25,000  00 

Sandry  acconnts  due  the  company 2,014  28 

Cash  on  hand, ^,969  89 

Notes  receivable, 1,373  55 

InTe>tment8 24.000  00 

Total  assets,  as  per  books  of  the  company, 9609,187  65 


Liabilities. 

Capital  stock, -     .       .  941O.OOO  00 

Notes  payable 25,000  00 

Unpaid  bills, 9.419  54 

Deposits, 1,903  95 

Amounts  due  ftrom  the  company,  not  included  above 953  03 

Total  liabilities,  as  per  l>ooks  of  the  company 9^77,276  52 

Profit  and  loss  balance, 131,911  13 


Manufacturing  Account. 


Operating  expenses,  . 
Income  from  sale  of  gas,  . 
residuals,     . 
Balance  to  profit  and  loss, 


Profit  and  Loss  Account. 


Balance  June  30,  1891,      .        .        .        . 
Balance  of  gas  manufacturing  account,   . 

Rents, 

Dividends  declared, 

Interest  paid,     

Depreciation, 

Balance  June  30,  1892 


9609,187  65 

Db. 

Cr. 

982,079  34 

9113,328  38 

20,371  31 

51,620  35 

^33,699  69 

9133,699  69 

Dr. 

Cr. 

999.639  69 

51,620  35 

1,712  19 

917,600  00 

1,461  10 

2,000  00 

131,911  13 

9152,972  23    9152,972  23 
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SOUTHBUIDGE  GAS  AND  ELECTRIC  COMPANY. 

Assets. 

Real  estate  (gas) $5^15  49 

Macbinery  and  inanafactarlng  appliances  (gas), 1,04183 

Street  mains  (gas) 7,068  00 

Meters  (gas) 1,485  56 

Doe  for  gas, 269  91 

Coal  on  band, 7  00 

Tar  on  band, 2  00 

Oas  oil  on  band, 151  56 

Otber  gas  materials  on  band, 137  47 

Gas  fixtnres  on  band 116  62 

Real  estate  (electric), 8,622  91 

Steam  plant  (electric), 9,361  69 

Electric  plant, 11,401  28 

Lines,  meters,  lamps  and  globes  (electric) , 14,893  15 

Franchise, 2,660  00 

Dne  for  electric  light  and  power, 187  73 

Fuel  on  band  (electric  light), 116  37 

Carbons  on  hand, 9  00 

Oil  and  waste  on  hand 12  00 

Incandescent  lamps  on  hand, 44  40 

Horses,  wagons,  etc., 235  00 

Sundry  accounts  due  the  company 78  76 

Omce  furniture, 125  50 

Cash  on  hand, 238  91 

Total  assets,  as  per  books  of  the  company, $68,751  04 


Liabilities. 

Capital  stock, $40,000  00 

Koten  payable, 13,500  00 

Uapaid  bills, 608  67 

Total  liabilities,  as  per  books  of  the  company,         ....      |54,008  67 
ProOt  and  loss  balance, 4,742  37 

$68,761  04 
Manupaoturino  Account. 

Ds.  Cs. 

Operating  expenses,  I  «^^ $2.877  93 

*      *^  ( electric, 6,796  12 

^^icomeftomsalcofgas, $3,466  18 

residuals, 35  20 

sale  of  electric  light  and  power,         .       .  9,761  82 

B^^uce  to  proat  and  loss,  {  8f» » 623  46 

i  electric,         ....  2,9o5  70 


• 


$13,253  20      $13,253  20 
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Profit  and  Loss  Account. 


Balance  Jane  30, 1891,      .... 
Balance  of  gas  manufactaring  acooant,  . 
Balance  of  electric  manafactariog  account, 
Other  items  of  income,      .... 

Dividends  declared, 

Interest  paid, 

Depreciation, 

Balance  June  30, 1892,      .... 


DB. 

Cr. 

f  4.7n7  77 

623  45 

2,955  70 

44  14 

$2,400  00 

676  00 

563  69 

4.742  37 

f8,S81  06       $8,381  06 


SOUTH  HADLEY  FALLS  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Steam  plant, $1,249  71 

Electric  plant, 5,089  29 

Lines,  meters,  lamps  and  globes, 3,661  00 

Due  for  electric  light  and  power 1,993  64 

Incandescent  lamps  on  hand, 100  00 

Other  materials  on  hand, 135  26 

Sundry  accounts  dae  the  company, 225  00 

Total  assets,  as  per  books  of  the  company, $12,453  90 


LlAHILITIES. 

Capital  stock, $7,000  00 

Unpaid  bills, 1,89129 

Interest  due  but  not  paid, 200  00 

Amounts  due  from  the  company,  not  included  above,    ....  3,362  61 

Total  liabilities,  as  per  books  of  the  company, $12,453  90 


Manufacturing  Account. 

Ds.  cb. 

Operating  expenses, $4,074  25 

Income  from  sale  of  light  and  power $4,274  25 

Balance  to  profit  and  loss, 200  00 

$4,274  25        $4,274  25 

Profit  and  Loss  Account. 

Dk  Cr. 

Balance  of  electric  manufacturing  account,     .        .        .  $200  00 

Profits  of  former  years  now  brought  forward,        .        .  723  62 

Interest  paid, $350  00 

Depreciation, 573  62 

$923  62  $923  62 
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SPENCER  GAS  COMPANY. 


Assets. 


Real  estate  (gas) $22,522  08 

Machinery  and  manafactnring  appliances  (gas), 76,105  76 

Street  mains  (gas), 36,003  49 

Meters  (gas), 

Due  for  gas, 

Gas  coal  on  hand,      • 

Coke  on  hand, 

Pipe  and  fittings, 

Enrichers  on  band, 

Purifying  materials  on  hand, 

Other  gas  materials  on  hand, 

Stoves  on  hand, .       .       .       • 

Oas  fixtures  on  hand, 

Electric  plant i 

Lines,  meters,  lamps  and  globes  (electric),  j 

Due  for  electric  light  and  power, 

Carbons  on  hand, 

Oil  and  waste  on  hand, 

Globes  on  hand 

Tools, 

Sundry  accounts  due  the  company, 

Oflice  furniture, 

Notes  receivable, 


3,636  08 

3,138  42 

83  00 

27  00 

300  00 

170  00 

7  00 

609  00 

4,227  00 

681  82 

24,619  67 

399  60 

80  00 

31  00 

7  00 

625  00 

3,262  43 

380  00 

300  00 

Total  assets,  as  per  books  of  the  company $177,114  76 

Profit  and  loss  balance, 8,384  65 


1186,499  80 
Liabilities. 

Capital  stock, $85,000  00 

Bonds  issued, 85,000  00 

Unpaid  bills, 1,023  72 

Interest  accrued, 2,660  00 

Amounts  due  firom  the  company,  not  included  above 11,926  68 


Total  liabilities,  as  per  books  of  the  company, $186,499  30 


MANUFACTrRIXG   ACCOUNT. 


'^«-«— lr;„.   :  :  : 

Income  fh>m  sale  of  gas, 

residuals 

sale  of  electric  light  and  power, . 
other  sources,      .       .        .       . 

Balance  to  profit  and  loss,  5  ^*» 

c  electric,         .        . 


Dr. 

Cb. 

$9,857  46 

4,282  90 

$14,720  00 

24  00 

6,190  11 

700  00 

5,586  54 

907  21 

$20,634  11      $20,634  11 
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Profit  and  Loss  Account. 

Db.  Cm. 

Balance  June  30, 1891, $10,548  30 

Balance  of  gas  manufacturing  account,    ....  $5,586  54 

Balance  of  electric  manafactoring  account,     .       .       .  907  21 

Rents, 770  00 

Interest  paid, 5,100  00 

Balance  June  30, 1892, 8^84  05 

$15,648  30  $15,648  30 


SPRINGFIELD. 


(See  United  Electbic  Light  Company.) 


SPRINGFIELD  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $168,756  69 

Machinery  and  manafactaring  appliances, 157,-S37  08 

Street  mains  and  serrices, 177,380  69 

Meters, 31,568  23 

Due  for  gas, 15,914  10 

Gas  coal  on  hand, 14,358  95 

Coke  on  hand, 400  00 

Tar  on  hand 1,200  00 

Enrichers  on  hand, 600  86 

Purifying  materials  on  hand 283  50 

Other  materials  and  gas  engines 3,104  45 

Stoves  on  hand, 750  00 

Gas  bnrners  on  hand S36  88 

Real  estate  (steam),  •        •  I  72  741  '^5 
Steam  plant  and  fittings,  .  i     *        '        '        '        '       * 

Due  for  steam, 3,109  13 

Fuel  on  hand 4(58  00 

IIorRCS,  wagons,  etc 1,500  00 

Sundry  accounts  due  the  company, 4,460  10 

Office  furniture, 965  00 

Cash  on  hand, 19,772  48 

Notes  receivable 207  CO 

Total  assets,  as  per  books  of  the  company, $675,914  39 

Liabilities. 

Capital  stock, $500,000  CO 

Notes  payable, 45,000  00 

Deposits, 800  59 

Extension  reserve, 35,242  69 

Amounts  due  from  the  company,  not  included  above 11,746  87 

Total  liabilities,  as  per  books  of  the  company,         ....  $592,79015 

Profit  aud  loss  balance 83,124  24 

$675,914  39 
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Manupaotvbino  Account. 


Operating  expenses,  . 
Income  from  sale  of  gas, . 
residaals,     . 
Balance  to  profit  and  loss, 


Db. 
$104,049  67 


60,017  80 


Ca. 

9143,344  19 
20,723  28 


9164,067  47    $164,067  47 


Profit  and  Loss  Account. 


Db. 


Balance  Jane  30,  1891,      .... 
Balance  of  gas  manufacturing  account,    . 

Interest  receiyed, 

Rents, 

Dividends  declared, 

Interest  paid,     ...  .       . 

Extension  reserve, 

Depreciation,     .       •       .       •       . 

Other  items, 

Balance  June  30, 1892,      .... 


Cb. 
9173,014  64 

60,017  80 

496  11 

1,365  62 


940,000  00 

2,668  13 

35,242  69 

73,665  10 

393  91 

83,124  24 


9234,894  07    9234,894  07 


STOUOHTON  GAS  AND  ELECTRIC  COMPANY. 


Assets. 


Real  estate  (gas) , 

Machinery  and  manufacturing  appliances  (gas) , ) 

Meters  (gas), I 

Street  mains  (gas), 

Steam  plant  (electric), 

Electric  plant, i 

Lines,  meters,  lamps  and  globes  (electric),  \  ' 


91,000  00 
6,633  75 

4,810  45 
2,000  00 

3,000  00 


Total  assets,  as  per  books  of  the  company, 917,444  20 

Profit  and  loss  balance, 6,580  76 


Liabilities. 


Capital  stock,     . 
Unpaid  dividends. 


Total  liabilities,  as  per  books  of  the  company. 


924,024  96 

924,000  00 
24  96 


924,024  96 


Manupacturino  Account. 


Operating  expenses,  1^**'       *       *       * 
"^  ( electric, 

Income  firom  sale  of  gas,  .... 

sale  of  electric  light  and  power. 

Balance  to  profit  and  loss,  {  ^^*   .    • 

I  electric. 


Db. 

91.894  27 

2,731  61 


379  31 
782  50 


Cr. 


92,273  58 
3,514  U 


95,787  69        95,787  69 
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SUBURBAN  LIGHT  AND  POWER  COMPANY. 


Assets. 


Real  estate 910,000  00 

Steam  planti \ 

Electric  plant i 120,438  60 

Lines,  meters,  lamps  and  globes  (electric),  J 

Franchise 75,000  00 

Dae  for  electric  light  and  poorer 3,938  78 

Sundry  accounts  due  the  company, 4,692  67 

OflQce  furniture,         .       .       .       . ' 83  00 

Cash  on  hand, 824  35 


Total  assets,  as  per  books  of  the  company 9214,977  40 

Profit  and  loss  balance, 24,084  60 


9239,062  00 
Liabilities. 

Capital  stock, 9159,400  00 

Bonds  issned, 36,500  00 

Unpaid  bills 34,762  00 

Amounts  due  from  the  company,  not  incladed  above 8,400  00 


Total  liabilities,  as  per  books  of  the  company,         ....    9239,062  00 


Manufacturixo  Account. 

Dr.  cr. 

Operating  expenses, 934,569  16 

Income  from  sale  of  light  and  power,      ....  934,253  91 

Balance  to  profit  and  loss, 315  25 


934,569  16      934,569  16 


TAUNTON  ELECTRIC  LIGHTING  COMPANY. 

ASSBTS. 

Real  estate, 911,198  21 

Steam  plant 37,677  46 

Electric  plant 27,270  05 

Lines,  meters,  lamps  and  globes, 13,870  79 

Due  for  electric  light  and  power, 2,135  06 

Fuel  on  hand 10  00 

Carbons  on  band, 18  00 

Oil  and  waste  on  hand, 40  00 

Incandescent  lamps  on  hand, 66  00 

Globes  on  hand,         ....                25  00 

Cash  on  band, 769  27 

Total  assets,  as  per  books  of  the  company, 973,079  84 
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Liabilities. 

Capital  stock, $40,000  00 

Notes  payable 12,A00  00 

Unpaid  bills 3,000  00 

Total  liabilities,  as  per  books  of  the  company $50,500  00 

Profit  and  loss  balance, 17,079  84 

$73,079  84 

MANUP1.0TURINO    ACOOUNT. 

Dk.  Cb. 

Operating  expenses, $10,947  70 

Income  flrom  sale  of  light  and  power,       ....  $22,850  70 

Balance  to  profit  and  loss, 6,903  00 

$22,800  70      $22,800  70 
Profit  and  Loss  Account. 

Dm.  Ca. 

Balance  Jane  30, 1891, $14,624  46 

Balance  of  electric  mannfactnring  accoant,     .  .  6,903  00 

Wiring  accoant, 19  00 

Other  items  of  income, 26  U 

DiTidends  declared, $2,800  00 

Interest  paid, 691  76 

Depreciation 000  00 

Balance  Jane  30, 1892, 17,079  84 

$21,671  60      $21,671  60 


TAUNTON  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $26,600  00 

Machinery  and  manufactaring  appliances. 

Street  mains, - 03,000  00 

Meters, 

Doe  for  gas, 13,821  SO 

Oas  coal  on  hand, 204  36 

Coke  on  hand, 2  10 

Tar  on  band, 1,920  00 

Enrichers  on  hand, 20  88 

Porifying  materials  on  hand, Zi  !^ 

Other  materials  on  hand, 202  00 

Stoves  on  hand, 1,423  68 

Gas  fixtares  on  hand, 3,840  67 

Lungren  lamps, 690  07 

Sandry  accounts  dae  the  company, 2,849  00 

Cash  on  hand, 1,221  38 

Total  assets,  as  per  books  of  the  company, $106,290  49 

Liabilities. 

Capital  stock $80,000  00 

Deposits, 224  00 


Total  liabilities,  as  per  books  of  the  company,         ....      $80,224  00 
Profit  and  loss  balance 26,066  49 

$106,290  49 
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Manufaoturino  Account. 

Db.  cb. 

Operating  expcnf 68 f42,697  58 

Income  from  sale  of  gai, $56,319  31 

residuals* 7,107  56 

other  sonrces, 466  42 

Balance  to  profit  and  loss, 21,195  71 

$63,893  29      $63,893  29 
Profit  and  Loss  Account. 

Dx.  Ck. 

Balance  June  30, 1891, $27,745  42 

Balance  of  gas  manufacturing  account 21,195  71 

Rents, 150  00 

Dividends  declared, $8,000  00 

Construction  charged  off, 14,634  78 

Depreciation, 389  86 

Balance  June  30, 1892, 26,066  49 

$49,091  13      $49,091  13 


TURNER'S  FALLS. 
(See  Franklin  Eleotbic  Light  Company.) 


UNION  ELECTRIC  LIGHT  COMPANY   (FRANKLIN). 

Assets. 

Real  estate, $o,267  91 

Steam  plant, S.S.^  73 

Electric  plant, \4,^'i6  69 

Lines,  meters,  lamps  and  transformers, 20,924  56 

Due  for  electric  light  and  power, 1,622  38 

Fuel  on  band, 184  30 

Carbons  on  hand, 17  25 

Oil  and  waste  on  hand, 24  60 

Incandescent  lamps  on  hand, 96  48 

Globes  on  hand 8  51 

Other  materials  on  hand, 672  67 

Horses,  wagons,  etc., •  147  50 

Sundry  accounts  due  the  company, 58  40 

Office  furniture, 74  85 

Cash  on  hand, 1,276  '^4 

Unexpired  insurance, 146  95 

Total  assets,  as  per  books  of  the  company, $r»3,632  02 

Profit  and  loss  balance, 1,604  82 

$r)5,236  84 
Liabilities. 

Capital  stock $20,000  00 

Bonds  issued, 30,000  00 

Notes  payable, 1,499  19 

Unpaid  bills 2,207  65 

Interest  due  but  not  paid, 1,5;J0  00 

Total  liabilities,  as  per  books  of  the  company, $55,236  84 


1893.]  PUBLIC  DOCUMENT  — No.  35.  233 


Mamvfacturino  Account. 

Db.  Cm. 

Operating  expenses, 97,1^  00 

Income  from  sale  of  light  and  power 97,982  98 

other  sources 70  34 

Balance  to  profit  and  loss, 900  32 


> 


98,063  32        98,003  32 
Pbofit  akd  Loss  Account. 

Dt.  Cb. 

Balance  Jane  30,  1891, 93,064  67 

Balance  of  electric  mannfactnring  accoant,      .       •       .  9900  32 

Wiring  accoant, 52  91 

Account  a^Jastment, 2,391  26 

Interest, 1,872  64 

Other  items, 12  00 

Balance  June  30, 1892, 1,604  82 

94,949  31        94,949  31 


UNITED  ELECTRIC  LIGHT  COMPANY  (SPRINGFIELD). 

Assets. 

Real  estate 9102,059  94 

Steam  plant 122,601  77 

Electric  plant, 166,183  10 

Lines,  meters,  lamps  and  globes, 114,114  97 

Dae  for  electric  light  and  power, 14,641  00 

Fuel  on  hand, 2,624  94 

Carbons  on  hand, 604  13 

Oil  and  waste  on  hand, 43  70 

Incandescent  lamps  on  hand, ^  1,407  79 

Globes  on  hand, *  369  06 

Motors  on  hand 29,360  60 

Horses,  wagons,  etc., 466  00 

Sundry  accounts  due  the  company, 6,388  76 

Office  farniture 799  12 

Cash  on  hand, 1,279  29 

Total  assets,  as  per  books  of  the  company, 9S&1J24  16 


LlABILITIBS. 

Capital  Stock, 9400,000  00 

Notes  payable 126.000  00 

Unpaid  bills .  11,616  08 

Amounts  due  from  the  company,  not  included  above,    .       .       .       .  746  87 

Total  liabilities,  as  per  books  of  the  company,         ....  9537,261  96 

Profit  and  loss  balance, 14,462  20 

9551,724  15 

Manufacturing  Account. 

Dk.  Cb. 

Operating  expenses 978,373  94 

Income  from  sale  of  light  and  power,      ....  9^24,169  37 

Balance  to  profit  and  loss, 46,795  43 

9124,169  37  9124,169  37 
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Profit  and  Loss  Aooovnt. 

Db.  Cb. 

Balance  June  30, 1891, f  8,821  41 

Balance  of  electric  manafactaring  account,             •       •  45,795  43 

Rente 1,123  75 

Other  item 8  of  income 20  42 

Dividends  declared f  23,667  00 

Interest  paid, 7,765  28 

Expense  accounte  not  heretofore  charged  off,  .       .       •  918  49 

Depreciation, 6,482  22 

Rebates  and  bad  debtd, 2,036  10 

Other  items, 402  72 

Balance  June  30,  1892, 14,462  20 

$55,764  01      955.761  01 


UXBRIDOE  AND  NORTHBRIDOE  ELECTRIC  COMPANY. 

Assets. 

Real  estate, $6,395  68 

Steam  plant, 8,678  97 

Electric  plant, 10,063  81 

Lines,  meters,  lamps  and  globes, 34,561  88 

Fuel  on  hand, 353  60 

Carbons  on  hand, 27  50 

Oil  and  waste  on  hand, 65  60 

Incandescent  lamps  on  hand, 75  00 

Globes  on  hand, 23  6-5 

Other  materials  on  band, 397  42 

Electric  fixtures  on  hand, 105  00 

Horses,  wagons,  etc., 603  37 

Sundry  accounts  due  the  company, 1,274  40 

Office  furniture, 54  03 

Cash  on  hand, 2.658  22 

Total  assets,  as  per  books  of  the  company, f  65,338  03 


Liabilities. 

Capital  stock, $38,400  00 

Notes  payable, 23,500  00 

Unpaid  bills, 2,36;)  86 

Total  liabilities,  as  per  books  of  the  company,         ....  $64,265  86 

Profit  and  loss  balance, 1,072  17 

$65,338  03 

Manufacturino  Account. 

Dr.  Cr. 

Operating;  expenses, $5,932  70 

Income  from  sale  of  light  and  power,        ....  $8,278  42 

Balance  to  profit  and  loss, 2,345  72 

$8,278  42  $8,278  42 
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Pbofxt  AjfD  Loss  Account. 

Db.  Cs. 

BaUnce  Jane  30, 1891, $246  71 

Balance  of  electric  manufacturing  account,      .       .       .  2,845  72 

Jobbing  account, 301  34 

Dividends  declared, $692  00 

Interest  paid, 1,129  60 

Balance  June  30.  1892, 1,072  17 

$3,893  77         $3,8931? 


WAKEFIELD. 
(See  Citizens*  Gas  Light  Company.) 


WALTHAM  OAS  LIGHT  COMPANY. 

ASSKTS. 

Keal  estate  (gas) $33,170  29 

Machinery  and  manufacturing  appliances  (gas) , 80.072  49 

Street  mains  (gas), 60,800  00 

Meters  (gas), 6,000  00 

Due  for  gas, 7,183  86 

Oas  coal  on  band, 1,119  60 

Coke  on  band 27  00 

Tar  on  band, 2.02/S  75 

Purifying  materials  on  band, lOA  00 

Otber  gas  materials  on  band, 1,371  61 

Stoves  on  hand, 196  35 

Gas  flxtnres  on  band, 661  89 

Steam  plant  (electric) 31.681  12 

Electric  plant, 26,319  67 

Lines,  meters,  lamps  and  gIol)e8  (electric), 31,835  51 

Due  for  electric  light  and  power, 4,240  62 

Fuel  on  hand  (electric  light), 10180 

Carbons  on  band, 129  66 

Oil  and  waste  on  hand, 6H  40 

Incandescent  lamps  on  hand, 252  88 

Globes  on  band 14  80 

Otber  electric  materials  on  band, 1,674  78 

Horses,  wapons,  etc., 788  10 

Sundry  accounts  due  the  company, 8,182  72 

Office  furniture 1,038  67 

Cash  on  band, 1,468  86 

Total  assets,  as  per  books  of  the  company, $286,029  87 

Liabilities. 

Capiul  stock $140,000  00 

Bonds  issued, 46.500  00 

Notes  payable, 11,000  00 

Total  liabilities,  as  per  books  of  the  company,         ....  $197,500  00 

Profit  and  loss  balance, 88,529  87 

$286,02917 
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Mantfaottbino  Account. 

Dk.  Cb. 

fgas, $36.986  97 

Operating  cxpenBei,  j^^^^^ 2^^^  21 

Income  from  sale  of  gas, f  49,796  76 

residuals 8,220  89 

sale  of  electric  light  and  power,  .  .^  35,660  09 

Balance  to  profit  and  loss,  { «  ^'^^ 5^72  88 

993,666  74      f  93,666  74 

Pbopit  and  Loss  Accovnt. 

Dr.  Cs. 

Balance  Jane  30, 1891, f  78,246  53 

Balance  of  gas  manufacturing  accoant 22,030  68 

Balance  ofelectricmannfacturlng  account,       .       .       .  8,872  88 

Jobbing  account  (electric), $93  41 

Jobbing  account  (gas) , 13  74 

Other  items  of  income, 83  69 

Dividends  declared, 9,800  00 

Interest  paid 2,252  79 

Construction  charged  off, 2,342  60 

Depreciation, 6,618  56 

Bad  debts 610  39 

Balance  June  30, 1892, 88,529  87 

9109,247  62    9109,247  52 


WALWORTH  LIGHT  AND  POWER  COMPANY. 

Assets. 

Steam  plant, 920,287  49 

Electric  plant, 9,900  30 

Lines,  meters,  lamps  and  globes, 6,845  93 

Due  for  electric  light  and  power, 2,164  19 

Materials  on  hand, 9  49 

Sundry  accounts  due  the  company, 212  09 

Office  furniture, 456  72 

Cash  on  hand, 740  53 

Total  assets,  as  per  books  of  the  company, 940,606  74 


Liabilities. 

Capital  stock, 915,000  00 

Bonds  issued, 8,250  00 

Notes  payable, 300  00 

Unpaid  bills, 3,051  23 

Reserved  fund, 9,537  63 

Depreciation  fund, 4,467  88 

Total  liabilities,  as  per  books  of  the  company,         ....  $40,606  74 
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Manupactubino  AccoiniT. 

Dr.  Cb. 

Operating  expenses f  26,380  27 

Income  from  steam  beating, f  8,784  76 

sale  of  electric  light  and  power,  •  21,200  48 

steam  power, 6,776  05 

Balance  to  profit  and  loss, 8,426  02 

$84,761  29      984,761  29 

Pbopit  and  Lobs  Account. 

Da.  Ca. 

balance  June  80, 1891, fO,000  00 

Balance  of  manufactaring  account, 8,426  02 

Interest  paid f  703  17 

Reserved  fund, 9,037  63 

Other  items, 76  00 

I>epreciation  fund, 3,110  22 

913,426  02      913,426  02 


WARE  ELECTRIC  COMPANY. 


Assets. 


Real  estate, 96,605  23 

Steam  plant, 7,533  00 

Electric  plant, 4,934  00 

Lines,  meters,  lamps  and  globes 16,877  04 

Due  for  electric  light  and  power, 496  79 

Puel  on  hand, 80  00 

Carbons  on  band, 18  00 

Oil  and  waste  on  hand, 26  00 

Incandescent  lamps  on  hand, 37  00 

Globes  on  band, 700 

Other  materials  on  hand, 256  83 

Station  furniture  and  tools, 452  43 

Cash  on  hand,   .  * 13  57 

Unexpired  insurance, 27  00 

Total  assets,  as  per  books  of  the  company, 937,262  89 

Liabilities. 

Capital  stock, 920,000  00 

Notes  payable 16,000  00 

Unpaid  bills, 37  50 

Depreciation  fund, 605  89 

Total  liabilities,  as  per  books  of  the  company,         ....  936,643  39 

Profit  and  loss  balance, 619  50 

937,262  89 
Manufacturing  Account. 

Da  Cb. 

Operating  expenses, ^ifi^S  30 

Income  from  sale  of  light  and  power,      ....  96t686  77 

other  sources, 67  21 

Balance  to  profit  and  loss, 2,055  68 

96,753  98  96,753  98 
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PbOPIT  and  L088  AccoriTT. 


Balance  Jane  30, 1891,      .... 
Balance  of  electric  manafactaring  account, 

Jobbing  account, 

Dividends  declared, 

Interest  paid, 

Depredation  fhnd, 

Balance  June  30, 1892,      .... 


Dr. 

Cm. 

f 1,147  24 

2,055  68 

51  8U 

91,200  00 

829  33 

605  89 

619  50 

f  3,254  72        $3,254  73 


WEBSTER  ELECTRIC  COMPANY. 


Assets. 


Real  estate  (gas), $8,500  00 

Machinery  and  manafactaring  appliances  (gas), 10,109  90 

8treet  mains  (gas) 10,000  00 

Meters  (gas), 2,000  00 

Due  for  gas, 279  16 

Oas  coal  on  band, 862  50 

Coke  on  hand, 16  00 

Tar  on  hand, 70  00 

Gas  on  band, 20  00 

Other  gas  materials  on  hand, 25  00 

Stoves  on  hand, 30  20 

Real  estate  (electric), 9.771  14 

Steam  plant  (electric), 11.634  81 

Electric  plant, 16,107  60 

Lines,  meters,  lamps  and  globes  (electric), 10,90143 

Due  for  elearic  light  and  power, 798  87 

Fuel  on  hand  (electric  light), 125  00 

Carbons  on  hand, ^       .  106  20 

Oil  and  waste  on  hand, 68  00 

Incandescent  lamps  on  hand, 77  50 

Globes  on  hand, 15  51 

Other  electric  materials  on  hand, 1,351  70 

Office  furniture, 131  50 

Cash  on  hand 306  13 

Total  assets,  as  per  books  of  the  company, $83,308  14 


Liabilities. 

Capital  stock, $45,000  00 

Bonds  issued, 30,000  00 

Notes  payable, 2,222  78 

Unpaid  bills, 1,385  11 


Total  liabilities,  as  per  books  of  the  company,         ....      $78,607  89 
Profit  and  loss  balance, ....  4,700  25 

$83,308  14 
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MAWUPACTUBIirO  ACCOUMT. 

Dr.  Cr. 

Operating  expenses,  j  ^j^^rt^ ^.^^^ 

Income  from  sale  of  gas, 93,667  64 

residnals, 2d5  74 

sale  of  electric  light  and  power,         .       .  9,163  64 

other  sources  (gas), 47  26 

Balance  to  profit  and  loss,  { *^"» 939  12 

I  electric,      ....  2,487  48 

f  18,134  17      913,134  17 

Pbopzt  and  Loss  Accovitt. 

Dr.  Cr. 

Balance  Jane  30, 1891, 94,414  77 

Balance  of  gas  mannfactaring  account 939  12 

Balance  of  electric  manufacturing  account,     .       .       .  2,487  48 

Interest  paid, 91,967  67 

Depreciation 1,123  40 

Balance  June  30,  1892, 4,700  26 

97,791  32       97,791  32 


WE8TB0R0UGH  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

Assets. 

Real  estate, 96,768  38 

Steam  plant, 7,048  96 

Electric  plant, 10,808  70 

Lines,  meters,  lamps  and  globes, 16,302  42 

Patent  rights, 4,600  00 

Due  for  electric  light  and  power, 1,016  24 

Feel  on  hand, 91  00 

Carbons  on  hand, 12  00 

Oil  and  waste  on  hand, 62  20 

Incandescent  lamps  on  hand, 176  05 

Globes  on  band, 14  60 

Other  materials  on  band, 416  74 

Sundry  accounta  due  the  company, 482  88 

Office  furniture, 66  00 

Cash  on  hand, 11  03 

Total  assets,  as  per  books  of  the  company, 916,766  09 


Liabilities. 

Capital  stock, 926,000  00 

Notes  payable, 18,700  00 

Unpaid  bills, ....  1,928  40 

Interest  due  but  not  paid 263  02 

Total  liabilities,  as  per  books  of  the  company,         ....  946,881  42 

Profit  and  loss  balance, 883  67 

946.766  09 
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Majtufaotubino  Account. 

Dk.  Cs. 

Operating  expenses, $5,328  21 

Income  from  sale  of  light  and  power,      .... 

other  sources 

Balance  to  profit  and  loss, 1,702  05 


97,030  26 
Pbofit  and  Loss  Acconrr. 

Db. 

Balance  June  30, 1891, 945  18 

Balance  of  electric  manufactoring  account,     . 

Rents, 

Jobbing  acconnt, 

Other  items  of  income, 

Interest  paid 1,070  38 

Repairs  on  dweliinic, 87  17 

Balance  June  30,  1892, 883  67 


97,016  01 
14  25 

97,030  26 
Cb. 

91J02  05 

184  67 

64  50 

135  IS 

92,086  40        92,086  40 


WESTFIELD  GAS  LIGHT  COMPANY. 

ASBBTS. 

Real  estate  (gas), 917,831  62 

Machinery  and  manufacturing  appliances  (gas) 14,289  55 

Street  mains  (gas), 14,79195 

Meters  (gas), 2,193  38 

Services, 1,791  55 

Due  for  gas 2,708  69 

Gas  coal  on  hand 73  62 

Enrichers  on  band, 197  43 

Purifying  materials  on  hand 105  68 

Lamp  postH  and  burners, 123  08 

Stoves  on  band, 93  41 

Real  estate  (electric), 9,406  01 

Steam  plant  (electric), 6,476  71 

Electric  plant, 6,271  60 

Lines,  meters,  lamps  and  globes  (electric), 10,907  54 

Converters, 1,575  83 

Due  for  electric  light  and  power 1,053  71 

Fuel  on  band  (electric  light) 354  81 

Carbons  on  band, 88  20 

Oil  and  waste  on  hand, 40  90 

Globes  on  band, 18  00 

Other  electric  materials  on  hand, '  .        .  18  51 

Sundry  accoimtg  due  the  company, 180  29 

Cash  on  band, 2,808  70 

Total  assets,  as  per  books  of  the  company, 9^3,400  77 

Liabilities. 

Capital  stock, 954,000  00 

Notes  payable, 21,500  00 

Unpaid  bills, 931  98 

Reserved  fund, 3,043  05 

Total  liabilities,  as  per  books  of  the  company, 979,475  03 

Profit  and  loss  balance, 13,925  74 

993,400  77 
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MANTTYAOnmiKO  AOOOUMT. 

Db. 

^         ,  (gas, 911,63190 

Operating  expenses.  ]  ^j^^^^ g  221  39 

Income  from  sale  of  gas, 

residoals, 

sale  of  electric  light  and  power. 

Balance  to  profit  and  loss,  j  «*■• ?»???  ^* 

( electric,      •       .       .       •  3,261  68 

f24,028  81 
Pbofit  and  Loss  Account. 

Da. 

Balance  June  30,  1891, 

Balance  of  gas  manufacturing  account,  .... 

Balance  of  electric  manufacturing  account,     ... 

Renu, 

Dividends  declared, 94,320  00 

Interest  paid, 1,195  4S 

Depreciation  fund, 276  59 

Balance  June  30,  1892, 13,925  74 


Cb. 


913,524  81 

1,016  08 

9,482  97 

924,023  81 

Cr. 

913,517  81 

2,908  94 

3,261  58 

28  43 

919,716  76     919i716  76 


WEYMOUTH  LIGHT  AND  POWER  COMPANY. 

Assets. 

Real  estate, 913,139  96 

Steam  plant, 16,858  46 

Electric  plant, 27,269  04 

Lines, 81,329  36 

Arc  lamps  and  globes, 2,650  50 

Meters, 1.079  00 

Dne  for  electric  light  and  power, 4,658  33 

Fnel  on  hand, 25  00 

Carbons  on  hand, 27  00 

Oil  and  waste  on  hand, 38  00 

Incandescent  lamps  on  hand, 126  60 

Other  materials  on  band, 208  60 

Tools  on  hand, 171  70 

Horses,  wagons,  etc., 548  90 

Snndrj  accounts  due  the  company, 904  32 

Cash  on  hand, 667  04 

Inyestments 23,585  60 

Total  assets,  as  per  books  of  the  company, 9^73,287  41 

Liabilities. 

Capital  stock, 975,000  00 

Bonds  issued, 75,000  00 

Notes  payable, 12,907  05 

Unpaid  bills 5,797  21 

Interest  dne  but  not  paid, 2,655  00 

Total  liabilities,  as  per  books  of  the  company,        ....  9171,359  26 

Profit  and  loss  balance, 1,928  15 

9173,287  41 
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Manufactvbxno  Account. 

[From  datQ  of  organ^tion.] 

i>s.  cx. 
Operating  expenses,  •       .       .    '    .    '    .       .    '    .       .       f  30,224  97 

Income  from  sale  of  light  and  power,       .       .       .       .  f39,515  64 
Balanceto  profit  and  loss,         .       .       .       •      '•       .           9,290  67 

tS9^\b  M  f  39,015  61 
Profit  akd  Loss  Account. 

Dr.  cb. 

Balance  of  electric  manafacturing  account,    .       .       •  f  9,290  67 

Jobbing  account, •  2,309  48 

Other  items  of  income, 79  07 

Interest,     .  .       .       .       .       .       .       .         $9,761  07 

Balance  Jane  30, 1892, 1,928  16 

f  11,679  22  $11,679  22 

WHITMAN  ELECTRIC  COMPANY. 

« 

Assets.. 

Real  estate $218  39 

Steam  plant, 1,900  30 

Electric  plant 6,103  00 

Lines,  meters,  lamps  and  globes, 18,151  96 

Due  for  electric  light  and  power, .       .  730  68 

Carbons  on  hand, 107  50 

Oil  and  waste  on  hand 26  00 

Incandescent  lamps  on  hand, 64  60 

Globes  on  hand, 3  76 

•Other  materials  on  hand, 402  11 

Horses,  wagons,  etc 100  00 

'Sundry  accounts  due  the  company, 181  75 

Office  furniture, 14  00 

iCash  on  hand, 1,383  60 

Total  assets,  as  per  books  of  the  company, $28  387  64 

Liabilities. 

'Capital  stock $20,000  00 

Unpaid  bills, 8,187  72 

Total  liabilities,  as  per  books  of  the  company,         ....  $28,187  72 

Profit  and  loss  balance, 109  92 

$28,387  64 
Manufacturing  Account. 

Dr.  Cr. 

Operating  expenses, $6,628  71 

Income  from  sale  of  light  and  power,      ....  $7,867  84 

other  sources, 69  94 

Balance  to  profit  and  loss, 1,309  07 

$7,937  78  $7,937  78 
Profit  and  Loss  Account. 

Dr.  Ce. 

Balance  June  30,  1891, $1,109  15 

Balance  of  electric  manufacturing  account,      .        .        .  $1,309  07 

Balance  June  30,  1892, 199  92 

$1,309  07  $1,309  07 
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WILLIAMSTOWN  GAS  COMPANY. 

A88BT8. 


^} 


Real  estate, 

Machinery  and  manufacturing  appliances,  ^ $30,214  25 

Street  mains, 

Meters, 310  30 

Due  for  gas, 332  95 

Oii  on  hand, 44  00 

Wood  on  band, ....  105  00 

Other  materials  and  tools  on  hand, 660  04 

Oas  fixtures  on  hand, 71  41 

Sundry  accounts  due  the  company, 138  98 

Cash  on  hand, 83  37 

Investments 2,199  64 


Total  assets,  as  per  books  of  the  company, $34,059  94 

Profit  and  loss  baUnce, 807  75 


$34,867  69 

Liabilities. 

Capital  stock, $20,000  00 

Bonds  issued, 10,000  00 

Notes  payable, 3,603  60 

Unpaid  bills, 214  09 

Interest  due  but  not  paid, 1,050  00 


Total  liabilities,  as  per  books  of  the  company, $34,867  69 


Manufacturiwo  Account. 

Dr.  Cs. 

Operating  expenses, $1,972  83 

Income  flrom  sale  of  gas, $2,706  91 

Balance  to  profit  and  loss, 734  08 


$2,706  91        $2,706  91 


Profit  and  Loss  Accovnt. 


Balance  June  30, 1891,  .... 
Balance  of  gas  manufacturing  account,  . 
Jobbing  account,       .       . 

Bents, 

Interest  paid, 

Kepairs  of  dwelling  house, 

Other  items, 

Balance  June  30, 1892,      .       .       .       . 


Dk. 

Ca. 

$1,125  19 

$734  08 

313  60 

139  50 

722  44 

74  84 

72  46 

807  75 

$1,994  93        $1,994  93 
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WINCHENDON  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

Absetb. 

Steam  plant, f  1,866  76 

Electric  plant, 8,982  68 

Lines,  meters,  lamps  and  globes, 14,741  85 

Dne  for  electric  light  and  power, 338  66 

Oil  and  waste  on  hand, 86  64 

Other  materials  on  hand,  . 237  65 

Unexpired  insurance, 74  48 

Sundry  accounts  due  the  company, 58  37 

Cash  on  hand, 70  60 

Total  assets,  as  per  books  of  the  company, $25,957  59 

Profit  and  loss  balance, 1,217  89 

f27,175l8 
Liabilities. 

Capital  stock, f  12,000  00 

Bonds  issued 9,000  00 

Unpaid  bUU, 6,175  48 

Total  liabilities,  as  per  books  of  the  company, f  27, 175  48 

Manufacturing  Account. 

Dr.  Cs. 

Operating  expenses, f  4,153  38 

Income  from  sale  of  light  and  power,      ....  f3,878  47 

other  sources, 76  68 

Balance  to  profit  and  loss 198  23 

$4,153  38  $4,153  38 
Profit  and  Loss  Account. 

Dr.  cr. 

Balance  June  30,  1891, $886  64 

Balance  of  electric  manufacturing  account,     ...  198  23 

Interest  paid, 133  02 

Balance  June  30, 1892 $1,217  89 

$1,217  89  $1,217"^ 


WOBURN   ELECTRIC  LIGHT  COMPANY. 

Assets. 

Real  estate, $23,666  48 

Steam  plant 30,611  69 

Electric  plant 50,972  29 

Lines,  meters,  lamps  and  globes, 140,536  54 

Patent  rights,     .    • 21,000  00 

Due  for  electric  light  and  power, 4.086  12 

Fuel  on  hand, 646  00 

Carbons  on  hand, 159  00 

Oil  and  waste  on  hand, 66  50 

Incandescent  lamps  on  hand, 502  58 

Globes  on  hand, 28  lr2 
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Other  materUlfl  on  hand,  . )    ^  ^       ^  ...••$  051  00 

Electric  fixtares  oa  hand, .  J 

Hones,  wagons,  etc, 408  10 

Sundry  accounts  dae  the  companj, 6,614  43 

Office  famitore,         .       .               305  60 

Cash  on  hand,   .               ...               588  49 

Notes  receiTable, 8,577  17 

Total  assets,  as  per  books  of  the  company, $293,875  41 

Profit  and  loss  balance, 28  81 

9293,903  72 
Liabilities. 

Capital  stock, $120,000  00 

Bonds  issned, 100,000  00 

Notes  payable, 67,711  40 

Unpaid  biUs, 6,192  82 

Total  liabilities,  as  per  books  of  the  company,        ....  $293,903  72 

Manufactvrino  Account. 

Db.  Ca. 

Operating  expenses, $22,111  33 

Income  firom  sale  of  light  and  power,      ....  $31,724  12 

Balance  to  profit  and  loss, 9,612  79 

$81,724  12  $31,724  12 
Pbofit  and  Loss  Acoocnt. 

Dr.  Cs. 

Balance  Jane  30, 1891 $2,720  76 

Balance  of  electric  mannfactaring  account,             .       .  $9,612  79 

Interest  received, 790  16 

Wiring  account, 2,064  59 

Other  items  of  income, 76  38 

Interest  paid, 9,529  35 

Depreciation, 322  12 

BaUnce  June  30, 1892 28  31 

$12,572  23  $12,57^23 


WOBURN    GAS    LIGHT   COMPANY. 

Assets. 

Real  estate, $9,500  00 

Machinery  and  manufiicturing  appliances, 28,000  00 

Street  mains, 28,522  91 

Meters, 3,000  00 

Due  for  gas, 1,971  47 

Qas  coal  on  hand, 855  00 

Coke  on  hand, 60  00 

Tar, 603  00 

Bnrichers  on  hind, 155  00 

Purifying  materials  on  hand, 28  98 

Stoves  on  hand,         .1 
Oas  fixtures  on  hand,  i 

Office  furniture, 140  25 

Cash  on  hand, 5,447  60 

Investments, 11,800  00 

Total  assets,  as  per  books  of  the  company, $90,315  11 


231  00 
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LlABILITIBS. 

Capital  stock, $40,100  00 

Deposito, 5  00 

Total  liabilities,  as  per  books  of  the  company,         ....  $4.*),  105  00 

Profit  and  loss  balance, 45.210  11 

f90,315  11 
Mani'tacttbing  Accovnt. 

D«.  Cs. 

Operating  expenses, $10,270  54 

Income  from  sale  of  gas, $13,976  26 

residaals, 1,870  00 

other  sources, 25  00 

Balance  to  profit  and  loss, 6,600  72 

$15,871  26  $15,871  26 
Pbofit  and  Loss  Accovmt. 

db.  Cb. 

Balance  June  30, 1891, $42,32160 

Balance  of  gas  manufacturing  account,  ....  5,600  72 

Interest  received, 6r>3  32 

Jobbing  account, 182  47 

Other  items  of  income, 60  00 

Dividends  declared, $3,606  00 

Balance  June  30, 1892 45,210  11 

$48,818  11  $48,818  11 


WORCESTER  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Real  estate, $79,762  07 

Steam  plant, Gi<,37l  88 

Electric  plant, 81.(H)7  07 

Lines,  meters,  lamps  and  globes, 78.775  23 

Due  for  electric  light  and  power, 10,'292  91 

Fuel  on  hand,    . 2,8:)3  65 

Carlx>n8  on  hand, 1,247  12 

Oil  and  waste  on  hand, TtO  12 

Incandescent  lamps  on  hand 662  19 

Glol)es  on  hand, 473  06 

Other  materials  on  hand, 2,352  16 

Electric  fixtures  and  tools. 2,rir2  95 

Iforses,  wagons,  etc., 598  00 

Sundry  accounts  due  the  company, 1,044  27 

Office  furniture, l,.V/2  87 

Cash  on  hand, I4,s;)6  83 

Total  assets,  as  per  books  of  the  company, $346,221  38 

Liabilities. 

Capital  stock $200,000  00 

Bonds  issued, 100.000  00 

Unpaid  bills, 18,322  88 

Total  liabilities,  as  per  books  of  the  company,         ....  $318,322  88 

Profit  and  loss  balance, 27,i>98  50 

$346,221  38 
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MiLNUFAOTURINO  ACCOUNT. 

Dl.  Cl. 

Operating  expenses fM,010  87 

Income  from  smie  of  light  and  power f  102,557  72 

Balance  to  profit  and  loss, 46,647  85 

f  102,567  72    9102,607  72 

Profit  and  Loss  Accoumt. 

Da.  Cm. 

Balance  Jane  30, 1891 f  16,875  47 

Balance  of  electric  manafactoring  account,     .       .       .  46,547  35 

Bents, 265  50 

Dividends  declared, f  16,000  00 

Interest  paid, 3,312  06 

Expense  issuing  bonds, 150  00 

Depreciation, 15,677  66 

Other  items, 650  10 

Balance  June  30, 1892, 27,898  50 

163,688  32      $63,688  32 


WORCESTER  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $141,360  00 

Machinery  and  manufacturing  appliances 216,747  80 

Street  mains, 238,138  81 

Meters 22,308  34 

Due  for  gas, 774  94 

6hs  coal  on  hand, 8,123  24 

Coke  on  hand, 4-50  00 

Tar  on  hand, 4,275  00 

Enrichers  on  hand, 728  10 

Other  materials  on  hand, 5,299  50 

Stoves  on  hand,  •        •  !  i  oaq  qq 

Gas  fixtures  on  band,  i ' 

Cash  on  hand, 1,878  96 

Investments, 3,362  50 

Total  assets,  as  per  books  of  the  company $644,737  19 


Liabilities. 

Capital  stock, $500,000  00 

Notes  payable, 83,000  00 

Deposits 2.037  06 

Unpaid  dividends, 10,136  00 

Total  liabilities,  as  per  books  of  the  company,         ....  $595,173  06 

Profit  and  loss  balance, 49,564  13 

$644,737  19 
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Mamufaotuuno  Accoumt. 

Dk.  Cr. 

Operating  expentei, 9116,930  14 

Income  firomMie  of  gaa f2l  0,025  S5 

residoaU, 18,434  66 

other  Bonroes, 96  50 

Balftnce  to  profit  and  1088, 111,626  67 

9228,556  71    9228,556  71 

Pbofit  and  Lo68  Account. 

Db.  Cr. 

Balance  Jane  30,  1891, 940,042  04 

Balance  of  gaa  mann&ctnring  account,   ....  111,626  57 

Interest  received, 374  28 

Old  bills  collected, 58  27 

DiTidends  declared, 940,000  00 

Interest  paid, 3,008  02 

Constmction  charged  off, 22.225  09 

Depreciation, 37,303  92 

Balance  Jane  30, 1892, 49,564  13 

9152,101  16      9152.101  16 
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APPENDIX    B. 


SPECIAL  REPORT  CONCERNING  THE  BOSTON   GAS 

LIGHT  COMPANY. 


(tommonbtaU^  of  PasiBc^tttts. 


Ofpicb  op  the  Board  of 
Oas  and  Electbio  Light  CoMMistiiONEBa,  March  25, 1892. 

To  the  Honorable  Senate  and  House  of  Representalives. 

We  Lave  the  honor  to  acknowledge  the  receipt,  on  the  twenty- 
sixth  of  February  last,  of  an  order,  of  which  the  following  is  a 
copy :  — 

Ordered^  That  the  Board  of  Gas  and  Electric.  Light  Commissioners 
be  instructed  to  make  a  special  report  to  this  Legislature,  within  thirty 
days  from  the  passage  of  this  order,  as  follows :  — 

1.  Whether  or  not  the  Boston  Gas  Company  has  within  the  past  six 
months  made  any  advances  in  its  charges  for  gas. 

2.  At  what  price  the  Boston  Gas  Company  can  manufacture  gas 
delivered  in  its  holders  and  at  Uie  meters  of  its  consumers  and  pay  divi- 
dends of  eight  per  cent,  on  its  capital  stock,  and  provide  for  all  needed 
renewals  and  extensions  of  its  plant. 

3.  To  what  extent  the  Boston  Gas  Company  is  hiring  the  use  of  pipes 
from  another  corporation  at  an  excessive  rental,  and  to  what  extent  the 
Boston  Gas  Company  is  paying  another  corporation  one  dollar  per 
thousand  feet  for  gas,  which  it  could  manufacture  for  a  less  sum  per 
thousand  feet. 

4.  As  to  whether  the  Bay  State  Gas  Company  diverts  the  surplus 
earnings  of  the  Boston  Gas  Company  into  the  treasury  of  a  foreign 
corporation  known  as  the  Bay  State  Gas  Company  of  Delaware. 

The  Board  of  Gas  anjil  Electric  Light  Commissioners,  for  the  purpose 
of  this  investigation  and  report,  are  hereby  empowered  to  order  the 
production  of  books  and  papers  and  to  compel  the  attendance  of  wit- 
nesses. 

In  reply  we  respectfully  submit  the  following :  — 
Nov.  11,  1887,  the  directors  of  the  Boston  Gas  Light  Company 
authorized  three-year  contracts  at  $1  per  thousand  with  all  con- 
sumers whose  bills  had  theretofore  exceeded  82,000  per  annum. 
Under  this  authority,  contracts  at  this  rate  were  made  with 
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forty-two  consumers,  mostly  managers  of  theatres,  hotels,  rail- 
roads, newspapers  and  large  retail  stores,  by  which,  in  considera- 
tion of  this  rate,  they  bound  themselves  to  purchase  gas  of  the 
Boston  Gas  Light  Company  exclusively,  for  the  period  named. 
All  these  contracts  expired  on  or  about  the  first  day  of  January, 
1891,  but  the  company  continued  to  supply  them  with  gas  at  81 
per  thousand  until  Jan.  1,  1892,  at  which  time  the  price  was 
advanced  to  $1.30  per  thousand  feet. 

These  consumers,  in  the  year  1891,  paid  for  124,394,300  cubic 
feet  of  gas  $124,394.30.  With  the  rate  of  $1.30,  and  the  same 
consumption,  the  bills  would  amount  to  $161,712.59,  an  increase 
of  $37,318.29. 

On  Nov.  28,  1887,  the  directors  voted  that  from  and  after  Jan. 
1,  1888,  a  reduction  of  ten  cents  per  thousand  cubic  feet  be  given 
to  consumers  whose  bills  were  between  $1,000  and  $2,000  per 
annum.  On  April  10,  1889,  it  was  voted  ^*  that  the  rebate  of  ten 
cents  per  thousand  feet  allowed  to  large  consumers  be  continued 
for  the  present,**  No  other  action  has  been  taken  with  reference 
to  this  rebate.  The  last  payments  under  these  votes  were  made 
on  March  24,  1891,  for  consumption  of  1890,  at  which  time  fifty- 
four  consumers  received  rebates  amounting  to  $7,569.42. 

We  know  of  no  other  change  in  rates  during  the  period  named 
in  the  order. 

Referring  to  the  Grst  part  of  the  third  question  we  have  to 
report :  — 

The  Bay  State  Gas  Company  has  laid,  at  their  works  and  in  the 
streets  of  Boston,  15  miles  and  3,070  feet  of  mains,  as  follows  :  — 

15,207  feot  of  80  inch.  6,553  feet  of  10  inch. 

10,297  feet  of  24  inch.  20,540  feet  of    6  inch. 

2,()51  feet  of  20  inch.  13,373  feet  of    4  inch. 

7,550  feet  of  12  inch. 

In  the  opinion  of  the  Board  a  fair  estimate  for  the  cost  of  these 
pipes  is  as  follows  :  — 

For  the  thirty  inch,  $91,800  ;  for  the  twenty-four  inch,  $51,500  ; 
for  all  the  others,  865,200,  or  about  $208,500  in  all. 

On  or  about  July  1,  1889,  the  Boston  Gas  Company  began  to 
use  the  twenty-four  inch  and  twelve  inch  pipes  for  the  purpose  of 
sending  gas  into  the  city.  Late  in  October  of  the  same  year  they 
began  to  use  the  thirty  inch  pipe  from  their  works  to  Shawmut 
Avenue.  Only  a  small  portion  of  the  four  inch,  six  inch  and  ten 
inch  pipes  have  been  used  by  the  Boston  Company. 

For  this  use  they  have  paid  as  follows  to  the  Bay  State  Gas 
Company  of  Massachusetts  :  — 
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Dec.  20, 1889,  for  the  calendar  year  1889,      .        .    $100,000  00 
Oct  31, 1890,  for  the  calendar  year  1890,      .        .      100,000  00 

Total f  200,000  00 

Some  question  has  arisen  in  reference  to  this  last  item,  and 
there  is  some  confusion  in  reference  to  it  in  the  books  of  the 
Boston  Gas  Light  Company. 

The  cash  book  of  this  company  shows  that  on  Oct.  31,  1890, 
$100,000  was  paid  to  the  Bay  State  Company  for  use  of  mains, 
and  this  amount  was  immediately  charged  to  profit  and  loss.  Jane 
80,  1891,  this  entire  amount  was  taken  out  of  profit  and  loss,  and 
charged  to  a  new  account,  **  rent  of  mains,"  opened  for  the  pur- 
pose, upon  the  ground  that  the  rental  was  for  two  years,  and  that 
the  previous  charge  of  this  sum  to  profit  and  loss  was  an  error. 
In  the  return  to  this  Board,  under  date  of  June  30,  1891,  the  full 
sum  of  $100,000  is  included  in  the  assets  of  the  Boston  Company, 
as  though  this  payment  had  been  made  for  a  use  to  be  enjoyed  at 
some  period  wholly  subsequent  to  that  date,  but  it  does  not  appear 
as  a  liability  in  the  return  of  the  Bay  State  Gas  Company  of 
Massachusetts.  This  sum  also  appears,  in  the  same  way,  in  the 
balance  sheet  of  the  Boston  Company  of  Deo.  21,  1891,  but  not 
in  that  of  the  Bay  State  of  Massachusetts  of  that  date. 

The  entries  of  this  transaction  in  the  accounts  of  the  Bay  State 
of  Massachusetts  give  no  indication  of  the  period  for  which  the 
money  was  received,  but  the  receipt  for  this  sum  filed  with  the 
vouchers  of  the  Boston  Company,  and  the  records  of  the  meetings 
of  the  directors  of  both  corporations,  state  clearly  that  this  sum 
of  $100,000  was  in  payment  for  use  of  mains  in  1890. 

In  relation  to  the  purchases  of  gas  referred  to  in  the  last  part  of 
the  third  question,  we  submit  the  following :  — 

The  Boston  Gas  Light  Company  has  purchased  from  the  Bay 
State  Gas  Company  of  Massachusetts  gas  as  follows :  — 

1890. 

From  Jan    1  to  June  30,      .      84,285,000  feet,    at  $1  per  M ,     $84,285 
From  July  1  to  Dec.  31,       .    306,446,000  feet,    at  $1  per  M.,     306,446 


Totol  for  the  year,  .  390,731,000  feet,  at  $1  per  M.,  $390,731 

1H9I. 

From  Jan.  1  to  June  30,  .  319,038,000  feet,  at$lperM.,  $319,038 

From  July  1  to  Dec.  31,  .  470,326,000  feet,  at  $1  per  M.,  470,326 


Total  for  the  year,          .    789,364,000  feet,    at  $1  per  M.,    $789,364 
The  accounts  show  a  rebate  for  gas  bought  during  the  last  six 
months  of 70,000 


Making  the  cost  for  that  period  85.7  cents  per  M.,  and  the  net 
expenditure  for  the  year, $719,364 
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Ill9t. 

Month  of  January,      .        •  91,821,000  feet,    at  |1  per  M.,  $91,821 

Month  of  February,    .        .  76,708,000  feet,    at  f  1  per  M.,  76,708 


Total  for  two  months, .      168,529,000  feet,    at  |1  per  M.,    f  168,529 
This  expenditure  exceeds  that  of  the  first  two  months  of  last 
yeacby f  37,181 

These  prices  were  for  the  gas  delivered  in  the  mains  of  the  Bay 
State  Company  leading  to  the  works  of  the  Boston  Company,  in 
whose  holders  it  was  stored.  If  this  gas  had  been  made  at  the 
works  of  the  Boston  Company,  its  cost  should  not  have  exceeded 
55  cents  per  thousand  feet. 

In  replying  to  the  fourth  question,  a  strict  construction  of  the 
term  ^^ surplus  earnings"  would  probably  include  only  that  sum 
which  remained  after  all  the  expenditures  had  been  met,  including 
interest  and  dividend  charges.  Upon  this  meaning  of  the  terra  it 
appears  that  all  such  earnings  have  remained  in  the  possession  of 
the  Boston  Gas  Light  Company,  invested  in  its  works  or  employed 
in  the  ordinary  conduct  of  its  business. 

The  Board  has  assumed  that  the  inquiry  was  designed  to  have  a 
broader  scope,  and  to  include  all  those  funds  of  the  Boston  Com- 
pany which  may  have  passed  from  it  to  the  Bay  State  of  Delaware 
through  the  Bay  State  of  Massachusetts,  but  to  exclude  any  sums 
which  may  have  passed  otherwise,  directly  or  indirectly,  to  the 
Delaware  Company. 

As  the  income  of  the  Bay  State  of  Massachusetts  has  been 
derived  almost  exclusively  from  its  transactions  with  the  Boston 
Company,  it  is  fair  to  say  that  practically  its  entire  profits  are 
from  the  earnings  of  the  latter  company.  The  Board  has  there- 
fore endeavored  to  answer  the  inquiry  by  ascertaining  what  por- 
tion of  these  profits  has  been  paid  to  the  Bay  State  of  Delaware. 

Some  time  in  the  year  1885,  the  Bay  State  of  Massachusetts,  by 
authority  of  its  directors,  executed  and  delivered  in  part  payment 
for  its  works,  or  plant,  to  be  thereafter  constructed,  a  bond  or 
written  obligation  dated  March  11,  of  that  year,  for  $4,500,000. 
By  the  terms  of  this  obligation  interest  must  be  paid  on  said  sum 
as  often  as  once  in  each  and  every  six  months  from  its  date,  at  a 
rate  equal  to  nine-tenths  of  the  net  profits  of  the  business  of  said 
Bay  State  Gas  Company. 

For  this  reason  the  directors  have  found  it  necessary,  whenever 
declaring  a  dividend  upon  the  8500,000  of  stock,  to  declare 
interest  at  the  same  rate  on  the  $1,500,000  bond. 

The  Bay  State  of  Delaware  is  not  a  holder  of  stock  in  the  Bay 
State  of  Massachusetts,  but  by  assignment  dated  Aug.  13,  1889, 
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it  became  the  sole  owner  of  the  bond,  and  all  payments  of  interest 
have  been  made  directly  to  the  former  corporation. 
Interest  has  been  declared  on  this  bond  as  follows :  — 

Jan.    2,  2  per  cent.,  as  of  Dec.  20, 1889, $90,000 

Oct  80,  2  per  cent,  as  of  Oct  81, 1890, 90,000 

Dec.  18,  3  per  cent, 135,000 

Total  for  the  year, f 316,000 

1891. 

Apr.  29,  2  per  cent, $90,000 

June  15,  3  per  cent, 135,000 

Oct.   29,  IJ  per  cent, 67,600 

Dec.  28,  1 J  per  cent, 67,500 

Total  for  the  year, $360,000 

1999. 

Mar.  14,  2|  per  cent, $112,600 

Cash  payments  on  account  of  this  interest  have  been  made  as 
follows :  — 

1889,  Dec.  31, $90,000  00 

1890,  Nov.  15, 80,000  00 

Dec.  15, 5,000  00 

Dec.  31, 123,000  00 

1891,  May  1, 17,000  00 

May  15, 53,000  00 

June  15, 146.000  00 

Aug.  15, 13,300  00 

Nov.  14, 70,000  00 

Dec.  31, 67,510  50 

1892,  Jan.  6, 4,000  00 

March  19, 112,500  00 

$780,310  60 
Balance  unpaid, 7,189  50 

Total, $787,500  00 

So  far  as  the  Board  is  aware,  no  other  earnings  of  the  Boston 
Company  have  passed  through  the  Bay  State  of  Massachusetts  to 
the  Bay  State  of  Delaware. 

The  inquiry  as  to  price,  numbered  2  in  the  order,  suggests  a 
question  of  much  difficulty,  demanding  for  its  full  and  fair  con- 
sideration a  large  amount  of  careful  investigation. 

The  price  at  which  gas  can  be  supplied,  whether  in  the  holder 
or  at  the  meter,  is  not  a  fixed  and  obvious  price,  in  every  place 
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the  same,  bat  many  items  of  expense  are  so  affected  by  local  con- 
ditions and  the  volume  of  the  business  that  it  is  impossible  to 
exactly  determine  at  what  price  a  company  can  make  and  supply 
its  gas,  without  an  intelligent  and  exhaustive  examination  of  all 
its  affairs. 

The  Boston  Gas  Light  Company  disburses  annnally  nearly  two 
millions  of  dollars  in  many  thousand  transactions,  and  the  time 
allowed  by  the  order  is  much  less  than  the  Board  has  usually  given 
to  the  examination  of  questions  of  a  similar  character,  and  is 
not  sufficient  for  that  careful  study  which  would  be  necessary  in  a 
judicial  determination  on  a  petition  under  the  statute  for  a  reduc- 
tion of  price. 

When  it  is  considered  that  a  change  of  one  cent  in  the  pnce  per 
thousand  feet  causes  a  corresponding  variation  of  more  than 
$14,000  Id  the  income  of  this  company,  the  importance  of  a  care- 
ful study  of  all  the  conditions,  before  absolutely  determining  the 
price  that  is  fair  and  just  to  all  concerned,  becomes  apparent. 

From  computations  based  on  the  statements  in  the  sworn  returns 
made  to  this  Board  by  the  Boston  Company,  for  the  year  ending 
June  30,  1891,  it  appears  that  it  cost  for  coal  86.27  cents  per 
thousand  feet ;  reducing  this  by  the  amount  received  from  residual 
products,  13.09  cents,  leaves  23.18  cents  per  thousand  feet  for 
the  cost  of  coal.  The  amount  of  the  other  items  making  up  cost 
in  the  holder,  including  enrichers,  purification,  wages  at  works 
and  repairs,  was  36.8  cents,  making  a  total  of  almost  60  cents  for 
cost  in  the  holder. 

For  the  cost  from  the  holder  to  the  consumer's  meter,  including 
wages,  main  and  meter  repairs,  directors'  allowances,  salaries, 
office  expenses,  taxes,  claims,  law  expenses  and  incidentals,  the 
amount  was  21  cents,  making  81  cents.  To  this  sum  should  be 
added  about  five  per  cent,  of  the  cost  in  the  holder  for  gas  which 
is  used  in  carrying  on  the  business,  and  that  which  is  invariably 
lost  in  the  process  of  distribution,  commonly  known  as  leakage,  or 
unaccounted-for  gas,  making  a  total  of  84  cents. 

In  the  opinion  of  the  Board  this  amount  of  84  cents  is  too  large, 
and  may  readily  be  reduced  without  embarrassment  to  the  com- 
pany. 

In  the  spring  or  early  summer  of  1890,  the  Boston  Company 
abandoned  its  former  custom  of  buying  coal  directly  from  coal 
companies,  or  their  regular  agents,  and  has  since  then  (with  the 
exception  of  about  1 ,000  tons  bought  of  the  Dorchester  Gas  Light 
Company)  purchased  exclusively  of  the  Bay  State  Gas  Company 
of  Delaware,  at  what  seems  to  be  a  uniform  advance  over  the 
market  price,  and  adding,  for  the  year  to  June  30,  1891,  about 
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$83,700  to  the  cost,  or  about  4  cents  per  thonsand  feet  to  the  cost 
in  the  holder. 

A  different  treatment  of  the  residaal  products  would  probably 
increase  the  revenue  from  this  source,  and  correspondingly  reduce 
the  cost  of  the  gas.  During  the  year  mentioned,  all  the  tar  sold 
from  the  North  End  station  was  marketed  by  the  Bay  State  of 
Massachusetts,  at  a  profit  to  that  company  of  about  $8,000,  or  one 
cent  per  thousand  feet. 

An  important  item  in  the  3G.8  cents  mentioned  above  is  that  of 
enrichers  or  oil.  The  experience  of  other  companies  would  indi- 
cate that  a  reduction  of  two  cents  per  thousand  might  be  made  in 
this  item.  No  special  investigation  has  been  made  of  the  other 
items  looking  to  a  reduction. 

Deducting,  from  the  84  cents  mentioned  as  the  cost  at  the  con- 
sumer's meter,  the  7  cents  just  referred-  to,  leaves  77  cents ;  and 
taking  the  same  amount,  7  cents,  from  the  GO  cents,  leaves  53 
cents  as  a  fair  estimate  of  the  cost  in  the  holder.  The  proper 
amount  needed  to  provide  for  renewals  and  extensions  is  perhaps 
the  most  difficult  of  all  to  accurately  determine,  and  the  one  con- 
cerning which  opinions  would  differ  most  widely.  Very  much 
depends  upon  the  present  condition  of  the  plant  for  generating 
and  distributing,  the  change  of  population  and  output,  and  all  tbe 
engineering  details  of  tbe  business. 

Very  valuable  suggestions  may  be  gathered  from  the  recent 
history  of  the  company.  During  the  fifteen  years  beginning  with 
1877  the  charges  against  income  for  extensions  and  improvements 
have  somewhat  exceeded  $3,300,000,  or  an  average  annual  charge 
of  about  $225,000,  a  little  less  than  16  cents  per  thousand  feet 
on  the  present  output  of  the  company.  But  tbe  period  named 
was  one  of  extraordinary  development ;  it  witnessed  the  construc- 
tion of  the  entire  works  at  Commercial  Point,  with  lai^e  expendi- 
ture for  new  mains  and  a  payment  for  a  part  of  the  land  at  the 
Point. 

No  such  extraordinary  expense  seems  likely  to  be  called  for  in 
the  next  ten  years.  If  the  annual  output  should  be  doubled,  no 
additional  land  purchase  would  be  necessary.  Fair  provision 
could  be  made  for  extensions  and  renewals  with  one- half  the  sum 
named  above,  or  8  cents  per  thousand  feet. 

The  capital  of  the  company,  $2,500,000,  equals  $1.77  for  every 
thousand  feet  of  output,  and  8  per  cent,  on  this  may  be  stated  at 
15  cents  per  thousand.  Adding  these  amounts  to  the  77  cents 
estimated  to  cover  other  items,  we  have  $1  as  a  fair  price  at  which 
gas  may  be  delivered  at  the  consumer's  meter  upon  the  conditions 
described. 
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The  detailed  figures  given  are  based  upon  an  annual  output  of 
about  1,414,000,000  feet.  If,  for  any  reason,  the  Boston  Com- 
pany should  find  it  necessary  to  decline  to  supply  the  Roxbury  and 
Dorchester  companies,  the  cost  of  distribution  would  be  increased 
about  six  cents  because  of  the  reduction  in  output. 

Neither  the  fact  of  the  purchase  of  gas  from  the  Bay  State  of 
Massachusetts  nor  the  price  paid  that  company  has  been  considered 
in  these  estimates.  If  the  Boston  Company  were  to  continue  to 
supply  the  Roxbury  and  Dorchester  companies  without  purchasing 
from  the  Bay  State,  it  would  be  necessary  to  very  soon  increase 
the  capacity  of  the  Commercial  Point  station  at  considerable 
expense. 

If  a  water-gas  plant  were  built,  for  which  the  company  now 
owns  the  rights,  the  cost  of  the  mixed  gas  might  be  somewhat  less 
than  the  above  estimates.  • 

Respectfully  submitted, 

JEREMIAH  W.    COVENEY. 
FORREST  E.  BARKER. 
CHARLES  A.  TOWNE. 
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APPENDIX    C. 


ATTORNEY-GENERAL  ex  rel.  BOARD  OF  GAS  AND 
ELECTRIC  LIGHT  COMMISSIONERS  v.  WALWORTH 
LIGHT  AND  POWER  COMPANY. 

Supreme  Judicial  Court  of  Massachusetts.  Suffolk,  Jane  24, 1892* 

Injunction.  —  Erection  of  Electric  Lines. —  Exclusive  Rights. 

1.  St.  1887,  chapter  382,  section  3,  provides  that  in  any  city 
where  a  company  is  engaged  in  the  *^  manufacture  and  sale  of 
electric  light,  no  other  company  sliall  lay  or  erect  wires  over  or 
under  the  streets,  ...  for  the  purpose  of  carrying  on  its  busi- 
ness, without  the  consent  of  the  mayor  and   aldermen."     Heldj 
in  an  action  for  an  injunction  against  an  electric  light  company, 
that  the  prohibition  extended  to  wires  under  the  streets  laid  by 
<Iefendaut*s   predecessor,  and  now    belonging  to  defendant;    to 
wires  put  up  by  and  belonging  to  defendant  throughout  the  city, 
-even  though  such  wires  where  they  cross  the  streets  were  sold  to 
defendant's  customers  to  evade  the  statute ;  to  wires  put  up  and 
<^wned  by  defendant's  customers  with  intent  to  evade  the  statute. 

2.  In  such  case,  while  the  court  cannot  order  the  wires  of 
p>arties  not  in  court  to  be  taken  down,  it  will  order  defendant  not 
tx>  use  them. 

Report  from  Supreme  Judicial  Court,  Suffolk  County. — Jabies 
M.  Morton,  Judge. 

Application  for  injunction  by  attorney-general  ex  rel.  Board  of 
Cras  and  Electric  Light  Commissioners  against  the  Walworth  Light 
«nd  Power  Company.     Injunction  granted. 

E.  W.  BuRDETT  and  C.  A.  Snow  for  petitioner ;  E.  R.  Champ- 
T.IN  for  defendant. 

HoL&iES,  J.  This  is  an  information  by  the  attorney-general, 
under  St.  1887,  chapter  382,  and  St.  1885,  chapter  314,  section 
13,  to  restrain  the  defendant  from  maintaining  or  using  certain 
wires  over  which  the  defendant  furnishes  electricity  for  lighting. 
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The  defendant  was  incorporated  since  the  passage  of  St.  1887, 
chapter  382.  By  section  3  of  that  act,  **  in  any  city  or  town  in  which 
a  company  is  engaged  in  .  .  .  the  manufacture  and  sale  of 
electric  light,  no  other  company  shall  lay  or  erect  wires  over  or 
under  the  streets,  lanes  and  highways  of  such  city  or  town,  for 
the  purpose  of  carrying  on  its  business,  without  the  consent  of  the 
mayor  and  aldermen,"  etc.  There  were  companies  in  Boston  en- 
gaged in  the  manufacture  and  sale  of  electric  light  at  the  date  of 
the  act,  and  the  defendant  has  not  obtained  the  consent  required 
by  it.  The  wires  in  question  are  of  three  classes :  Firsts  two 
wires  in  a  tunnel  under  Hawley  Street,  laid  without  license  by  a 
predecessor  of  the  defendant,  and  now  belonging  to  the  defendant ; 
second^  wires  put  up  by  the  defendant,  and  still  belonging  to  the 
defendant  throughout  their  entire  length,  except  where  they  cross 
the  streets ;  the  portions  which  cross  the  streets  having  been  sold 
by  the  defendant  to  its  customers,  or  put  up  by  the  defendant  for 
its  customers  in  some  instances,  in  others  having  been  put  up  by 
the  customers,  these  devices  being  intended  by  the  paities  to 
evade  the  statute  ;  thirds  wires  put  up  by  customers,  and  belonging 
to  them,  the  intent  presumably  being  the  same  as  in  the  last  case. 
The  question  is,  whether  these  wires  fall  within  the  statute. 

The  Legislature  may  think  that  a  business  like  that  of  trans- 
mitting electricity  through  the  streets  of  a  city  has  got  to  be  trans- 
acted by  a  regulated  monopoly,  and  tliat  a  free  competition 
between  as  many  companies  and  persons  as  may  be  minded  to  put 
up  wires  in  the  streets,  and  to  try  their  luck,  is  impracticable. 
Without  wasting  time  upon  useless  generalities  about  the  construc- 
tion of  statutes,  it  is  enough  to  say  that  the  statute  before  us  had 
that  consideration  in  view,  and  must  be  construed  accordingly. 
We  agree  that  we  cannot  supply  a  casus  omissus.  But  the  fair 
scope  and  meaning  of  the*  words  used  and  the  number  of  cases 
included  will  vary  more  or  less  according  to  the  purpose  of  the 
act.  To  take  an  example  a  little  different  from  those  before  us, 
we  think  it  plain  that,  if  somebody  else  put  up  a  wire,  and  then  the 
company  bought  it  and  used  it  for  the  business  of  furnishing  and 
selling  electric  light,  the  case  would  be  within  the  meaning  of  the 
words  used,  although  the  company  did  not  erect  the  wire  in  a  lit- 
eral sense,  or  cause  it  to  be  erected.  In  other  words,  the  reason 
why  the  statute  forbids  laying  or  erecting  wires  is  to  preveut  wires 
being  maintained  in  the  streets.  If  they  vanished  as  soon  as 
erected,  the  Legislature  never  would  have  prohibited  the  mere  act 
of  putting  them  there.  But  when  the  Legislature  forbids  erecting 
wires  for  the  express  purpose  of  preventing  their  being  maintained, 
it   impliedly    forbids   their    being   maintained.       We  are   of  the 
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opinion  that  the  case  is  not  changed  by  the  wires  having  been  laid 
by  a  predecessor  who  was  not  within  the  prohibition  of  the  stat- 
ute, if  that  be  the  fact  as  to  the  wires  in  Hawley  Street. 

We  are  of  the  opinion  that  similar  reasoning  applies  with  greater 
force  to  the  use  of  the  second  class  of  wires  by  the  defendant. 
It  seems  to  us  quite  out  of  the  question  to  say  that  a  company 
may  escape  the  prohibition  of  the  statute  by  turning  over  to  a 
customer  so  much  of  each  wire  as  crosses  a  street,  and  then  con- 
tinuing to  use  the  wire.  If  it  is  forbidden  to  erect,  it  is  forbidden 
to  use  wires  which  it  has  erected.  And  it  is  within  the  words  of 
the  act,  as  well  when  it  erects  a  wire  technically,  as  a  servant  of 
its  customer,  with  intent  to  use  the  wire  for  the  purposes  of  its 
business,  but  to  evade  the  act,  as  when  it  erects  it  on  its  own 
behalf.  We  agree  that  we  cannot  order  wires  to  be  taken  down, 
the  owners  of  which  are  not  before  us.  But  we  can  order  the 
defendant  not  to  use  them. 

With  much  more  hesitation  we  have  come  to  the  same  conclu- 
sion about  the  wires  put  up  by  customers.  If  a  use  of  them  by 
the  company  for  the  purposes  of  its  business  is  permitted,  the 
statute  is  made  nugatory  by  an  easy  evasion.  It  was  suggested 
that  in  some  of  these  cases  the  company  did  not  sell  electric  light,, 
because  it  did  not  own  the  device  at  the  customers  end  by  which 
the  electricity  furnished  took  the  form  of  light ;  that  the  company 
only  sold  electricity.  We  think  it  quite  clear  that  the  Legislature 
took  no  such  nice  distinctions,  and  that  a  wire  which  is  prohibited 
when  used  to  furnish  electric  light  is  prohibited  equally  when  used 
to  furnish  electricity  for  the  purpose  of  conversion  into  light  at 
the  end  of  the  wire. 

Injunction  accordingly. 
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APPENDIX    D. 


NEW    LEGISLATION. 

[Chap.  67,  Acts  of  1892.] 

An  Act  to  raise  the   standard  of  the    illuminating   power 

OF    GAS. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  Section  fourteen  of  chapter  sixty-one  of  the  Public 
Statutes,  as  amended  by  chapter  two  hundred  and  fifty  of  the  acts 
of  the  year  eighteen  hundred  and  eighty-six  and  chapter  two 
hundred  and  fifty-two  of  the  acts  of  the  year  eighteen  hundred 
and  ninety,  is  hereby  amended  by  striking  out  in  the  thirteenth 
line  of  said  section,  the  word  *' fifteen",  and  inserting  in  place 
thereof  the  word  :  —  sixteen,  —  so  as  to  read  as  follows  :  — 
Section  14.  The  gas  of  every  company  supplying  more  than  fifty 
consumers  shall  be  inspected  at  least  twice  a  year,  and  one  addi- 
tional inspection  shall  be  made  for  every  six  million  cubic  feet  of 
gas  supplied  by  each  company ;  but  the  gas  of  no  company  shall 
be  inspected  oftener  than  once  a  week.  All  such  inspections 
shall  be  made  by  the  inspector  or  his  assistant,  and  one  fourth  at 
least  of  all  such  inspections  shall  be  made  by  the  inspector.  The 
gas  shall  be  tested  for  illuminating  power  by  means  of  a  disc 
photometer,  and,  during  such  test,  shall  be  burned  from  the  burner 
best  adapted  to  it,  which  is  at  the  same  time  suitable  for  domestic 
use,  and  at  as  near  the  rate  of  five  feet  per  hour  as  is  practicable. 
When  the  gas  of  any  company  is  found  on  three  consecutive 
inspections  to  give  less  light  than  sixteen  standard  English  candles, 
or  to  contain  more  than  twenty  grains  of  sulphur  or  ten  grains  of 
ammonia  per  hundred  cubic  feet  of  gas,  or  any  sulphuretted  hydro- 
gen, a  fine  of  one  hundred  dollars  shall  be  paid  by  such  company 
to  the  city  or  town  supplied  by  it.  Wlien  during  the  test  the  con- 
sumption of  gas  varies  from  five  feet  per  hour,  or  the  candle  from 
one  hundred  and  twenty  grains  per  hour,  a  proportionate  correc- 
tion shall  be  made  for  the  candle  power. 

Sect.  2.  This  act  shall  take  effect  ui)on  its  passage.  \_Ap' 
proved  March  15^  1892. 
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[Chap.  259,  Acts  or  1892.] 

An  Act  requiring  certain  returns  to  be  made  to  the  board 
of  gas  and  electric  light  c030iissioners . 

Be  it  enacted^  etc,^  as  follows: 

Section  1.  Whenever  any  town,  or  the  city  coancll  of  any 
city,  shall  vote  upon  the  acceptance  of  the  provisions  of  section 
one  of  chapter  three  hundred  and  seventy  of  the  acts  of  the  year 
eighteen  hundred  and  ninety-one,  the  clerk  of  such  city  or  town 
shall  forthwith  forward  to  the  board  of  gas  and  electric  light  com- 
missioners a  certiGed  abstract  of  so  much  of  the  records  of  said 
city  council  or  town  as  pertains  to  the  acceptance  of,  or  refusal  to 
accept,  the  provisions  of  said  section  one. 

Sect.  2.  Whenever  in  any  city  or  town  the  votes  contemplated 
by  sections  two  or  three  of  said  chapter  three  hundred  and 
seventy  have  been  passed,  and  any  subsequent  votes  are  passed 
relative  to  establishing  or  purchasing  a  plant,  or  to  reconstructing, 
extending  or  enlarging  the  same,  or  for  the  issue  of  bonds  on 
account  of  the  same,  or  concerning  in  any  way  the  management 
or  conduct  thereof,  or  whenever  any  city  or  town  shall  adopt  any 
ordinance  or  by-law  concerning  such  plant,  the  clerk  of  said  city 
or  town  shall  within  ten  days  after  the  passage  of  such  vote,  or 
the  adoption  of  such  ordinance  or  by-law,  forward  to  the  board  of 
gas  and  electric  light  commissioners  a  certified  copy  of  every  such 
vote,  by-law  or  ordinance. 

Sect.  3.  Whenever  any  city  or  town  engaged  in  the  business 
of  selling  gas  or  electric  light,  or  both,  to  persons  or  coi*porations, 
shall  fix  or  change  the  price  of  such  light,  the  manager  of  gas  or 
electric  light  in  such  city  or  town  shall  send  to  the  board  of  gas  and 
electric  light  commissioners  a  certified  copy  of  the  notice  announc- 
ing such  price  or  change. 

Sect.  4.  Whenever  a  clerk  of  a  city  or  town,  or  the  manager 
of  gas  or  electric  light,  fails  or  neglects  to  comply  with  the  pro- 
visions of  this  act  be  shall  forfeit  for  each  offence  a  sum  not 
exceeding   twenty-five  dollars. 

Sect.  5.  The  provisions  of  this  act  and  of  section  nine  of  said 
chapter  three  hundred  and  seventy,  concerning  books  and  accounts 
and  returns,  shall  apply  to  any  city  or  town  authorized  by  special 
act  to  construct,  purchase,  lease,  establish  or  maintain  within  its 
limits  a  plant  for  furnishing  gas  or  electric  light  for  municipal  use 
or  for  the  use  of  any  of  its  inhabitants.     \^Approved  May  6*,  1892. 
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[Chap.  263,  Acts  op  1892  ] 

An  Act  relating  to  returns  to  be  biade  to  the   board  of 

GAS   and    electric   LIGHT   COMMISSIONERS. 

Be  it  enacted^  etc.^  as  follows : 

Section  1.  Each  gas  or  electric  light  compaDy  neglecting  to 
make  the  annual  return  to  the  board  of  gas  and  electric  light  com- 
misBioners,  as  required  by  law,  on  or  before  the  second  Wednes- 
day of  September  in  any  year,  shall  forfeit  in  each  case  for  such 
neglect,  as  follows :  for  the  first  fifteen  days  or  any  portion 
thereof,  five  dollars  a  day ;  for  the  second  fifteen  days  or  any 
portion  thereof,  ten  dollars  a  day ;  and  for  each  and  every  day 
thereafter  while  such  neglect  shall  continue,  not  exceeding  fifteen 
dollars  a  day ;  and  if  any  company  unreasonably  refuses  or 
neglects  to  make  such  report  or  return  it  shall  forfeit  for  every 
such  refusal  or  neglect  a  sum  not  exceeding  five  hundred  dollars. 

Sect.  2.  All  forfeitures  recovered  under  section  one  of  this 
act  shall  be  paid  into  the  treasury  of  the  Commonwealth  and 
applied  towards  the  payment  of  the  expenses  of  said  board  of 
commissioners.     {^Approved  May  6y  1892. 


[Chap.  274,  Acts  op  1892.] 

An  Act  placing   ukstuictions   upon  the  erection  of   electric 

light  wires. 
Be  it  enacted,  clc,  as  follows: 

Section  1 .  Section  three  of  chapter  three  hundred  and  eighty- 
two  of  the  acts  of  the  year  eighteen  hundred  and  eighty-seven  is 
hereby  amended  by  striking  out  all  after  the  word  *'in",  in  the 
second  line  of  said  section,  and  inserting  in  place  thereof  the  fol- 
lowing words :  —  tlie  manufacture  and  sale  of  electric  light,  no 
other  person,  firm  or  corporation  shall  lay,  erect,  maintain  or  use, 
over  or  under  the  streets,  lanes  and  highways  of  such  city  or 
town,  any  wires  for  use  in  conveying  electricity  for  lighting,  with- 
out the  consent  of  the  mayor  and  aldermen  of  such  city,  or  select- 
men of  such  town,  after  a  public  hearing  and  notice  to  all  parties 
interested,  —  so  as  to  read  as  follows  :  —  ^Section  3.  In  any  city 
or  town  in  which  a  company  is  engaged  in  the  manufacture  and 
sale  of  electric  light,  no  other  person,  firm  or  cori)oration  shall 
lay,  erect,  maintain  or  use,  over  or  under  the  streets,  lanes  and 
highways  of  such  city  or  town,  any  wires  for  use  in  conveying 
electricity  for  lighting,  without  the  consent  of  the  mayor  and 
aUlennen  of  such  city,  or  selectmen  of  such  town,  after  a  public 
hearing  and  notice  to  all  parties  interested. 

Skct.  2.  This  act  shall  take  effect  upon  its  passage.  [-:1;>- 
proved  May  6',  lSi^2, 
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APPENDIX    E. 


GENERAL  INSTRUCTIONS  REGARDING  THE  BOOKS 
AND  ACCOUNTS  TO  BE  KEPT  BY  TOWNS  AND 
CITIES  OWNING  ELECTRIC  LIGHT  PLANTS. 

[Adopted  ander  the  provisions  of  Chapter  370,  Acts  of  1891,  and  Chapter  259,  Acts 

of  1892.] 

The  general  books  of  the  electric  works  shall  consist  of  cash 
book,  journal  and  ledger.  Cash  transactions  may  be  carried 
through  the  journal  or  posted  directly  from  the  cash  book  into  the 
ledger,  at  the  option  of  the  book-keeper. 

Such  supplementary  books  may  be  kept  as  shall  be  needed  to 
give  the  information  required  in  the  annual  returns. 

Accounts. 

The  ledger  accounts  shall  show  :  — 
Cost  of  real  estate. 
Cost  of  steam  plant. 
Cost  of  electric  plant. 
Cost  of  lines  and  lamps. 

Appropriations  on  account  of  the  works  and  business. 
Bonds  issued. 
Notes  payable. 
Notes  receivable. 
Resen'ed  funds. 
Depreciation  funds. 
Sinking  funds. 
Cash. 
Interest. 
Materials. 

Shop  (or  jobbing)  account. 
All  amounts  receivable  and  payable  on  account  of  the  works 

and  business. 
Income  from  all  sources. 
Expenses  of  every  class. 
Manufacturing  account. 
Profit  and  loss. 
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Real  Estate. 

This  accoant  shoald  be  debited  with  the  cost  of  the  land  and  the 
baildings  or  other  permanent  structures  thereon. 

Steam  Plant. 

This  account  should  be  debited  with  the  cost  in  place,  ready 
for  use,  of  the  engines,  boilers,  shafting,  belting  and  other  appur- 
tenances of  the  steam  plant. 

Electric  Plant. 

This  account  should  be  debited  with  the  cost  in  place,  ready  for 
use,  of  the  dynamos,  switch-boards,  electric  regulating  and  meas- 
uring devices  affixed  to  the  building,  all  wiring  and  other  electric 
construction  in  the  station. 

Electric  Lines. 

This  account  should  be  debited  with  the  cost  of  all  materials  and 
labor  for  construction  of  outside  pole  or  underground  lines,  except 
where  such  construction  is  upon  private  property,  for  individual 
use  exclusively. 

Arc  Lamps. 

The  cost  of  all  arc  lamps  owned  by  the  town  and  the  cost  of  the 
original  installation  of  the  same  upon  the  street  lines  should  be 
debited  to  this  account. 

Incandescent  Town  Lamps. 

This  account  should  be  debited  with  the  cost  for  incandescent 
lamps,  fittings  and  labor  thereon  when  originally  installed  upon  the 
street  lines  and  in  the  buildings  owned  and  used  by  the  town. 
This  account  must  not  include  the  cost  of  incandescent  lamps  for 
commercial  or  domestic  lighting,  or  any  expense  for  renewals  or 
repairs  of  the  lamps  charged  to  this  account. 

Inside  Wiring. 

This  account  should  be  debited  with  the  cost  of  labor  and  all 
materials  used  for  all  installations  of  lamps  upon  private  property 
for  private  use,  except  where  such  cost  is  included  in  Shop  (or 
Jobbing)  account.  No  repairs  or  rearrangement  of  such  installa- 
tions should  be  charged  to  this  account. 

Whore  a  town  purchases  an  existing  plant  for  a  gross  sum,  each 
of  the  foregoing  accounts  must  be  opened  and  debited  with  a  fair 
share  of  the  total  amount  paid. 
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Appropriation  Account. 

Whenever  an  appropriation,  to  be  included  in  the  regular  tax 
levy,  is  made  by  the  town  or  city  for  new  construction,  it  should 
be  immediately  credited  to  this  account,  and  charged  to  Cash. 

At  the  close  of  the  fiscal  year  of  the  municipality  if  the  unex- 
pended balance  of  such  appropriation  must  be  covered  back  into 
the  treasury  for  any  purpose,  or  for  any  reason  becomes  then 
unavailable  for  the  use  of  the  electric  works,  such  balance  must  be 
debited  to  this  account  and  credited  to  Cash. 

Bonds. 

All  bonds  issued  by  the  town  or  city  on  account  of  the  construc- 
tion or  purchase  of  the  works  should  be  credited  to  this  account. 
All  amounts  paid  on  account  of  such  bonds  will  be  debited  to  this 
account,  so  that  the  balance  will  always  show  the  amount  of  bonds* 
outstanding. 

Bond  Appropriation. 

Whenever  an  appropriation,  to  be  included  in  the  regular  tax 
levy,  is  made  specifically  as  a  contribution  to  the  electric  sinking 
fund,  or  for  the  payment  direct  of  any  portion  of  the  electric 
works  bonds  or  notes,  such  appropriation,  or  any  portion  thereof, 
when  used,  must  be  credited  to  this  account. 

Notes  Payable. 

This  account  must  include  all  temporary  notes  authorized  by  the 
town  and  issued  for  any  purpose  connected  with  the  works. 

Sinking  Fund  Commission. 

Whenever  an  appropriation,  to  be  included  in  the  regular  tax 
levy,  is  made  for  a  contribution  to  the  sinking  fund,  such  appro- 
priation, when  available,  must  be  debited  to  this  account ;  also 
the  income  from  all  investments  of  sinking  funds  and  all  sums 
paid  by  the  electric  works  into  the  liands  of  the  commissioners  of 
sinking  funds.  When  any  portion  of  the  indebtedness,  on  account 
of  which  the  sinking  fund  was  created,  is  paid,  it  must  be  credited 
to  this  account. 

Sinking  Fund  Account. 

When  any  sura  is  reserved  or  set  aside  out  of  the  profits  for  the 
benefit  of  the  sinking  fund,  it  must  be  debited  to  Profit  and  Loss 
and  credited  to  this  account. 
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Depreciation  Fund. 

When  it  is  deBired  to  establish  such  a  fund  oat  of  the  profits  of 
the  business,  any  sams  set  aside  for  the  purpose  will  be  debited 
to  Profit  and  Loss  and  credited  to  this  account. 

Whenever  an  appropriation,  to  be  included  in  the  regular  tax 
levy,  is  made  for  extraordinary  repairs,  such  appropriation  must 
be  credited  to  a  special  appropriation  account  and  the  cost  of  such 
repairs  debited  to  Depreciation  Fund  account. 

Any  amounts  charged  off  for  reduced  valuation  of  plant  must 
be  debited  to  profit  and  loss  and  credited  to  the  proper  construc- 
tion accounts. 

Reserved  Fund. 

Any  sums  reserved  or  set  aside  out  of  profits  as  a  reserve  gener- 
ally or  for  any  purpose  not  embraced  in  the  foregoing  accounts 
must  be  debited  to  Profit  and  Loss  and  credited  to  this  account. 

Cash  (or  Town  Treasury). 

All  appropriations  included  in  the  regular  tax  levy,  except  for 
sinking  fund,  must  be  debited  to  this  account,  and  all  unexpended 
balances  of  such  appropriations,  which  at  the  close  of  the  muni- 
cipal year  must  be  covered  back  into  the  town  or  city  treasury, 
or  for  any  reason  become  then  unavailable,  must  be  credited  to  this 
account  and  debited  to  the  proper  appropriation  account. 

Interest  Account. 

This  account  should  include,  in  detail,  all  interest  paid  or 
received  on  account  of  the  works,  directly  or  indirectly  (except 
where  interest  on  investments,  as  sinking  funds,  reserved  funds, 
etc.,  is  passed  directly  to  such  funds  as  an  increase  thereof) .  This 
account  should  be  closed  at  the  end  of  the  year  by  transfer  of 
totals  to  Profit  and  Loss  account. 

Materials. 

All  wires,  poles,  arc  lamps,  fittinjrs  and  other  supplies,  except 
fuel,  carbons,  oil  and  waste,  globes  and  incandescent  lamps, 
should,  when  purchased,  ))e  cliarj^ed  to  this  account  (which  may 
be  subdivided  into  several  accounts  if  the  book-keeper  prefers) . 
When  any  of  the  materials  are  used^  the  value  thereof  should  be 
transferred  to  the  debit  of  the  particular  account  for  which  the 
same  are  used,  and  be  credited  to  this  account.  When  materials, 
either  old  or  new,  are  sold,  the  proceeds  should  be  credited  to  the 
account  to  which  such  materials  stood  charged  when  sold. 

At  the  close  of  the  year  an  inventory  should  be  taken  of  mate- 
rials on  hand,  and  the  amount  thereof  credited  to  this  account  and 
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carried  forward  to  new  account  as  an  asset,  and  the  balance  of  the 
account  carried  to  Manufacturing  account  or  to  Profit  and  Loss. 

Where  supplies  are  purchased  only  as  wanted  for  immediate  use, 
the  cost  of  the  same  may  be  charged  directly  to  the  account  for 
which  used,  and  no  inventory  be  carried  into  the  books  at  the 
closing  of  the  accounts. 

Shop  (or  Jobbing)  Account. 

Where  buildings  are  wired,  fixtures  put  in  or  repaired,  or  other 
work  done,  to  be  paid  for  by  customers,  this  account  should  be 
debited  with  the  cost  of  all  labor  and  materials  used,  and  credited 
with  all  sums  received  from  or  chai*ged  to  individuals  for  such 
work.  The  balance  of  the  account  should  be  transferred  to  Profit 
and  Loss  account. 

No  labor  or  material  used  in  repairs  of  the  electric  plant  should 
be  charged  to  this  account. 

Manufacturing  Account. 

At  the  close  of  the  year  the  vanous  expense  accounts  should  be 
closed  by  transfer  to  the  debit  of  this  account,  which  is  to  be 
credited  with  the  several  items  of  income  arising  from  the  manu- 
facture and  sale  of  electric  light  and  power.  Whenever  an  appro- 
priation, to  be  included  in  the  regular  tax  levy,  is  made  for  the 
ordinary  maintenance  or  operation  of  the  plant,  the  entire  appro- 
priation in  proper  montlily  instalments  must  be  credited  to  this 
account.  At  the  end  of  the  fiscal  year  of  the  municipality  any 
unexpended  portion  of  such  appropriation,  not  available  for  'the 
purposes  of  the  succeeding  year,  must  be  debited  to  this  account. 
This  account  must  be  closed  by  the  transfer  of  the  balance  to 

Profit  and  Loss. 

Profit  and  Loss. 

This  account  should  show  :  — 

Balance  brought  forward  from  previous  year. 

Balance  of  manufacturing  account. 

Interest  paid. 

Interest  received. 

Charges  for  reserved  and  depreciation  funds. 

Income  from  sinking  funds  invested. 

Depreciation  of  plant. 

Bond  premiums. 

Bond  payments  out  of  profits. 

Items  of  income  or  expense  not  belonging  to  the  operations 

of  the  current  year. 
Other  items  charged  and  credited,  in  detail. 
Balance  carried  forward  to  next  year. 
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Inoome  from  investmenta  and  reserved  fands  should  also  go  to- 
the  credit  of  Profit  and  Loss  accoant,  except  when  credited 
directly  to  snch  funds  as  an  increase  thereof. 

Balai^ce  Sheet. 

The  annual  balance  sheet  required  by  the  commissioners  most 
include,  in  the  item  of  ^^  unpaid  bills,"  all  debts  incurred  remain- 
ing unpaid  at  the  end  of  the  year.  Any  coupons  due  and  not  paid 
at  the  end  of  the  year  should  also  appear  as  a  liability.  The 
sheet  must  also  include  all  inoome  earned  but  not  collected,  and 
all  other  sums  due  the  company  at  the  end  of  the  year. 

A  careful  inventory  must  be  taken  of  all  materials  and  supplies 
on  hand  on  the  thirtieth  day  of  June  in  every  year,  that  being  the 
date  on  which  the  statute  requires  the  accounts  to  be  closed. 

Income  Accounts. 
Consumers'  account :  — 

Should  be  debited  (and  manufacturing  account  be   credited) 

at  the  end  of  each  week,  month  or  quarter,  according  as 

bills  are  rendered,  with  the  aggregate  amount  of  bills  for 

electric  light  and  power  sold,  and  be  credited,  from  time  to 

time,  with  all  sums  received  in  settlement  of  sucli  bills,  so 

that  the  account  shall  always  show  the  amount  due  for 

electricity  supplied.     When  a  discount  for  prompt  payment 

is  made,  only  the  net  rate  should  be  entered  in  this  account, 

and    any   excess   eventually  cx)llected  carried  to  a  special 

account,  or  directly  to  manufacturing  account. 

Rent  of  motors  and  fixtures  :  — 

This  account  should  show  all  suras  charged  for  the  use  of 
motors  or  fixtures  belonging  to  the  town  or  city  and  rented 
to  consumers,  but  must  not  include  any  sums  charged  con- 
sumers for  light  or  power.  This  account  will  be  closed  at 
the  end  of  the  year  by  transfer  to  manufacturing  account. 

Rent  of  meters  :  — 

This  account  should  show  all  sums  charged  for  the  use  of  meters 
belonging  to  the  town  or  city  and  rented  to  consumers. 

In  order  to  readily  and  accurately  answer  the  questions  in  the 
fonii  adopted  by  the  Board  for  the  annual  return,  these  accounts 
should  be  kept  so  as  to  show  separately  the  amounts  received 
from  :  — 

Commercial  arc  lights. 
Commercial  incandescent  lights. 
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Domestic  incandescent  lights. 
Electric  motors. 
Rent  of  meters. 
Rent  of  motors. 

Expense  Accounts  j^ 

In  order  to  correctly  report  the  various  items  of  expenses  which 
will  be  called  for  in  the  annual  return,  they  should  be  separated 
into  the  following  accounts,  viz. :  — 


1. 

Fuel. 

2. 

Carbons. 

3. 

Oil  and  waste. 

4. 

Incandescent  lamps. 

5. 

Globes. 

6. 

Water. 

7. 

Station  wages. 

8. 

Real  estate  repairs. 

9. 

Steam  plant  repairs. 

10. 

Electric  plant  repairs. 

11. 

Repairs  of  lines  and  lamps. 

12. 

Station  tools  and  appliances. 

13. 

Distribution  wages. 

14. 

Distribution  tools  and  appliances. 

15. 

General  salaries. 

16. 

Committee  expenses. 

17. 

General  office  expenses. 

18. 

Rents. 

19. 

Insurance. 

20. 

Law  expenses. 

21. 

Claims. 

22. 

Bad  debts. 

23. 

Incidentals. 

The  several  expense  accounts  must  be  closed  at  the  end  of  the 
year  by  transfer  to  debit  of  Manufacturing  account. 
Expense  accounts  are  to  be  kept  as  follows,  viz. :  — 

1.  Fuel:  — 

This  account  must  be  debited  at  the  beginning  of  the  year 
with  the  value  of  fuel  on  hand,  and  after  that  with  the  cost 
of  all  purchased,  including  freight  and  all  other  expenses 
incurred  in  the  delivery  of  the  same.  At  the  close  of  the 
year  the  account  must  be  credited  with  the  value  of  the  fuel 
on  hand,  so  that  the  balance  will  represent  the  actual  cost 
of  fuel  used. 
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2.  Carbons :  — 

This  account  must  be  debited  at  the  beginning  of  the  year 
with  the  value  of  all  carbons  on  hand,  and  after  that  with 
the  cost  delivered  at  the  station  of  all  purchased,  and  be 
credited  at  the  «nd  of  the  year  with  the  value  of  all  on  hand, 
so  that  the  balance  will  represent  the  actual  cost  of  car- 
bons used  during  the  year. 

8.  Oil  and  waste. 

4.  Incandescent  lamps. 

5.  Globes :  — 

These  accounts  must  be  opened  and  kept  in  the  manner  pre- 
scribed for  fuel  and  carbons. 

Accounts  4  and  5  do  not  include  any  of  the  cost  for  original 
installation  of  street  lamps. 

6.  Water:  — 

To  show  the  cost  of  water  used  during  the  year. 

7.  Station  wages  :  — 

This  account  should  include  all  wages  for  labor  at  the  station 
except  labor  for  repairs. 

8.  Real  estate  repairs  :  — 

To  include  all  expenditures  for  materials  and  labor  in  the 
general  repairs  and  maintenance  of  the  real  estate. 

9.  Steam  plant  repairs  :  — 

To  include  all  expenditures  for  materials  and  labor  in  the 
general  repairs  and  maintenance  of  the  steam  plant,  includ- 
ing shafting  and  belting. 

10.  Electric  plant  repairs  :  — 

To  include  all  expenditures  for  materials  and  labor  in  the 
general  repairs  and  maintenance  of  the  electrical  plant  at 
the  station. 

11.  Repairs  of  lines  and  lamps  :  — 

To  include  all  expenditures  for  materials  and  labor  in  the 
general  repairs  and  maintenance  of  the  lines  and  lamps 
outside  of  the  station,  but  not  to  include  anything  for  re- 
newal of  incandescent  lamps. 

12.  Station  tools  and  appliances  :  — 

This  account  should  be  debited  at  the  beginning  of  the  year 
with  the  value  of  all  tools,  apparatus,  furniture  and  other 
movable  appliances  in  use  at  the  station  and  not  included 
in  the  foregoing  accounts ;  also  with  the  cost  of  all  pur- 
chased, and  be  closed  and  carried  forward  like  fuel  account. 
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13.  Distribution  wages :  — 

To  include  all  wages  for  the  care  of  lights  and  meters,  clerical 
labor  in  this  department,  and  salary  or  commission  for  col- 
lector. 

14.  Distribution  tools  and  appliances  :  — 

This  account  should  include  all  tools  and  other  appliances 
used  in  connection  with  the  care,  repairs  and  maintenance 
of  the  lines,  meters,  lamps  and  motors,  and  should  be  kept 
as  required  for  station  tools  and  appliances  (12). 

The  cost  of  repairs  and  supplies  for  teams  used  by  trimmers, 
inspectors  or  line  men  (except  such  portion  as  properly 
belongs  to  repairs  of  lines) ,  should  also  be  debited  to  this 
account.  The  cost  of  horses  and  wagons  owned  by  the 
town  or  city  and  purchased  or  used  solely  or  principally 
for  the  electric  light  business  may  be  debited  to  this  ac- 
count, and  should  be  carried  forward  at  the  closing  of  the 
books  at  their  fair  value. 

If  not  included  in  this  account,  the  cost  of  all  such  horses  and 
wagons  must  be  debited  to  a  separate  account,  which,  at 
the  end  of  the  year,  after  being  credited  with  the  fair  value 
of  those  on  hand,  must  be  closed  into  Distribution  tools 
and  appliances  account. 

15.  General  salaries  :  — 

To  include  salaries  of  general  superintendent  or  manager  and 
of  clerks  and  messengers  not  included  in  other  accounts. 

16.  Committee  expenses  :  — 

To  include  all  travelling  or  other  expenses  and  the  compen- 
sation of  all  committees  making  investigation  concerning 
electric  lighting  matters ;  also  all  fees  paid  auditors  specifi- 
cally for  examination  of  accounts  of  the  business. 

17.  General  office  expenses:  — 

To  include  printing,  postage,  stationery  and  all  other  items 
of  office  expense  pertaining  to  the  electric  business  and 
not  charged  in  the  preceding  accounts. 

18.  Rents:  — 

To  include  rent  of  any  real  estate  used  in  connection  with 
the  works  or  business  and  not  owned  by  the  town  or  city. 

19.  Insurance :  — 

To  include  fire  insurance  on  buildings,  machinery,  coal  and 
other  electric  property ;  also  boiler  or  other  insurance. 
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20.  Law  expenses:  — 

To  indude  any  expense  in  this  direction  incnrred  on  aocoont 
of  the  electric  works. 

21.  Claims:  — 

To  include  all  sums  paid  in  settlement  of  suits  or  claims 
against  the  town  or  city  for  injuries  to  persons  or  property 
on  account  of  the  plant  or  its  operation. 

22.  Bad  debts:  — 

To  include  only  overdue  bills  of  the  current  year  not  likely 
to  be  paid,  but  not  to  include  any  sum  as  an  estimate  of 
what  may  prove  bad  in  the  future.  Bad  debts  which  have 
accrued  in  any  year  prior  to  that  in  which  they  are  charged 
off  should  go  directly  to  the  debit  of  Profit  and  Loss. 

28.  Incidentals:  — 

To  include  only  such  items  as  cannot  be  readUy  apportioned 
to  other  accounts. 
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APPENDIX    F. 


FORM  ADOPTED  FOR  TOWN  RETURNS, 


Conmumbealt^  of  Pnssncbusrtts. 


Office  of  the  Board  op  Gas  and  Electric  Light  Commissionbbs, 

No.  13  Beacon  Strebt,  Boston,  June    ,  1892. 

To  the  Selectmen  and  Managers  of  Electric  Light  in  the  Several  Towns 
in  this  Commonwealth  operating  Electric  Light  Plants. 

These  blanks  for  the  Annaal  Returns  are  sent  in  duplicate,  one 
to  be  filled  out,  sworn  to,  and  returned  to  this  Board  on  or  before 
September  14,  1892.  On  the  other  blank,  a  copy  of  the  return 
should  be  made  and  retained  by  the  selectmen  or  manager  for 
future  reference.  The  Returns  are  for  the  year  ending  June  80, 
1892. 

The  Returns  should  be  made  in  accordance  with  the  General 
Instructions  regarding  books  and  accounts,  and  especial  attention 
should  be  given  to  Expenses,  Income  and  Balance  Sheet,  which 
must  be  an  exact  transcript  from  the  books  of  the  Company  at  the 
close  of  business  June  30,  1892. 

Read  carefully  the  various  explanatory  foot-notes  and  Oeneral 
Instructions. 

When,  from  any  cause,  it  is  not  possible  to  answer  any  particu- 
lar question,  the  space  designed  for  the  answer  should  be  filled 

with  a  dash  ( ) ,  to  indicate  that  the  question  has  not  been 

overlooked. 

ISpecial  attention  is  called  to  the  legislation  in  regard  to  the 
Accounts  and  Returm*^  as  printed  on  the  third  page  of  the  cover. 

Any  inquiries,  or  other  communications  in  relation  to  the 
Returns,  should  be  addressed  to  this  office. 

Per  order  of  the  Board  of  Gas  and  Electric  Light  Commissioners, 

WALTER  S.  ALLEN,  Clerk. 
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RETURN     OF     THE     TOWN    OF TO    THE 

BOARD    OF    GAS    AND    ELECTRIC    LIGHT  COMMIS- 
SIONERS OF  MASSACHUSETTS, 

For  the  Year  Ekdinq  June  30,   1892. 


Name  of  town. 

Dates  of  votes  in  acceptance  of  the  provisions  of  section  1  of  chapter 
870  of  the  Acts  of  1891, 

Record  of  votes:  — 

First  vote :  Yes,        No,        .    Second  vote :  Yes,        No, 

Date  when  town  began  to  operate  electric  plant, 

Date  when  town  began  to  sell  electric  light. 

Name  and  post-office  address  of  manager  of  electric  light. 

Name  and  post-office  address  of  town  treasurer, 

Name  and  post-office  address  of  town  clerk, 

Names  and  post-office  addresses  of  sinking  fund  commissioners, 

Name  and  post-office  address  of  treasurer  of  sinking  fund, 

Was  an  electric  lighting  plant  located  in  the  town,  or  were  electric 
lights  supplied  to  the  town  or  any  of  the  residents  therein  by  a  private 
corporation,  firm  or  person  before  or  at  the  time  when  the  town  pur- 
chased an  electric  lighting  plant  for  its  own  use  ? 

Did  the  to\\Ti  acquire  such  plant  or  any  portion  of  it,  or  did  it  pur- 
chase and  install  a  new  and  independent  plant? 

Total  valuation  of  estates  in  town  according  to  last  State 
valuation, I 

Appropriations. 

(Included  in  tbe  regalar  tax  levies.) 
For  construction  or  purchase  of  plant : 


♦At 

meeting 

189 

♦At 

meeting 

189 

♦At 

meeting 

189 

Total, 


For  specific  extraordinary  repairs  or  alterations : 
♦At  meeting  189     , 

♦At  meeting  189     , 


Total, I 

*  Date  of  meeting,  and  whether  annual  or  special. 
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For  sinking  fund : 
*At  meeting 

*At  meeting 


189    , 
189    , 


Total, 


For  account  of  bonds  or  notes : 
•At  meeting  189 

•At  meeting  189 


Total, 


For  cun-ent  maintenance  or  operation  of  plant : 
•At  meeting  189    , 

•At  meeting  189    , 


Total, 


t 


Total  appropriations  other  than  for  maintenance  and  operation,  | 


Bonds. 

Wh«n 
Aathortzed.* 

Date  of  iMae. 

When  Dae. 

Rate 
of  Interest. 

ItMied  for 
What. 

Amount 
Ontatanding. 

■ 

1 

Town  Notes  Outstanding  June  30,  1892. 
(Issued  on  accoant  of  electric  lighting.) 

When 
Anthorized.* 


Datcofluae. 


When  Dae. 


Rate 
of  Interest. 


Iiitaed  tor 
What. 


Amoant 
Outstanding. 


Amount,  at  par,  of  bonds  issued  prior  to  June  30, 1^91,     .        .  I 

Amount  received  from  same  at  sale, f 

Amount,  at  par,  of  bonds  issued  during  year  ending  June  30, 

1892, « 

Amount  received  from  same  at  sale, I 

Sinking  Funds. 


Wbu  Established.* 

Amocnt  Annually 
Bequisxd. 

Prxsknt  Value. 

Ckbatkd  to  Pat  Bonds 

Amounting  to 

Due. 

*  Date  of  meeting,  and  whether  annual  or  speciaL 
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Amount  of  manager^s  salary, I 

What  is  the  amount  of  manager's  bond  P I 

Have  any  by-laws  been  passed  concerning  the  electric  plant? 
If  any,  give  date  of  passage. 

Cost  of  Plant. 

( Ai  shown  hy  the  books  at  close  of  bosloess  June  90, 1892.) 

Cost  of  real  estate,       •.•••••••  | 

Cost  of  steam  plant, 

Cost  of  electric  plant, 

Cost  of  electric  lines, 

Cost  of  arc  lamps, 

Cost  of  incandescent  street  lamps  and  globes  (original  instal- 
lations),      

Cost  of  inside  wiring, 

Cost  of  electric  meters, 


Total  cost  of  electric  light  plant  as  shown  by  books  June  SO, 
1892 • 


Amount,  if  any,  added  to  construction  during  year  ending 
June  80, 1892, •       •       .       •       .  f 
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General  Information. 


Location  of  plant, 

Area  of  land,  and  size  and  material  of  buildings  occupied  by  the 
plant. 
Are  the  same  owned  or  leased  by  the  town  P 
Description  of  motive  power :  — 


BoiUrt. 


No. 


Makkb. 


Kind  of  Scttliig. 


Diameter 
of  BheU. 


No.  of 
Tubee. 


Diameter 

of 

Tubes. 


Usual 

Steam 

PreMure. 


Rated 
Horse- 
Power. 


Enginet, 


Nq. 


Makeb. 


Diameter  of 
Cylinder. 


Stroke  of 
Piston. 


No.  of  Revo- 
lutions per 
Minute. 


Rated  Horse* 
Power. 


W<Uer  Wheels. 


No. 

Makeb. 

Diameter. 

Fall. 

Estimated 
Horse- Power. 

Are  the  dynamos  belted  directly  to  the  engines  P 
Description  of  dynamos :  — 


No. 

Makeb. 

Capacity  of 
each.* 

Ampere 
Current. 

Nominal 
Candle  Power. 

-Arc:  — 

Xncwndesoent : — 
Direct  current. 

Municipal  Incandes- 
cent system :  — 
Direct  current. 

Incandescent : — 
Alternating  cur- 
rent. 

1 
1 

1 

1  Number  of  lamps. 


■J       «8»  "       'Sis'  AND  ELECTBIC  LIGHT. 

JT  Description  oftiiearallnea:  — 


[Jan. 


LfiDgib 

T" 

Ano  L*«i-e. 

I»CA»n«CHST  L.-P». 

"^ 



o™„. 

or  Wiu. 

p™.». 

No.O.P. 

r^uc. 

Con. 

UOTOU. 

Voh* 

Bb 

Oug* 

Mo,ap 

B..ic.r 

Ko.  j  0.  P. 

So.|H.P 

Deaoription  of  tho  Inoudeacant  lines :  — 
JXnd  flWrmrf. 


or  WiBB.    BorruBD. 


DescriptioQ  of  the  incandescent  lines :  — 

DIretl  Oirrat. 


Mnnbw 

ol 

Wlrw. 

Lmitta 

or  Win. 

Attubbd. 

VolU. 

AlTACHCD. 

No 

G.»^. 

Ho. 

0,  P. 

No.|   H.P. 

No.*, 

BiMorWiBB. 

LiBPS, 

■Dd  leLan. 

Ho. 

G.ug.. 

NO. 

O.P. 

No 
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AUemaaag  Okimiit. 


i..Dph  or 

B... 

,rw.„.. 

L^api. 

™». 

.»,„. 

"•■ 

O.OI.. 

No.|o.P. 

So 

H.P 

Ko,  1. 

So  No.  o 


CiDdla-powu.  LouUoBotCaDT 


Average  daily  number  of  street  lamps  lighted  in  each  month :  • 


MOO... 

A„. 

.™.™...    «o„U..>„, 

««.. 

Arc. 

...„^,. 

July,  . 

'  Kov.. . 

Uush, 

Aug..  . 

Dm.,  . 

April. 

6*1*,. 

Jin.,  . 

H^7.. 

(M..    . 

F»b.. . 

•"■-■ 

Number  of  daya  in  each  month  that  the  street  olreuits  were  lighted :  — 


HoDlta. 

No 

<.fD.y.. 

UoDlh.  No 

or  D.yi. 

Uonlh. 

^ 

or  Dif  ■. 

MoDth  No.etD*]'*. 

Jolj.  . 

Oct..  . 

J.D.,  . 

April,  1 

Abb..  . 

Nov,. 

Fob..  . 

M.y. .  1 

B^U. 

Dec.,. 

Ilirch, 

--I 

A^ernge  duily  number  of  lioura  street  lights    wore    run  in  each 
month  ;  — 


HoDlh. 

Hour.. 

Month. 

nou„. 

Hontb. 

Bonn. 

1    UoDth. 

Hoort 

Oot.      . 

J«i..     . 

[1  AP.L1.    . 

Aof.,      . 
8«pl.,     . 

Nov.,    . 
D.e.,    . 

F.b..     . 
l[u«b,. 

j  Jona,    . 
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What  kind  of  wire  is  used? 

Number  of  poles  set  in  streets  or  pablic  ways  for  electric  light  lines. 

Number  of  poles  set  elsewhere  for  the  same  purpose, 

Materials  used  for  poles, 

What  other  means  of  supporting  wires  are  used,  and  to  what  extent? 

Length,  in  feet,  of  streets  or  public  ways  occupied  by  overhead  wires, 

Length,  in  feet,  of  underground  conduit. 

Length,  in  feet,  of  wire  in  the  same, 

Number  of  single  arc  lamps  used, 

Number  of  double  arc  lamps  used. 

Number  of  pl^  carbons  used  during  the  year. 

Number  of  copper-coated  carbons  used  during  the  year. 

Number  of  customers  using  only  arc  lights. 

Number  of  customers  using  only  incandescent  lights. 

Number  of  customers  using  only  incandescent  lights  off  arc  circuits. 

Number  of  customers  using  both  arc  and  incandescent  lights. 

Number  of  meters  in  use  by  private  consumers  June  30, 1891,  giving 
number  of  each  size. 

Number  of  meters  in  use  by  private  consumers  June  30, 1892,  giving 
number  of  each  size. 

Number  and  size  of  lamps  used  at  station. 

How  many  ampere  hours  have  been  supplied  during  the  year  from 
alternating  current  dynamos  P 

How  many  ampere  hours  have  been  supplied  during  the  year  from 
dynamos  of  1 10  volts  potential  P 

How  many  ampere  hours  have  been  supplied  during  the  year  from 
dynamos  (or  generators)  of  ♦  volts  potential  P 

Schedule  of  prices  for  commercial  arc  lights, 

Schedule  of  prices  for  commercial  and  domestic  incandescent  lights. 

Schedule  of  prices  for  electric  power, 

What  changes  have  been  made  during  the  year  in  prices  for  lights, 
and  when  made  ? 

What  kinds  of  electric  motors  are  used,  and  for  what  kinds  of  work 
are  they  employed  P 

Is  current  furnished  for  light  during  the  clay  ? 

Is  current  furnished  for  operating  street  cars  ? 

Docs  the  town  wire  buildings  ?    If  so,  on  what  terms  P 

On  what  terms  does  the  town  furnish  incandescent  lamps  and  renew- 
als of  the  same  P  , 

Statement  of  coal  and  other  fuel  for  year  ending  June  30, 1892 :  — 


On  band 
June  30, 1801. 


Iteeeived  daring 
the  Year. 


Used  daring 
the  Year.f 


On  hand 
Jane  30, 1802. 


Coal, 

Other  Fuel,  . 


*  Please  give  number  of  volU  potential  on  such  machines. 
t  Should  include  shrinkage. 
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Average  cost  of  same  delivered  at  works, 

Average  number  and  wages  of  men  employed,  viz. :  — 


Number  of  Men. 


How  Employed. 


Average  Wagei  per  Month. 


What  additions,  alterations  or  improvements,  not  already  stated,  have 
been  made  to  or  in  the  electric  plant  during  the  year  ending  June  30, 
1892? 

What  experiments  or  changes  have  been  made  during  the  year  ending 
June  30,  1892,  in  the  method  of  generating  or  distributing  the  electric 
light  or  in  the  management  of  the  business? 

What  is  the  total  amount  expended  for  construction  during  the  year 
ending  June  30, 1892? 

Name  and  Post-office  Address  of  Selectmen. 

Manager  of  Electric  Light 

Selectmen, 


Commonwealth  of  Massachusetts. 

88.  1892. 

Then  personally  appeared 
and  severally  made  oath  to  the  tnith  of  the  foregoing  statement,  by 
them  subscribed,  according  to  their  best  knowledge  and  belief. 

Justice  of  (he  Peace, 
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PAOB 

Accidents,  electric, 31 

««        gas ,     .        .  35 

Act  in  relation  to  standard  of  candle-power  of  gas,     • 260 

**    **       **       **  manicipal  ownership 261 

**    **       **       **  returns  hy  companies, 262 

"    •*       "       "  erection  of  electric  light  wires 262 

Aggregates  balance  sheets,  electric  companies 91 

**              "          **     gas  companies, 51 

**        expenses,  electric  light  companies, 90 

**              *'         gas  companies 49 

'*        receipts,  electric  light  companies 90 

"              **       gas  companies 49 

Alexander  et  al.,  appeal  of, 8 

Appeal  of  Consamers'  Gas  Company  of  New  Bedford, 8 

««      **  Mariboroagh  Gas  Light  Company 14 

**      *'  Phcebus  H.  Alexander  et  al., 8 

«•      "  Wakefield  Electric  Light  and  Power  Company,         ....  8 

Arc  lamps, 104 

Assessed  values,  electric  light  companies 02 

**            "        gas  companies, 52 

Authorization  of  gas  companies  to  pupply  electric  ligbt, 12 

Average  price  of  ail  gas  sold, 68 

"           *'     "  meter  gas 58 

Balance  sheets 129 

Bunds  and  notes,  electric  light  companies,  • 86 

'*       *'       *'      gas  companies, 46 

Books  and  accounts  in  towns,  instructions  about, 2C3 

Boston,  reference  to  companies  in, 7 

Boston  Gas  Light  Company,  petition  of  consumers  against,       ....  13 

«*        "       *'            **         special  report  upon,  to  legislature,        .        .        .  249 

Braintree,  electric  light  in  town  of, 18 

Brockton,  municipal  ownership  in, 20 

Brook  line,  municipal  ownership  in  town  of,        .......  20 

Candle-puwcr 58 

*'        <<        standard  of,  in  gas,  raised 260 

Capital,  electric  light  companies 85 

*'       gas  companies 43 

•*         **          "          per  mile  of  main, 70 

*'         "           **            «*   thousand  feet  sold 68 

Carbons  used, 104 

Cases  pending, 125 

Citizeub'  Gas  Light  Company  of  Reading,  etc.,  petition  against,  by  selectmen 

of  Wakefield 7 

Chicopce,  municipal  ownership  in 2d 

Coal  carbonized, 72 

**    used,  electric  light  companies 99 

Commercial  arc  lights,  number, 106 
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PAOB 

Commercial  iDcandesceDt  lights,  nnmber, 106 

**        electric  lights,  price 117 

Consamers,  number  of,  per  mile  of  main,  gai  companies 70 

Corporate  names,  electric  light  companies 85 

**            **       gas  companies, 43 

Castomers,  namber  of  electric  light .  106 

Daily  output  of  gas,  greatest  and  least,       • 66 

Danvers,  electric  light  in, 21 

Dividends,  electric  light  companies, 93 

"         gas  companies, A6 

Dynamo  capacity,  maximum, 95 

Edison  Electric  Illuminating  Company  of  Law^rence,  consolidation  of,  with 

Lawrence  Gas  Company, 6 

Electric  light 85 

*(       **     authorization  of  gas  companies  to  supply, 12 

**       **     total  number  of  lamps,  ....;..••  99 

««        *«      companies 85 

«*       "              "        boilers, 99 

**       *♦              **        dynamos, 99 

«•       ••              "        engines, 99 

*<       **              **        system  used 95 

"       **              "        water  power, 99 

Enrichers 72 

Everett,  municipal  ownership  in, 2L 

Gardner  Gas  Light  Company,  sale  of, 6 

Gas  companies 43 

Gas  companies,  authorisation  of,  to  supply  electric  light, 12 

««          supplying  electric  light 45 

price  of, r.7 

quantities  made, 63 

**         sold  by  meter, 63 

**         sold  to  public  lamps,    .       .       .       , 63 

*'         unaccounted  for 63 

'*         used  at  works  and  offices, 63 

**         sold  per  consumer, 70 

*«  *'      "  mile  of  main, .70 

"            "      •*  meter  of  light 70 

**         unaccounted  for  per  mile  of  main, 70 

total  salts 68 

stoves, 80 

works,  private  owners  of, 46 

Haverhill,  municipal  ownership  in, 22 

Hudson,  municipal  ownership  in, 22 

Impurities  in  gas  in  excess 83 

Increase  in  gas  sales,  per  cent 68 

Inspections  of  gas, 84 

Lamps,  arc, 104 

**       high  power  gas 80 

Lamps,  incandcbcent, 106 

»*       pubiic  electric, lU 

«»       public  gas, 81 

Lawrence  Gas  Company,  consolidation  with  Edison  Company,        ...  6 

Legislation  of  the  year  1892 260 

Lexington  Gas  Light  Company,  petition  of,  for  electric  light,    ....  12 

Location,  electric  light  companies 85 

**        gas  companies, 43 
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Mains  gas  companies, .75 

Marblebead,  municipal  ownership  in, 23 

Materials  used,  oil  gas, ,. 75 

*•          •*      water  gas, 74 

Melrose,  municipal  ownership  In, 23 

Meters,  gas 78 

Mile  of  main,  gas  sold,  etc.,  per 70 

Motors,  electric, 104 

Municipal  ownership 18 

Needham,  municipal  ownership  in, 24 

New  Bedford,  appeals  of  Consumers'  Gas  Company  in, 8 

New  companies  incorporated  during  the  year, 6 

North  Attleborough  Gas  Light  Company,  illegal  stock,  issue  of,       ...  29 

North  Attleborough,  municipal  ownership  in, 24 

Norwood,  municipal  ownership  in, 24 

Oil  gas 75 

Output  of  gas,  greatest  and  least  daily 66 

Peabody,  appeal  of  Phwbus  U.  Alexander  et  al.  from  selectmen  of,         .        .  8 

Peabody,  Electric  light  in, 24 

Penalties  for  delay  of  returns 262 

Petition  of  Consumers'  o.  Boston  Gas  Light  Company, 13 

•<       **  selectmen  of  Wakefleid  v.  Citizens'  Gas  Light  Company,        .        .  7 

*'        **  Lexington  Gas  Company, 12 

Poles,  electric  ligbt  companies, 102 

Price  of  electric  light, 117 

"     "  gas 58 

Profit  and  loss  accounts 129 

Public  lamps,  electric, lH 

**         "       gas, ,       .        .  81 

Purity  of  gas, 82 

Reading,  municipal  ownership  in, 25 

Beiums,  penalty  of  delay  in  filing, 262 

**         form  of,  for  towns 273 

Springfield,  municipal  ownership  in, 25 

Stockholders,  electric  lif^ht  companies 88 

**            gas  companies, 47 

Stonghton,  municipal  ownership  in, 26 

Street  mains,  gas, 75 

Taxes  paid,  electric  light  companies, 92 

**        '*      gas  companies, .  54 

Town  clerks,  reports  from,  required, 261 

Towns,  form  of  returns  from, 273 

Unaccounted-for  gas,  per  cent , 63 

"           •'           per  mile  of  main, 70 

Violations  of  laws, 29 

Wakefield  Electric  Light  and  Power  Company,  appeal  of, 8 

Wakefield,  municipal  ownership  in, 26 

Waltefield,  petition  of  selectmen  of,  against  the  Citizens*  Gas  Light  Company, 

of  Reading',  South  Heading  and  Stoneham, 7 

Walworth  Light  and  Power  Company,  suit  of  Attorney-General  against,         .  6,  257 

Water  gas, 74 

Wellesley,  electric  ll>?ht  in, 27 

Whitman,  municipal  ownership  in 28 

Wires,  electric  light  coini)anies, 102 

**      law  about  erection  for  electric  light, 262 

Woburn,  municipal  ownership  in, 28 


•UBLIC  DOCUMENT  ....  ....  No.  35. 


NINTH  ANNUAL  REPORT 


OF 


THE   BOARD 


OF 


>AS    AND    ELECTRIC    LIGHT 

COMMISSIONERS 


OF  THB 


Commontoealtl^  of  "^nBBmijVLBtttB. 


Januaky,  1894. 


BOSTON : 
WRIGHT  &  POTTER  PRINTING  CO.,  STATE  PRINTERS, 

18  Po8T  Office  Squaub. 
1894. 


C0mmantowll|i  of  p:assHt^ns£tts. 

t         

^XQC  Board  of  Gas  and  Electric  Light  Com  miss  ion  ere  respectrully 
submits  its  Ninth  Annual  Report. 

In  November  last  Hon.  James  W.  McDonald  resigaed  from  the 
Board.  la  August  last  Iloa.  Charles  A.  Towne  retired  from  the 
Board,  his  term  of  service  baviug  expired. 

There  are  now  one  hundred  and  tbirty-fonr  companies  and  in- 
dividuals  engaged  in  business  under  the  supervision  oF  the  Board ; 
twenty-four  of  these  supply  both  gas  and  electric  light,  sixty-two 
only  electric  light  and  forty-eight  only  gas.  The  five  towns  fur- 
Disb  only  electric  light. 

The  corporate  name  of  tlie  Electric  Light  and  Patent  Flooring 
Company  has  been  changed  to  Amesbury  Electric  Light,  Heat  and 
Power  Company. 

Tiie  plant  of  the  Sliddleborongh  Gaa  and  Electric  Company  has 
been  purchiised  by  the  town  of  Middleborougli. 

The  Berkshire  Electric  Light,  Heat  and  Power  Company  haa 
been  organized. 

The  Brookline  Gas  Light  Company  haa  extended  its  mains  and 
Is  supplying  gas  to  the  city  and  to  consumers  iu  certain  parts  of 
the  city  of  Boston,  including  the  whole  of  that  part  formerly  Uox- 
bnry. 

The  Boston  Gas  Light  Company  and  the  Brookline  Gas  Light 
Company  have  during  the  year  begun  to  supply  water  gas,  and  the 
Ixjwell  Gas  Light  Company  to  supply  water  gas  mixed  with  coal 
Kas. 

The  plant  of  the  Lexington  Gas  Light  Company  for  generating 
ttlectrioity  for  light  has  been  erected  and  the  orders  of  the  Board 
%ith  reference  thereto  have  been  found  to  have  been  complied 
,*ith. 


« 


d 


'i  The  work  of  tlie  Board,  in  making  the  coniputations  for  its 

I  rcporti  is  iDterfered    with   by  the  delay  of  certain  coinpauies  in 

I*  filing  their  reports.     There  were  thirty  delinqueot  companies  this 

ji  year,  ae  against  forty-flve  last.     Of  these  twenty-one  were  Bled  in 

)  September;  sis  in  October;  two  in  November;  while  that  of  one 

'  company  has  not  been  filed  at  all.    The  companies  would  help 

I  the  Board   if   tliey  would  file  their  reports  at  as  early  dales  as 

I  i)08Bible.    There  is  no  reason  why  all  reports  should  not  be  in 
before  the  time  limit  fixed  by  law. 


Bay  State  Gas  Company. 

By  the  terms  of  the  Statutes  of  1893,  chapter  474  (see  apfW 
dix),  the  charter  of  the  Bay  State  Gas  Company  of  Massachu- 
setts was  aoDullcd,  unless  the  company  should  cause  a  ccrtaiii 
obligation  for  $4,500,000,  dated  March  II,  16tJ5,  and  bsaed  by- 
said  company  as  part  consideration  for  a  contract  for  the  con- 
struction of  its  works,  to  be  legally  annulled  and  discharged  and 
surrendered  to  the  Commissioner  of  Corporations. 

ll  was  further  provided  that  the  company  might,  to  secure  the 
cancellation  of  this  obligation,  issue  to  its  holders  stock  to  an 
amount  equal  to  the  excess  of  the  actual  market  value  of  the  prop- 
erty of  the  company  over  SjOO,000,  not  including  any  value  for  its 
franchise. 

On  the  petition  of  the  Bay  State  Gas  Company  to  the  Supreme 
Judicial  Court,  Messrs.  George  O.  Shalluck,  Thomas  L.  Liver- 
more  and  Otis  Kimball  were  appointed  by  the  court  commission- 
ers to  determine  tlie  value  of  this  property,  and  after  hearings,  ia 
which  the  city  of  Boston  and  the  Bay  State  Gas  Company  were 
represented  by  counsel,  they  found  on  October  30  that  the  actual 
market  value  of  the  property  was  $2,000,000. 

The  obligation  was  cancelled  November  24,  by  the  Mercantile 
Trust  Company  of  New  York,  its  holder,  aud  after  cancellatioii  it 
was  deposited  in  the  olllcc  of  the  Commissioner  of  Corporations. 

At  a  meeting  of  the  stockholders  of  the  Bay  State  Gna  Com- 
pany of  Massachusetts,  held  on  November  27,  the  capital  of  the 
gas  company  was  increased  to  $2,000,000,  in  accordance  with  the 
valuation  of  the  commissioners. 
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Tbe  a(lditioii»l  $1,500,000  o(  stock  was  issued  to  the  Mercantile 
Trust  Company,  trustee,  the  then  holder  of  the  f^.^OOjOOO  obliga- 
tion, to  be  held  by  it  in  trust  for  tbe  holders  of  certain  notes  or 
hoods  of  the  Bay  State  Gas  Company  of  New  Jersey  under  two 
trust  deedt),  tbe  equity,  after  these  holders  are  eatislied,  belonging 
to  the  Bay  Stale  Gas  Company  of  Delaware. 

Effect  of  Reduction  in  the  Price  of  Gas  dpon  Conscmers' 
Bills. 
Tbe  price  of  gas  having  been  reduced  by  the  different  gas  com- 
panies doing  business  in  Boston,  the  mayor,  on  November  1),  sent 
a  message  to  tbe  city  council,  from  which  the  following  extract 
is  taken :  — 


Some  question  having  arisen  as  to  whether  (he  citizens  were  receiving 
the  full  benefit  of  the  reductions,  I  requested  the  City  Engineer  to  en- 
quire into  the  matter. 

These  reduelions  shnuld  effect  a  saving  of  half  a  million  dollara  yearly 
in  the  gns  bills  of  the  fifty  thousand  gns  consumers  of  this  city. 

Tbe  actual  gas  bills  for  the  months  of  May,  June,  July  and  August, 
1992,  and  for  the  corresponding  four  months  of  1893,  were  procured  fur 
the  following  buildings,  all  situated  in  the  temtory  formerly  supplied 
by  the  Boston  Gas  Light  Company  exol  usively,  viz. : 


American  House, 
Hotel  Brunswick, 
New  England  House, 
Farmer  House, 
Qniucy  House, 
Severe  House, 
Tremont  House, 
United  States  Hotel, 
The  Vendome, 
The  Victoria, 


Young  Men's  Christian  Union, 
C.  F.  Hovey  &  Co., 
Jordan,  Mareh  &  Co., 
MacuUar,  Parker  &  Co  , 
United  States  Custom  House, 
United  States  PosC-Ofiice, 
Young's  Hotel, 

New  York   &  New  England 
passenger  station. 
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It  was  found  that  the  g^os  bills  of  these  houses  for  the  four  months  in 
189S  amounted  to  t17,83U.9!),while  the  bills  for  the  corresponding  period 
of  1893  were  tl3,38l.57;  a  reduction  of  |4,539.4S,  or  almost  exactly 
twenty-five  and  a  half  per  cent. 

It  thus  appears  that  these  particular  consumers,  whose  experience 
may  be  assumed  Co  have  been  representative  of  that  of  the  people 
generally,  received  the  full  benefit  of  the  reduction  in  the  prices  charged 
by  the  Boston  Gas  Light  Company  from  f  1.3(J  to  f  1  per  thousand  cubic 
feet 
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Tlie  Board,  deeming  it  advisable  to  make  still  farther  inquiries, 
naked  the  Bostou  Gaa  Light  Compnuy  for  tbe  following  informa- 
tion :  One  IjunJred  and  ninety-four  names  of  possible  CionBumera 
were  selected  at  random  by  the  Board,  on  different  slreeta  in  tbe 
city,  and  tbe  Boston  Gas  Light  Company  was  requested  to  give 
tbe  amount  of  their  gas  bills  for  tbe  sis  months  ending  Feb.  1, 
1694,  and  at  the  same  time  the  gas  bills  of  the  same  hoases  for 
the  same  period  a  year  ago.  Houses  occupied  by  the  same  families 
during  the  two  periods  were  selected. 

Tbe  company  promptly  complied  with  ibis  request.  As  almost 
all  these  accounts  were  quarterly  accounts,  it  was  obliged  to  take 
the  six  months  ending  Jan.  1,  1894,  and  compare  them  with  the 
corresponding  six  months  of  the  preceding  year.  In  28  cases  tbe 
bills  were  found  to  be  larger ;  in  144  cases,  smaller.  The  aggre- 
gate of  tbe  28  bills  in  the  Grst  period  was  Si, 143.48;  in  tbe  sec- 
ond, $I,359.1C,  — an  increaae  of  821.5.68.  The  aggregate  of  tbe 
144  bills  in  the  first  period  was  36,345.37;  in  the  second, 
$4,G20.71,  — a  decrease  of  81,724,66.  (In  a  large  number  of 
cases,  owing  to  the  dwelling-houses  being  closed  until  fall,  the 
company  was  obliged  to  take  the  period  running  from  seven  lo 
nine  months  in  making  the  comparison.) 

A  further  teat  was  made.  This  company  has  its  territory  diWded 
into  nine  ledger  districts,  the  division  line  being  fixed  so  as  to 
make  the  number  of  meters  as  nearly  equal  as  possible.  A  list  of 
bills  of  135  customers,  taking  1T>  from  each  district,  was  made  by 
the  book-keepers  of  the  company,  in  pursuance  of  instructions  to 
take  out  indiscrimiuately  15  accounts  from  each  ledger  district, 
and  the  bills  of  consuraera  ot  January,  1893-4,  were  compared. 
The  aggregate  of  these  bills  for  January,  1893,  was  4,855,900  feet. 
Bold  for  $6,312.67;  for  January,  1894,  4,479,900  feet,  for 
$4,479.90.  In  tbe  business  part  of  the  city  there  was  a  consider- 
able decrease  in  the  amount  of  gas  consumed. 

Springfield  Petition. 
This  was  an  application  by  gas  consumers  in  SpringSeld  against 
the  Springfield  Gas  Company.     The  hearings  were  given  in  Spring- 
field and  both  parties  were  represented  by  counsel. 
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It  appeared  Ihfit  the  Springfickl  Gas  CompaDy  had  been  tiie 
only  company  engaged  in  the  nianufactare  and  supply  of  gas  in 
that  city  since  1848,  the  date  of  its  charter.  But  few  facta  were 
Bubmitt«d  beyond  those  contained  in  the  pubiiBhed  reports  of  tbe 
Board,  but,  in  accordance  with  tbe  request  o(  the  petitioners,  an 
extended  examination  was  made  of  the  company's  affairs  aa  re- 
vealed by  its  records  and  accounte. 

The  features  which  it  seemed  most  important  to  consider  in  fix- 
ing a  fair  price  were  the  capitalization,  tbe  Bteam  department,  the 
present  condition  of  the  plant  and  recent  prolita. 

In  the  year  1879,  under  the  general  authority  granted  by  the 
Legislature,  the  company  added  to  its  otiier  business  the  supply  of 
Bteam  for  general  distribution  for  beating  stores  and  dwellings. 
For  a  considerable  time  afterward  this  branch  of  the  business 
seems  to  have  been  unprofitable  and  a  considerable  amount  of  gas 
profits  was  used  to  maintain  it.  Id  the  opinion  of  the  Board  such 
a  condition  ought  not  to  exist;  the  money  invested  in  the  steam 
plant  should  look  for  its  profits  to  the  steam  busiu<;ss  alone,  and 
this  principle  has  been  followed  in  fixing  the  price. 

From  an  examination  of  the  plant  it  is  apparent  tliat  if  tlte  busi- 
ness of  the  company  is  to  increase  at  its  normal  rate  large  sums 
must  be  expended  in  the  near  future  for  extraordinary  repairs  and 
extensions. 

Througiiout  its  history  the  company  has  been  uniformly  prospeis 
ous  and  until  recent  years  to  a  greater  degree  than  most  others  of 
its  size  within  the  ^tate.  The  attention  of  the  Board  was  partic- 
ularly called  to  the  capitalization  of  the  company  and  the  manner 
of  its  growth  has  been  carefully  studied.  It  appears  that  it  has 
increased  from  time  to  time  until  from  originally  less  than  S50,000 
it  has  reacbed  the  sum  of  S500,000  ;  although  the  payment  of  this 
increase  seems  to  have  been  made  ia  cash  and  according  to  law, 
yet  from  the  relation  of  various  new  isaucs  of  stock  to  the  divi- 
dends declared  it  may  be  inferred  that,  directly  or  indirectly,  a 
very  large  percentage  has  been  paid  for  by  the  divided  profits  of 
tbe  company.  This  ia  perhaps  the  most  important  feature  for  con- 
sideration in  connection  with  a  study  of  this  case.  The  policy 
seems  to  have  been  to  maintaJn  the  capital  on  a  level  with  the  ood- 
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struction  account  by  declaring  dividends  to  tbe  amount  of  its  in- 
d'ease  and  iasuing  new  stock  for  tbe  same  amouut.  It  may  be 
Btatcd  that  when  tbia  was  doue  uo  legal  objection  existed  to  such 
a  course.  AH  profits  of  tbe  company,  under  ordioary  conditioos, 
as  a  matter  of  law,  belong  to  tbe  sbarebolders,  and  evea  when 
invested  in  plant  may  be  divided  among  them  if  tbey  see  fit;  but 
such  a  coiirae  is  to-day  generally  recognized  as  against  tbe  best 
intereeta  of  a  company  and  contrary  to  the  spirit  of  existing  legis- 
lation in  this  Commonwealth.  By  such  a  method  tbe  capital 
account  inevitably  becomes  higher  in  proi>ortion  to  the  company's 
output  than  a  sound  and  conservative  policy  can  approve. 

It  is  important  to  consider,  however,  that  every  dollar  of  the 
new  capita!  issued  in  this  manner  in  this  company  was  represented 
by  mouey  actually  put  into  the  development  of  the  plant  and  that 
tbe  entire  capital  is  fairly  entitled  to  dividends,  although  at  a  lower 
rate  than  might  be  permissible  under  a  different  policy. 

When  gas  reaches  the  consumer  it  is  burdened  with  three  obli- 
gationa  :  first,  its  fair  cost ;  second,  a  fair  dividend  on  a  reasona- 
ble amount  of  capital;  and  third,  such  eiccess  as  will  give  the 
company  sulHcietit  surplus  to  enable  it  to  meet  extraordinary  acci- 
dents and  conduct  its  business  with  tbe  highest  economy.  The 
consumer  is  in  duty  bound  to  pay  these  charges.  If  be  paya  more 
and  the  company  converts  this  excess  into  now  capital,  increasing 
it  to  a  figure  beyond  the  fair  amount  demanded  by  the  business, 
the  consumer  is  burdened  with  too  high  a  price  for  the  gas  in  the 
first  instance  and  thereafter  with  a  dividend  chaise  upon  his  own 
contributions.  A  company  which  pursues  this  policy  and  to  this 
extent  fails  to  appreciate  its  obligations  to  its  customers  must 
sooner  or  later  pay  the  penalty.  The  growth  of  the  company's 
capital  and  its  policy  in  reference  thereto  are  rect^nized  by  this 
Board  as  facta  which  it  is  proper  and  necessary  to  consider  in 
adjusting  complaints  by  consumers. 

In  recent  years  the  company's  profits  have  not  bean  extrava- 
gant, and  a  reduction  in  rates  to  the  extent  recommended  can  only 
be  secured  if  the  plant  is  to  be  maintained  at  its  proper  efficiency, 
either  by  a  substantial  increase  of  business  or  hy  a  reduction  in  the 
dividends.     If  the  latter  becomes  necessary,  it  will  I 
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rpason,  as  suggested  in  a  former  case,  tbat  the  injodicious  conver- 
eion  of  promts  or  supposed  profits  iuto  stock  in))K>Bcs  iu  tbe  end  a 
certain  lose  upon  consiimera  or  future  holders. 

The  Board  recoDninended  tbat  from  and  after  the  first  day  of 
May,  1893,  tbe  net  price  of  gas  supplied  by  the  Springfield  Compaoy 
ebould  not  exceed  SI. 40  per  thousand  feet. 

The  vote  upon  this  was  passed  by  the  Board  on  April  H,  and 
April  24  the  recommendation  was  adopted  by  tbe  company. 

East  Boston  Petition. 

This  was  an  application  by, conBumera  of  tbe  East  Boeton  G:is 
Company  for  a  reduction  in  the  price  and  an  improvement  in  the 
quality  of  its  gas. 

The  public  bearings  which  the  law  requires  were  held  at  the 
oRlce  of  the  Board.  The  petitioners  were  represented  by  counael 
and  tbe  company  by  its  executive  oQIcers.  But  little  attention  was 
given  at  tbe  bearing  to  Ihe  question  of  quality,  as  the  particular 
contention  of  the  parties  secmeil  to  be  with  respect  to  the  price. 
The  candle-power  of  tbe  gas  supplied  by  the  company  has  been 
uniformly  and  without  exception,  as  appears  by  tbe  report  of  the 
State  inspector,  in  excess  of  tlie  limit  fixed  by  tbe  stalute. 

This  company  was  established  and  began  to  supply  gae  in  the 
year  1853,  and  has  been  tbe  only  coiDpany  engaged  in  the  business 
within  its  territory.  Throughout  its  history  it  appears  to  Lave 
been  managed  with  rigid  economy  and  has  never  watered  its  stock. 
Its  dividends  have  been  regular,  but  the  average  dividend  does  not 
seem  to  have  been  unfairly  large. 

Very  little  criticism  was  made  at  the  bearing  of  the  company's 
management  or  its  condition,  but  the  attention  of  the  Board  was 
particularly  directed  to  the  size  and  character  of  the  company's 
surplus,  and  opposition  to  such  a  surplus  was  shown  by  tbe  peti- 
tioners. 

It  has  been  the  policy  of  tbe  company's  management  throughout 
its  history  to  refrain  from  dividing  among  the  stockholders  the 
entire  profits,  as  was  undoubtedly  their  legal  right,  and  to  regU' 
larly  lay  aside  a  portion  of  them  with  the  special  view  of  creating 
this  surplus;  this  policy,  we  believe,  should  be  commended  and 
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CDOouraged  rather  than  coademned,  since  the  history  of  the  buei- 
DCBS  sbowB  tbat  where  other  condilioDs  are  equal  the  lowest  prices 
are  afforded  only  by  those  conipaoies  tbat  have  systematically  pur- 
sued it.  So  much  of  this  surplus  as  is  invested  in  plant  or  equip- 
ment gives  streogth  to  the  cor|)oratioQ  and  aids  iu  tDaiBtaioiog  a 
low  price,  since  the  facilities  of  a  company  are  increased  thereby 
without  a  correspoodiag  increase  of  capital  demanding  divideuds. 
Tbe  surplus  in  this  cose  amounts  to  not  far  from  S80,000,  or  about 
35  per  cent,  of  the  capital  of  the  company.  A  portion  of  this  is 
invested  in  the  plant  and  the  personal  properly  reasonably  neces- 
sary for  the  conduct  of  its  business.  Somelbiug  more  than  one- 
half  is  invested  in  interest- bearing  securities.  It  is  possible  that 
through  improvements  ia  the  plant  some  slight  reductioa  iu  the 
cost  of  gas  may  be  made,  but  the  grounds  for  any  considerable 
leductioQ  in  price  must  rust  in  a  measure  upon  what  is  a  fair  and 
proper  treatment  of  this  surplus.  In  tliis  consideration  it  becomes 
an  important  and  difficult  question  to  determine  tbe  proper  use 
to  which  these  investments  should  be  put,  to  discover  what  are 
the  equitable  interests  of  tbe  stockholdei*e  and  tbe  public  la  them, 
and  to  determine  bow  far  and  in  what  way  the  consumers  may 
properly  reap  advantages  for  such  accumulation.  In  view  of  alt 
the  relations  existing  between  tbe  two  parties  iu  interest  the  Board 
is  unable  to  agree  tbat  it  should  be  treated  as  tbe  exclusive  prop- 
erty of  either.  If  tbe  affairs  of  tbe  cor|}oration  were  to  be  wound 
up  by  proceedings  for  dissolution,  this  sum  would  unquestionably 
belong  and  be  distributed  ratably  to  the  shareholders.  They  have 
to-day  an  undoubted  legal  right  to  convert  these  securities  into 
cash  and  to  divide  the  proceeds  in  tbe  same  manner  as  they  would 
distribute  any  other  portion  of  tbeir  profits.  Such  a  course,  bow- 
ever,  would  unquestionably  be  against  the  interests  of  tbe  corpora- 
tion and  would  probably  prove  fatal  to  its  prosperity. 

It  does  not  appear  tbat  tbe  prices  charged  by  tbe  East  Boston 
Company  during  any  period  of  its  history  have  been  notably  higber 
than  those  of  other  companies  of  similar  size ;  it  may  he  even 
doubted  whether  they  have  yielded  on  tbe  whole  an  average  price 
BO  high  for  much  of  its  history.  Its  output  for  street  lighting  baa 
been  a  larger  percentage  of  its  entire  consumption  than  iu  the  cose 
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of  most  companies,  and  during  a  conBuierable  period  tliis  part  of 
its  gas  was  supplied  at  Lbe  snuic  price  as  tlmt  of  its  mucb  larger 
neiglibor  in  tbe  wain  porlion  of  tbe  city  of  Boston. 

From  the  public  tbe  company  bas  received,  without  any  consid- 
eration and  at  a  time  when  it  was  probably  not  prepared  to  pay 
a  coDsideratioD,  a  franchise  wbich^  although  of  doubtful  value 
then,  baa  proven  since  to  be  of  tbe  highest  value  to  its  owners. 
Very  much  of  the  coiupuny's  profits  has  come  from  the  uatural 
growth  of  wealth  and  population  in  the  territory  which  it  supplies 
and  to  which  its  corporate  maDogeuaent  bae  directly  contributed 
but  n  small  share. 

This  surplus  must,  we  believe,  be  regarded  ae  the  combined 
result  of  a  wise  corporate  management  aud  the  contribulions  oB 
the  part  of  tbe  public.  It  would  seem  tbnt  tbe  coinpaay  is  under 
obligation  to  bo  use  a  surplus  of  this  character  that  substantial 
advantages  may  accrue  from  it  to  tbe  public,  and  such  a  course 
will  bring  added  slrengtU  to  the  corporation  itself. 

From  an  examination  of  the  works  it  is  apparent  that  in  tbe 
interest  of  the  public  there  ia  an  immediate  demand  for  tbe  invest- 
ment in  tbe  plant  of  a  portion  of  this  aurplus,  and  for  a  yet  larger 
portion  in  the  near  future  if  tbe  demands  upon  tbe  company  increase 
as  in  tbe  past. 

A  reduction  of  price  may  generally  be  expected  to  secure  an 
increased  output.  This  expectalion  is  not  always  realized,  and 
compaiiica  are  frequently  unwilling  to  iucur  tbe  risk  of  loss  by 
allowing  this  expectation  to  be  iuQuentlai  in  fixing  a  price.  But 
tbe  surplua  of  this  company  may  be  regarded  in  the  nature  of  an 
insurance  fund  against  the  chances  of  loss  by  such  action  in  this 
case,  and  tbe  Ooard  therefore  named  a  price  aomewhat  lower  than 
the  figures  of  present  cost  and  output  might  seem  to  warrant  if 
they  only  were  considered. 

In  view  of  all  the  facts  the  Board  recommended  that  the  net 
price  of  gas  supplied  by  the  East  Boston  Company  from  and  after 
tbe  first  day  of  May,  18U3,  ahould  be  81. oO  per  thousand  feeti 

Notice  of  this  recommendation  was  sent  to  the  company  and 
was  adopted  by  tbem  at  tbe  first  meeting  of  the  directors  there- 
after held. 
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Boston,  Roxbuby,  Soum  Boston  and  Dobchrster  Petitions. 

These  were  applications  ngniiist  the  Rosbtiry,  Dorcliester  nnd 
South  Boston  compaoieB  for  a  reiiiictioo  in  price  by  separate  peti- 
tions front  consumers  in  the  diatricls  of  each  company,  and  by  the 
mayor  of  Boston  agaiust  tlie  eame  compaDies  and  against  the 
Boston  Gas  Light  Company,  the  latter  petition  being  supplemented 
by  tbat  of  a  targe  number  of  private  consumers.  Two  seta  of  hear- 
ings were  given,  as  requested  by  the  parties,  and  public  advertise- 
ment of  the  same  was  made,  aa  required  by  law. 

To  8up|)ort  their  requests  tlie  petitioners  relied  chiefly  upon  the 
facts  contained  in  the  various  returns  died  with  the  Board  as 
required  by  law,  and  upou  the  publislied  reports  of  the  Board 
itself.  The  petition  of  the  mayor  against  Ibe  Boston  Gas  Light 
Company  was  by  its  terras  based  upon  a  special  report  made  by  this 
Board  to  the  Legislature  in  1892,  which  exhibited  the  relations  of 
the  Boston  company  to  the  allied  companies  and  concluded  with 
the  statement  that  gas  could  be  supplied  by  that  company  within 
its  territory  at  a  fair  jirofit  for  $1  per  thousand  feet  to  all  con- 
sumers. At  the  Iiearing  the  case  was  rested  principally  upon 
the  facts  and  ligurcs  which  that  report  contained.  AlLhougli  this 
was  based  upou  a  careful  examination  of  the  company's  affairs, 
its  representatives  had  not  been  heard  in  reference  to  the  find- 
ings;  the  investigation  was  entirely  ex  parte,  and  could  not 
fairly  be  regarded  as  conclusive  against  the  corporation,  nor  could 
&  price  fixed  by  the  Board  be  made  binding  upon  the  company 
without  such  further  hearing  as  the  statute  requires.  It  consti- 
tuted, however,  a  prima  fitcie  case  in  support  of  its  conclusions. 
At  the  hi;nriuge  an  effort  was  made  by  the  company  to  control  in 
some  measure  the  facts  and  conclusions  of  the  report,  but,  in  the 
opinion  of  the  Board,  without  euccesa.  Nor  did  a  careful  exami- 
nation of  the  retnrns  made  by  the  company  after  the  date  of  the 
report  furnish  sufficient  ground  for  a  modification  of  its  con- 
clusions. The  Board,  therefore,  fixed  the  price  of  gas  supplied 
by  the  Boston  company  after  May  1  at  SI  per  thousand  feet, 
in  accordance  with  its  former  report  and  the  request  of  the 
petitioners. 
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Tliis  pctitioQ  contained  a  Titrtber  request  that  a  special  and 
lower  rate  be  fixed  for  gas  supijlieti  to  the  city  of  Bustou  iu  its 
corporate  capacit}),  but  thiu  request  waa  waived  at  the  hearing  and 
vaa  not  conaidered  by  the  Board. 

It  is  to  be  noted  that  the  companies  named,  although  having  a 
common  control,  are  yet  distinct  persons  iu  law,  tDakiog  separate 
returns  of  their  affairs,  would  stand  as  distinct  corpoi-ations  before 
the  courts,  and  must  be  treated  as  such  by  this  Board. 

The  South  Boston  company  has  numerous  shareholders  wUo 
have  held  tbeir  stock  for  years,  and  have  but  little  interest  ia 
common  with  the  present  management. 

The  Dorchester  company  sustains  in  many  respects  an  independ- 
ent relation  peculiar  to  itself. 

The  Board  has  always  taken  the  position  that  compauies  which 
have  received  from  the  publio  as  a  free  gift  extensive  and  valuable 
privileges  by  the  exercise  of  which  alone  their  proBts  become 
possible,  are  bound  to  return  to  the  public  the  most  elllcieDt 
service  at  tlie  lowest  prices  consistent  with  a  fair  proQt,  and  for 
this  purpose  to  avail  themselves  of  all  reasonable  facilities  and 
expedients  known  to  the  business  in  which  they  are  engHged.  If 
by  reason  of  superior  skill  in  manngement,  or  by  the  existence  of 
a  common  control  in  companies  supplying  contiguous  territories, 
special  economies  become  available,  while  the  corporation  which 
secures  these  results  is  entitled  to  a  liberal  reward,  the  public 
should  also  receive,  as  a  matter  of  sound  business  policy,  some 
share  in  the  beneQts  thus  made  possible.  Many  advantages  have 
resulted  from  the  intimate  relations  between  the  companies  under 
consideration,  and  some  share  of  the  possible  benefita  has  already 
been  received  by  their  respective  consumers  in  the  reductions  In 
price  which  all  the  companies  under  consideration  have  made  under 
the  present  management.  To  enable  the  Dorchester  and  Roxbury 
companies  to  do  this,  they  have  purchased  their  gas  wholly  or  ia 
part  from  the  Bay  State  or  Ik>ston  companies,  and  if  the  present 
prices  are  to  be  maintained  or  lower  prices  reached,  this  policy 
must  be  continued.  The  works  at  Dorchester  and  Uoxbury  are  not 
of  a  character  to  manufacture  gas  of  the  quality  now  distributed 
within  their  territories,  nor  of  a  capacity  sufficient  to  supply  the 
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demand ;  neither  can  they  be  equipped  thereror  without  a  large 
expenditure  of  mouej-,  which  miiat  either  l>e  provided  oat  of 
income  or  additional  capital,  with  the  necessary  added  bnrdea 
upon  the  conautner. 

The  works  at  South  Boston  have  nearly  or  quite  reached 
the  limit  of  their  capacity,  and  if  the  candle-power  there  is 
to  be  increased  or  the  consuniption  largely  developed  and  the 
lowest  reasonable  prices  secured,  it  will  be  obliged  In  the  nesf 
future  to  purchase  at  least  a  portion  of  its  gas  from  some  other 
company. 

It  remained  to  be  considered  whether  a  fair  and  reasonable  share 
of  the  benefits  available  from  the  peculiar  relations  of  the  several 
companies  named  had  been  received  by  the  consumers  through  the 
reductions  already  made  in  price.  Jn  the  opinion  of  the  Board, 
such  has  not  been  the  case.  By  the  Introduction  of  improved 
methods  and  the  intimate  rehitTons  existing  lietween  the  companies, 
although  prices  have  been  reduced,  the  combined  profits  have  been 
increased  to  an  amount  beyond  what  seems  to  be  the  fair  and 
reasonable  share  which  the  company  should  retain.  These  profits 
have  been  principally  derived,  however,  from  the  territory  occupied 
by  the  Boston  company,  and  but  a  small  percentage  from  the  subur- 
ban companies.  The  proper  reduction  of  these  profits  must  there- 
fore be  secured  principally  from  the  reduction  of  the  price  charged 
by  that  company.  Even  though  the  suburban  companies  —  the  Rox- 
bury,  Dorchester  and  South  Boston  —  should  purchase  all  their  gaa 
of  the  same  company  and  at  the  same  price,  it  cannot  be  assumed 
that  they  would  all  be  able  thereby  to  supply  their  consumers  at 
the  same  price  or  at  as  low  a  price  as  is  fixed  for  the  territory  of 
Boston  proper.  The  cost  for  distribution  and  for  a  fair  dividend 
upon  the  capital  employed  must  vary  with  the  character  of  each 
company's  territory,  the  density  of  its  gas-consuming  population 
and  the  relation  of  its  output  to  its  capital.  In  Boston  proper 
nearly  five  times  as  much  gas  is  consumed  per  mile  of  main  as  in 
any  other  of  the  areas  mentioned,  and  to  pay  the  same  rate  of  divi- 
dend in  the  Roxbury  company  requires  twice  as  much,  and  in  the 
Dorchester  and  South  Boston  from  three  to  three  aud  a  half  times 
as  mnch  per  thousand  feet  as  in  the  Boston  company. 
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Tbese  facta  atone  are  sutHcieot  t«  make  it  impossible  for  these 
suburban  companieH  to  supply  their  lesiwctive  territories  at  the 
same  price  with  each  other  or  as  low  as  the  Boatoa  oompanj.  A 
fair  and  low  price  which  will  also  be  uniform  tbrotighout  the  terri- 
tory now  included  in  the  city  of  Boston  can  legally  and  reasonably 
be  required  only  when  that  territory  is  supplied  by  a  single  cor- 
poration in  law  and  in  fact. 

Id  addition  to  the  cost  of  manufacture  or  a  fair  price  for  gas 
purchased  and  a  fair  cost  for  distribution,  Including  management 
and  tases,  the  Board  believed  it  necessary  and  advis&ble  to  add 
a  fair  allowance  for  depreciation,  and  extenBlons  or  improre- 
ments.  Extraordinary  demands  for  extensions  may  properly  be 
met  by  the  issue  of  new  capital,  hut  the  ordinary  demands  which 
a  progressive  management  desires  and  Is  bound  to  meet  may  fairly 
be  provided  for  out  of  income  when  the  price  of  gas  is  not  made 
so  high  as  to  be  burdensome.  This  is  the  course  which  has  been 
pursued  by  the  best  managed  companies  in  this  State  for  a  long 
termor  years  —  by  those  in  wliicli  the  prices  to-day  are  tlie  lowest — 
and  has  probably  contributed  more  than  any  other  single  factor  to 
make  those  low  prices  a  possibility.  A  study  of  the  history  of 
the  business  will  show  that  the  benefits  arising  from  the  increase  of 
population  and  output  are  most  surely  secured  to  the  consumer  by 
an  adherence  to  this  policy.  By  this  the  capital  chaise  is  kept 
low,  and  the  relation  of  capital  to  output  is  perhaps  the  moat 
important  single  factor  bearing  upon  the  cost  of  gas  to  the  con- 
sumer. It  proves  advantageous  to  the  public  by  making  a  tow 
price  possible,  and  to  the  shareholder  by  adding  security  to  hia 
investment.  An  increased  consumption  demands  added  facilities 
for  manufacture  and  distribution,  and  if  the  share  capital  remains 
the  same,  the  amount  per  thousand  feet  which  consumers  must  pay 
for  fair  and  reasonable  dividends  rapidly  decreases. 

The  prices  fixed  assume,  as  indicated  above,  that  these  com- 
panies will  continue  to  buy  a  part  or  all  of  their  gas  from  the  Bay 
State  company  of  Massachusetts.  The  prices  heretofore  charged 
by  this  company  have  been  in  excess  of  what  is  essential  to  a  fair 
profit,  and  have  imposed  an  unjustifiable  burden  upon  the  com- 
munity.   This  has  been  due  largely  to  an  effort  to  secure  the  inter- 
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eat  charge  on  a  bond  or  obUgation  of  $4,500,000  which  is  ioduded 
in  the  liabilities  of  the  compaoy.  It  appeared  that  this  obligation 
was  given  in  payment  of  a  contract  which  was  never  fully  per- 
formed, and  that  the  consideratioD  actually  received  by  the  com- 
pany therefor  was  much  less  than  its  face  value.  As  the  rate  to 
be  paid  upon  this  bond  is  dependent  upon  the  profits  of  the  com- 
pany, its  effect  upon  the  public  interest  is  not  essentially  different 
from  capital  stock  issued  without  consideration,  and  is  wliolly  con- 
trary to  the  policy  of  the  State  as  indicated  by  it«  legislation. 
Such  liabilities  cannot  be  allowed  to  stand  in  the  way  of  fair  prices 
by  dependent  companies.  The  Board  therefore  endeavored  in  the 
prices  named  to  allow  to  the  Hay  State  eompauy  a  fair  return 
only  upon  the  actual  value  of  the  investment  Id  its  business. 

Upon  the  foregoing  considerations  and  a  careful  examination  of 
the  affairs  of  the  several  companies  as  exhibited  in  their  returns 
and  accounts,  with  allowance  for  reasonable  variations  in  the  cost 
of  labor  and  materials,  the  Board  recommended  that  on  and  after 
the  first  day  of  July,  A.D.  1893,  the  net  price  of  gas  supplied  by 
the  Eoxbury  company  should  not  exceed  $1.20  per  thousand  feet; 
by  the  Dorchester  company  should  not  exceed  91-30  per  tbouaaod 
feet ;  and  hy  the  South  Boston  company  should  not  exceed  $1.30 
per  thousand  feet. 

These  recommcndationa  were  adopted  by  the  Boston  company 
on  April  22,  and  by  the  South  Boston,  Roxbury  and  Dorchester 
companies  ou  June  19. 

Appeals  of  tiie  Boston  Gas  Light  Compant,  the  Roxbubt 
Gas  Light  Companv  akd  the  Bay  State  Gas  Cohpany. 

In  the  matter  of  permits  issued  by  the  superintendent  of  streets  of 
the  city  of  Boston  to  the  Brookline  Gas  Light  Company  :  — 

These  applications  were  based  on  the  action  of  the  superintendent 
of  streets  of  the  city  of  Boston  in  issuing  to  the  Brookline  Gas 
Light  Company  permits  to  open  certain  streets  in  said  city  for 
the  purpose  of  laying  gas  pipes. 

The  city  of  Boston,  by  tlie  corporation  counsel,  and  the  Brook- 
line Gaa  Light  Company,  by  its  counsel,  appeared  in  opposition 
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and  moveil  the  dismissal  of  tlic  apijeals  on  tlie  ground  Cliat  tlie 
facts  relied  upon  by  tlie  appellants  did  not  present  a.  ease  within 
the  jurisdiction  of  the  Board. 

The  several  ap])lication8  were   framed  upon  similar  linea,  the 
material  averinents  being  as  follows  :  — 


To  the  Honorable  Board  of  Cfai  and  Electric  Light  Ci/nnaintloiieri :  — 

Rex  pec  t  full?  represeatB  the  Company,  that  It  is  a  corporatlun  e.ttali- 

llshcd  under  ibc  laws  of  said  Commonwealth;  that  it  was  on  the  2Tth  day 
of  February,  A  D.  1893,  and  haa  been  ainre.  a  (taa  company  existing  and  in 
active  operation  In  the  city  of  Boston  In  said  Commonwealth,  and  that  the 
mayor  and  aldermen  of  said  city,  assuming  to  act  through  the  superintend- 
ent of  streets  ttiLTeof,  on  the  ITth  day  of  Marth,  ]?fl3.  gave  coutieut  to  the 
Brookllae  Gas  Light  Company  to  open  street  In  saltl  city, 

by  a  permit  siralhir  In  form  lo  the  permit  hereto  annexed,  for  the  purpose 
of  laying  gas  pipes  therein,  and  lllcewise,  on  the  27th  day  of  February, 
1693,  gave  consent  to  the  said  Brootdlne  Gas  Light  Company  ta  open  the 
following  streets  In  the  city  of  Boston,  namely:—  by  a  similar 

permit,  for  the  purpose  of  laying  gaa  pipes  therein.  And  Airther  repre- 
seDts  that  said  consent  In  each  and  every  instance  was  given  unlawfully, 
without  authority,  and  without  a  previuui  public  hearing,  or  any  notice 
thereof  by  publication  or  otherwise,  and  if  valid,  la  unjust  and  greatly  to 
the  damage  of  said  Boston  Gas  Light  Company  and  the  people  of  aald  city. 
Wlierefore,  the  said  Company,  bein^t  aggrieved  by  the  granting  of 

said  consent.  In  each  of  the  above  Instances,  but  saving  all  Its  rightii  and 
remedies  In  the  premises,  and  without  admitting  the  validity  of  said  con- 
sents,  appeals  therefrom  to  your   Honorable  Board,   and  priyn  that  Its 
appeal  may  be  sustained  and  said  consent  revoked  In  each  instance. 
Boston,  March  20,  tB93. 

The  Board  derives  its  authority  to  ailjndicate  in  relation  to  open- 
ing the  streets  for  the  purpose  of  laying  gas  pipea  under  seetious 
10  and  16,  chapter  314,  Acta  of  1885,  which  are  as  follows:  — 

Sbct.  10.  In  any  city  or  town  In  which  a  gas  company  exists  In  active 
operation,  no  other  gas  company,  nor  any  other  persons,  shall  dig  up  and 
opeu  the  streets,  lanes  and  highwuys  of  such  city  or  town,  Tor  the  purpose 
ut  laying  gas  pipea  therein,  without  Che  consent  of  the  mayor  and  alderroi-n 
or  selectmen  of  such  city  or  town,  after  a  public  hearing  before  said  mayor 
and  aldermen  or  seluclmcn  ami  notice  to  all  parties  Interested  by  publica- 
tion or  otherwlae. 

ScxTr.  16-  Any  gas  company  which,  or  any  person  who,  Is  aggrieved  by 
the  decision  of  the  mayor  and  aldermen  or  SL-lectmen  of  a  city  or  town 
under  the  provisions  of  the  tenth  section  of  this  act  may  appeal  therefrom 
to  said  board  within  thirty  days  from  the  notice  of  said  decision,  and  said 
board  shall  thereupon  give  due  notice  and  bear  all  the  parties  In  Intereit 
and  Its  declaioD  thereupon  shall  be  Unal. 
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The  following  facts  in  evidence  liave  it  material  bearing  niMjn  the 
question  whetber  the  coorlitions  essentia!  to  tlie  appticatiou  of  these 
sections  to  the  Biooklinc  Gas  Light  Companj  concurred  at  tlie  time 
of  Issuing  said  permits  ;  — 

The  Brooklinc  Gas  Liglit  Company  was  organized  nnder  chapter 
17,  Alts  of  tlie  year  1853,  and  its  powcra  wpre  extended  by 
chapter  104,  Acta  of  1854,  chapter  151,  Acts  of  18G0,  and  chapter 
180,  Acta  of  1870. 

The  Boston  Gas  Light  Company  naa  organized  nnder  cliapter 
41,  Acta  of  1822,  and  hy  chapter  74,  Acts  of  1837,  additional 
powers  were  conferred. 

The  liosbiiry  Gas  Light  Company  was  organized  under  chapter 
19S.  Acts  of  18.^-2. 

The  Bay  State  Gas  Company  was  organized  in  1884,  under 
genei^al  law. 

The  works  of  the  Brookline  Gas  Light  Company  were  originally 
estalilished  in  the  town  of  Brookline,  where  it  continued  to  manu- 
faclure  all  its  gas  until  April,  18!)3,  when  the  old  worka  were 
abandoned  and  the  company  moved  to  ita  present  works  on  the 
banks  of  the  Charles  River,  in  the  Brighton  district.  Said  com- 
pany, at  the  time  of  granting  said  permits,  and  prior  to  the 
passage  of  said  chapter  314,  occupied  with  its  pipes  and  supplied 
gas  to  consumer  in  that  part  of  Boston  which  was  before  its 
annexation  the  town  of  Brooklinc,  and  also  in  the  Brlgbtoa 
district,  and  it  maintained  a  gas  pipe  extending  from  its  Brook- 
line line  across  the  sluiceway  to  a  point  on  Charlcsgate  Cast,  in 
Boston  proper-  The  selectmen  of  the  town  of  Brighton  granted, 
Sept.  11,  1865,  permission  to  the  Brookline  Gas  Light  Company 
to  open  the  streets  of  that  town  for  the  purpose  of  laying  its 
pipes.  In  1878  the  company,  by  request  of  the  superintendent  of 
lamps  of  the  city  of  Boston,  hiid  the  pipe  across  the  sluiceway 
above  referred  to,  for  the  purpose  of  supplying  gas  to  a  city  lamp 
located  at  the  terminus  of  said  pipe,  and  the  company  supplied  g&s 
to  this  lamp  until  Dec.  8,  188G,  when  the  light  was  discontinued 
by  the  city.  The  pipe  remained  until  taken  np  and  replaced,  by 
the  Bi'ookline  company,  by  another  pipe,  in  1893. 

In  1875  the  city  of  Boston,  pursuant  to  an  order  passed  by  the 
board  of  aldermen,  February  8  in  that  year,  contracted  « 
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Brookline  company  to  supply  gas  for  puhlic  purpoaes  in  the  section 
o(  the  city  traversed  by  its  pipes.  Feb.  27,  1893,  the  city  of 
lioston  entered  into  a  contract  with  said  company  to  furnish  gas 
in  the  districts  known  as  the  city  proper,  Roxbnry  and  Brighton. 
The  Boston  Gas  Light  Company,  at  the  time  of  granting  the  said 
l>ermita  and  prior  to  the  passage  of  said  chapter  314,  maintained 
its  pipes  and  siipiilied  gas  to  customers  in  Boston  proper. 

In  1822  the  board  of  aldermen  of  the  city  of  Boston  granted  to 
Alexander  Pania,  who  afterwards  became  one  of  the  incorporators 
of  the  Boston  Gas  Light  Company,  permission  to  open  the  streets 
of  Boston  for  the  purpose  of  laying  gas  pipes.  To  1854  the  Ix>ard 
of  aldermen  of  the  city  of  lioxbury  granted  permission  to  said 
company  to  open  the  streets  of  Rosbury  and  lay  ita  pipes. 

The  Roxbury  Gas  Light  Company,  at  the  time  of  granting  the 
permits  appealed  from  and  prior  to  the  passage  of  said  clinpter 
314,  had  its  pipes  laid  and  supplied  gas  to  customers  in  the  Rox- 
bnry district  and  in  the  city  proper.  In  1 854  the  board  of  aldermen 
of  the  city  of  Roxbury  granted  permission  to  the  Roxbnry  company 
to  open  the  streets  and  lay  its  pipes  in  that  city. 

In  1885,  prior  to  tlie  passage  of  said  chapter  314,  tlie  board  of 
aldermen  of  the  city  of  Boston  granted  permission  to  the  Bay 
State  Gas  Company  to  open  the  streets  and  lay  its  pipes  in  Boston. 

At  the  time  of  granting  the  permits  appealed  from  all  said  com- 
panies had  their  gas  works  and  their  pipes  laid  and  supplied  gas  to 
customers  within  the  territorial  limits  of  the  city  of  Boston.  Prior 
to  1885  said  pipes  were  laid  without  permits  from  the  superin- 
tendent of  streets  of  the  city  of  Boston  ;  since  that  time  said 
pipes  have  been  laid  under  permits  isaned  by  said  superintendent. 

The  statement  of  the  foregoing  facts,  with  the  several  appeals, 
was  submitted  to  the  Attorney-General  of  the  Commonwealth,  who 
was  requested  to  advise  the  Board  whether  under  thdee  facta 
sections  10  and  16  of  chapter  314  of  the  Acts  of  1885  applied  to 
the  appeals,  so  as  to  confer  upon  the  Board  authority  to  adjudicate 
upon  the  qnestions  presented  by  them.  The  following  is  from  the 
reply  of  the  Allorney-General :  — 

"The  only  right  of  appeal  toyonr  Board  conferred  by  sections  10  and  16 
U  from  ttie  decision  or  Ltie  mayor  and  aldermen  of  a  city,  or  selectmen  of  a 
town,  after  a  public  hearing  before  them.    There  has  been  In  this  cose 


acUon  of  the  major  and  aldermen  of  Boston  and  the  action  ippeali-d  from 
U  that  of  the  superlnt^nJent  of  streets.  If  tbe  powers  of  the  tnnyor  and 
■Idernien  In  »uch  cases  have  been  transferred  by  the  charter  of  Boston  to 
tbe  buperluteiident  of  streets,  as  lias  been  claimed,  It  way  be  tbat  liis 
action  »'I11  support  an  nppeal ;  bat  this  Is,  In  my  opinion,  doubtful,  and  it 
1b  clear  that,  tablog  the  statnte  an  It  reads,  there  has  been  no  such  action 
as  to  form  the  foundation  of  an  apppst. 

"  But  apart  from  this,  it  appears  to  me.  npon  the  facts  stated,  tliat  the 
Brookllue  company  must  be  considered  as  existing  Id  active  operaiion  la 
the  city  of  Boston,  In  the  sense  of  the  statute,  at  the  time  of  lis  applicntion 
for  and  the  granting  of  the  permits  appealed  from.  If  this  view  Is  correct 
It  disposes  of  the  question,  as  tho  requirement  of  a  public  hearing  wllh  tbe 
right  of  appeal  does  not  apply  to  such  a  company." 

Acting  upon  this  opiaioD,  the  Board  ordered  that  all  the  app(;als 
be  dismissed. 

Appeal  Of  the  Worcesteb  Electkic  LinnT  Compant.  J 
An  appeal  from  an  order  of  the  board  of  mayor  and    alderme^ 
of  lUe  city  of  Worcester,  granting  penniasion  to  the  Quineig- 
amond  Electric  Power  and  Light  CorapaDy  to  erect  jwleB  and 
run  wires  for  the  purpose  of  supplying  electric  light  within  llie 
limits  of  said  city :  — 

As  required  by  tlie  statutes,  a  piiltlic  bearing  was  given  upon  tbe 
appeal,  and  Bessiona  of  the  Board  for  tbat  purpose  were  held  in  the 
city  of  Worcester.  Tbe  Quineigamond  Klectric  Power  and  Light 
Company  and  the  Worcester  Klectric  Light  Company  appeared  by 
counsel,  but  neither  the  city  nor  any  other  parties  were  repre- 
sented either  to  favor  or  oppose  the  appeal. 

The  Quiusigaraond  Electric  Power  and  Light  Company  was 
oi^anized  on  the  twenty-fifth  day  of  January,  1892,  by  three  well- 
known  citizens  of  Worcester,  with  a  proposed  capital  of  $10,000. 
No  portion  of  the  capital  had  been  paid  in,  but  it  was  understood 
that  if  this  appeal  should  be  dismissed  a  plant  which  for  some  years 
had  been  used  to  supply  electric  power,  and  was  owned  by  tbe  same 
parties,  would  be  transferred  to  the  new  corporation  in  lieu  of  a  cash 
payment  for  stock.  It  appeared  at  tbe  hearing  that  it  was  the 
purpose  ot  tbe  promoters  of  tlie  enterprise  to  establish  a  plant 
upon  the  extreme  eaateru  boundary  of  the  city  and  about  two  miles 
from  ila  centre,  on  the  shore  of  Lake  Quinsigamond,  and  from 
tbat  point  to  supply  lights  throughout  the  city. 


1894.]  PUBLIC  DOCUMEXT  — No.  35.  21 

Sinco  the  year  1883  the  city  has  been  Biipplicd  with  electric 
ligbts  by  the  Worcester  Electric  Light  Company.  This  corpora- 
tion has  establiahed  its  station  within  a  short  distance  of  the  prin- 
cipal mercaDtile  and  nianu  Tact u ring  section,  and  upon  the  shores  of 
a  pond  of  about  Qve  acres  in  extent.  Its  plant,  which  baa  been 
recently  constructed,  includes  compouud  condensing  engines  of 
about  1, GOO  horse-power,  and  dynamoB  capable  of  supplying  820 
bigb  candle-power  arc  lights  and  about  4,000  incandeaceuts.  It 
was  actually  supplying  G75  arc  lighta  and  4,15-3  incaudescenta.  and 
had  about  135  miles  of  wire  and  2,200  poles  in  the  public  streets 
at  the  time  of  the  decision. 

This  appeal  is  made  pursuant  to  the  provisions  of  chapter  382 
of  the  Acta  of  1887,  wliich  requires  tlie  Board  to  liear  all  parties 
interested,  and  that  its  decision  shall  be  final.  From  tbia  it  would 
seem  to  be  the  duty,  aa  it  has  been  the  practice,  of  the  Board  to 
make  auch  an  appeal  the  subject  of  careful  inquiry,  as  if  it  were 
a  new  case  not  previously  heard  elsewhere.  This  appears  to  have 
been  expected  by  the  aldermen,  as  from  their  records  it  would 
seem  that  but  little  time  was  given  to  the  consideration  of  the 
application.  It  was  apparently  understood  that,  whatever  their 
action,  an  appeal  would  be  taken,  and  their  course  indicated  that 
they  believed  the  public  interest  demanded  that  their  time  and 
attention  should  be  given  to  other  pressing  and  perplexing  quea* 
tions,  whose  final  settlement  was  wholly  within  their  jurisdiction, 
rather  than  to  this. 

The  parties  interested  in  an  application  of  this  character  are  the 
general  public,  the  consumers,  and  tiiose  who  have  invested  or 
desire  to  invest  their  money.  The  number  of  companies  which 
can  conveniently  engage  in  this  busiueas  must  be  necessarily  lim- 
ited, owing  to  the  nature  of  the  work  and  the  fact  that  its  conduct 
involves  an  extensive  use  of  the  public  streets  for  the  poles  and 
wires.  These  lines  muet  neceasarily  be  charged  with  dangerous 
currents  of  high  intensity,  and,  in  combination  with  wires  for  other 
purposes,  are  a  constant  menace  to  life  and  property  wherever  they 
exist.  While  above  the  highway  tbey  may  offer  serious  obstruo- 
tion  to  a  sacceasful  contest  with  firea ;  and  if  underground  they 
become,  through  necessity  for  the  fi-equent  opening  of  the  streets, 
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a  fruitful  source  of  interference  witli  travel,  Tlie  secliooa  where 
the  greati^at  volume  of  trade  nod  travel  exist,  are  souglit  first  by 
all  companies  as  tUc  most  profitable  Geld  for  Ibebusiuees,  with  tlie 
result  that  wires  become  most  niiinei'oua  where  they  are  the  most 
likely  to  be  troublesome  and  dangei-ous.  Attempts  to  regulate  or 
control  the  coiiBtrut:tiou  of  ihese  Hues  by  official  sui>en'isiou  liave 
mot  with  only  limited  success.  There  is  a  general  public  demaoJ 
that  sui'h  a  use  of  the  streets  should  be  restricted,  that  the  nuiiilKr 
of  tlicae  wires  should  be  kept  at  the  minimum  needed  to  properly 
supply  the  public  needs,  and  that  they  tihould  be  multiplied  only 
when  some  substantial  advantage  is  to  be  acquired  or  the  iiublic 
convenience  to  be  served  thereby.  For  these  reasons  some  proba- 
bility should  esist  of  either  a  saving  of  cost  or  an  improvement  of 
service  to  justify  encumbering  the  streets  with  the  poles  and  wires 
of  another  company. 

In  many  respects  the  case  nnder  consideration  differs  from  any 
which  the  Board  has  previously  been  called  upon  to  consider. 

At  the  hearings  but  few  witneases  were  introduced  and  but 
little  evidence  presented.  The  persons  interested  in  the  enter- 
prise are  respected  residents  of  the  city  and  are  entitled  to  the 
most  careful  consideration.  The  capital  mentioned  in  the  charier 
is  obviously  too  small  to  effect  the  purposes  of  the  corporation, 
bnt  It  is  as  sumed  that  it  may  be  increased  to  any  nee<led 
amount. 

Some  of  the  witnesses  expressed  the  opinion  that  the  city  affoi-ded 
a  fair  field  for  two  companies,  but  no  facta  or  arguments  were 
submitted  in  support  of  this  view.  It  did  not  appear  that  these 
persons  had  given  the  question  much  consideration  or  had  any  par- 
ticular knowledge  of  the  buaiuess  itself.  Tliey  probably  intended 
to  express  their  individual  belief  that  there  was  sulDcient  undevel- 
oped business  to  support  a  second  company  with  a  fair  profit,  or 
that  it  would  receive  public  support  because  it  could  give  the  cou- 
sumera  some  advantages  not  now  within  tlieir  reach. 

This  comes  very  near  assuming  the  whole  case,  and  it  would 
seem  that  those  who  take  this  view  should  be  prepared  to  submit 
BOtne  facta  or  arguments  upon  which  the  opinion  may  be  based, 
but  none  were  attempted.     The  specific  testimony  preseuled  at 
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the  lieai'iag  and  the  facts  in  the  poaaessioQ  oF  the  Bonnl  seem  to 
oppose  tliia  view  rather  than  to  favor  it. 

There  was  no  claim  nor  pretence  made  by  the  representativea  of 
the  new  company  that  they  woukl  be  able  lo  supply  liglita  for  any 
less  price  or  of  any  better  quality  thno  those  of  the  existing  com- 
pany, or  that  in  any  particular  respect  the  service  would  be  improved. 
It  did  not  appear  that  the  present  company  ha^l  unreasonably  failed 
or  refused  to  supply  any  lights  for  which  request  had  been  made. 
The  company,  indeed,  exprestied  its  willingness  and  demonstrated 
its  ability  to  supply  both  arc  and  iucandeacent  lights  to  any  extent 
that  might  be  desired,  wherever  the  nature  of  the  businesa  would 
permit  and  at  reasonable  rates.  No  criticism  of  its  prices  or  its 
service  was  offered.  In  the  year  1890,  in  refusing  to  allow  the 
consolidation  of  this  company  with  the  Worcester  Gas  Company, 
the  Board  referred  to  its  plant  and  policy  in  the  following  terms :  — 

Every  advantage  In  construi:tion  known  to  the  best  engineering  skill 
setms  lo  have  bet-u  employi-d,  and  nil  lis  applUnocs  rnnk  with  the  best. 
It  has  JiiNt  completed  tuiii  equipped  with  a  plnnt  a  building  of  ample  size 
for  all  pruliable  ui-eds  of  the  cltjr  for  tiomt:  yeara  to  come.  Its  affuirs  have 
been  manaxeil  with  strkt  economy,  ltd  policy  baa  beou  causervaLive  and 
free  from  >pecuUtlvB  features 

The  evidence  as  presented  to  the  Board  aeems  to  afford  no  rea- 
sonable ground  for  the  expectation  that  the  proposed  company 
could  afford  its  lights  for  less  than  the  existing  company.  The 
location  suggested  would  undoubtedly  enable  it  to  manufacture  the 
electricity  at  as  low  cost,  but  its  greater  distance  from  the  centre 
of  consumption  would  increase  the  cost  of  distribution.  It  does 
not  i>os3css  and  probably  does  not  expect  to  acquire  the  exclusive 
control  of  any  inveution  by  which  special  saving  in  cost  may  be 
effected,  and  it  cannot  reasonably  be  expected  to  possess  any  higher 
technical  or  business  talent  than  lies  within  tlie  reach  of  the  exist- 
ing company. 

It  is  the  duty  of  the  Board  and  ita  only  purpose  to  secure  lo  the 
people  of  Worcester,  so  far  as  it  lies  within  its  power,  the  best 
service  at  the  lowest  reasonable  price.  There  is  some  reason  to 
believe  that  the  admission  of  the  proixised  company  might  seriously 
impede,  perhaps  wholly  defeat,  this  object.  It  must  be  recognized 
that  both  companies  are  to  be  promoted  and  to  be  conducted  for 
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tbe  sake  of  profit,  nnd  that  they  will  be  governed  bjthe  same  taws 
as  ot]ier  compnaics  in  similar  business.  The  capital  account  of  the 
esisting  company  is  low,  and  the  amount  required  for  a  fair  divi- 
dend is  less  tlian  in  most  companies  of  its  size  and  character.  It 
is  important  to  tlie  consumers  that  this  condition  should  lie  main- 
tained, as  uo  single  item  contributes  more  to  the  cost  of  lights  than 
a  proper  charge  fur  dividends.  The  present  company  can  add 
10,000  or  20,000  lights  to  iU  present  output,  with  a  much  smaller 
investment  of  new  capital  tlian  could  possibly  be  done  by  a  new 
company.  The  history  of  corporations  doing  an  electric  lighting 
and  similar  business  in  competition  in  vanous  parts  of  tlie  country 
affords  strong  ground  for  believing  that  a  new  company,  if  allowed 
to  engage  in  business,  would  not  long  remain  by  itself,  as  compe- 
tition for  a  period  would  probably  be  followed,  as  elsewhere,  by 
consolidation  or  absorption.  Whether  or  not  such  union  would  be 
for  the  public  good,  the  companies  would  see  a  gain  thereby,  and 
no  power  rests  in  this  Board  or  elsewhere,  nndcr  esisting  laws, 
which  conid  effectually  prevent  some  form  of  consolidation.  If  the 
advantages  incident  to  Ibe  growth  of  population  and  tbe  develop- 
ment of  business  are  to  be  secured  and  retained  for  the  benefit  of 
consumers,  every  reasonable  effoit  must  be  made  to  prevent  unnec- 
essary development  of  the  capital  chargeable  upon  the  business. 
But  combinations  and  eonsolidutions,  as  is  well  known,  afford  the 
opportunity  and  usually  a  temptation  to  stock  development  too 
great  to  be  resisted.  Such  needless  outlay  should  be  avoided  and 
saved,  for  when  it  has  once  been  incurred  or  the  money  expended 
in  an  enterprise  not  required  to  supply  the  pnblie  wants,  so  great 
is  the  expectation  of  gain,  and  so  persistent  and  unyielding  ihe 
demands  of  capital  for  dividends,  tbe  remedy  is  not  then  easily 
found  or  applied,  and  tbe  belter  policy  avoids  the  evil  at  tbe  outset 
by  preventing  the  espenditure. 

It  may  properly  be  noted  that  in  the  early  history  of  electric 
lighting  in  this  city  an  illustration  was  afforded  of  the  results  of  an 
attempt  by  two  interests  to  supply  tbe  light.  The  principal  pro- 
moter of  the  new  company  was  then  engaged  in  the  supply  of 
electric  light  upon  a  small  scale,  and  the  business  itself  was  i 
Very  soon  after  tbe  advent  of  the  esisting  company,  be  fount 
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for  tiia  intereat  to  enter  into  an  arraDgemeDt  with  them.  For  a 
portion  of  his  plant  and  the  good  will  of  his  buainesa,  and  an 
agreement  not  again  to  enter  it  for  a.  term  of  years,  he  ret-eived  the 
Slim  of  $20,000,  by  far  the  greater  portion  of  which  was  not  for  the 
plant.  Every  dollar  of  this  amount  the  consumers  of  electric  light 
in  Worcester  have  been  compelled  to  refund  in  the  shape  of  higher 
charges  for  their  lights.  Is  it  desirable  or  wise  that  this  courae 
should  be  repeated,  with  a  much  lai^er  amount  involved? 

The  principal  promoters  of  the  new  company  are  the  owners  of 
a  large  tract  of  land  npou  the  shores  of  Lake  Quinsigamond  and  of 
another  tract  midway  between  the  lalte  and  centre  of  the  city,  well 
adapted  and  parity  occupied  for  manufacturing  piiri>osea.  In  the 
sections  of  the  city  where  these  tracts  are  located  there  is  prob- 
ably little  or  no  other  demand  for  electric  lights.  Situated  m)on 
the  lake  shore  are  numerous  private  residences  and  pleasure 
grounds  which  attract  great  numbers  of  people  dunng  the  stimmcr 
months.  There  is  some  demand  there  for  liglits  for  about  three 
montlia  in  the  year,  and  although  this  service  is  special  in  ita 
character  and  perhaps  unprofitabte,  it  appeared  that  all  the  lights 
requested  had  been  supplied  there  and  at  regular  rates.  In  either 
of  these  locations  if  sulllcicnt  lights  were  desired  it  is  not  unlikely 
that  some  advantage  could  he  gained  by  tlie  construction  of 
separate  plants  to  supply  them.  Such  a  plant  already  exists  in 
one  of  them.  As  they  could  probably  be  constructed  and  main- 
tained in  either  place  without  crossing  the  highway,  the  permission 
of  the  mayor  and  aldermen  for  them  would  not  be  noceasary,  and 
Ihey  would  uot  be  affected  by  the  decision  in  this  case. 

No  request  was  made  for  a  franchise  limited  or  restricted  in  any 
way.  It  was  particularly  stated  that  such  was  not  desired  and 
would  not  be  accepted.  The  grant  from  the  aldermen  contains  no 
restrictions  or  limitations  whatever.  No  authority  exists  in  this 
Board  to  modify  or  in  any  way  restrict  the  order  upon  which  the 
appeal  is  based,  but  the  appeal  must  be  sustained  or  dismissed  and 
the  order  alllrmed  or  annulled  without  qual  id  cation. 

If  to  sustain  this  appeal  shall  seem  to  secui-e  to  the  existing 
company  a  monoply  of  the  business,  it  must  be  remembered  that 
I  only  retain  this  as  long  as  the  public  interest  is  best  served 


thereby,  and  tliat  such  monoply  ia  CDDditional  and  restrictec].  Tlie 
company  claims  and  exercises  a  general  fraucliise  thi'ougbout  Uie 
city.  It  may  be  compelled  to  meet  all  reasonable  demands.  If  it 
HQreaaonably  fails  or  neglects  to  supply  light  when  requested,  this 
Board  has  power  to  compel  such  supply  aud  has  frequently 
exercised  this  authority  in  other  localities.  Consumers  have  a 
right  lo  the  lowest  remunerative  rates,  aad  if  they  believe  the 
prices  charged  are  too  high  tliey  can  petition  for  a  reduction,  and 
the  onler  of  the  Board  as  to  price  is  blading  upon  the  com- 
pany. While  the  interests  of  the  shareholders,  present  or  pro- 
spective, ought  not  lo  be  overlooked,  the  convenience,  comfort 
and  pecuniary  benefit  lo  the  community  are  surely  of  the  first 
importance.  ■ 

For  the  reasons  suggested,  the  Board  deemed  it  unwise  to  grant 
the  Quiusiganiond  Klectric  Power  and  Light  Company  the  prayer 
of  ita  petition.  It  was  therefore  ordered  that  the  appeal  be  sus- 
tained and  that  the  permission  of  the  aldermen  be  revoked 
anuulled. 

Brookune  Petitions. 

These  were  petitions  by  the  selectmen  of  Brookline,  and  uuiner- 
ous  consumers  of  the  Brookline  Gas  Light  Company,  residing 
in  Brookline  and  tliat  part  of  Boston  known  as  Brighton.  Hear- 
ings were  given  at  tlie  oflice  of  the  Board,  and  all  the  petitioners 
were  represented  by  counsel.  Few  witnesses  were  presented  by 
either  sides,  and  but  little  evideoce  offered,  except  such  as  was 
drawn  from  the  public  reports  of  the  Board.  It  was  understood, 
however,  by  all  the  parties,  that  in  considering  the  application,  the 
Board  would  make  careful  examination  of  the  records  and  accounts 
of  the  company,  and  a  tlioroiigh  investigation  of  all  its  affairs. 
It  appeared  that  the  Bi-ookline  company  began  to  supply  gas  in 
the  town  of  Brookline  ia  the  year  1853.  lu  1854  it  obtained  an 
amendment  of  its  charter  allowing  it  to  distribute  gas  in  Brightoa 
and  in  Boston,  and  some  years  later  it  began  to  lay  its  pipes  in 
Brighton,  and  to  supply  gas  to  that  town  and  its  inhabitants. 
Portions  of  Brookline  were  annexed  to  Boston  ia  1870  and  1874, 
and  the  town  of  Brighton  became  Ward  2.i  of  the  city  of  Boston 
in  1873.     The  Brookline   Gas  Light  Company  has  continued  M 
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Bupply  gaa  within  Lhe  entire  territory  formerly  known  as  Brookline 
and  Brighton,  ami  lias  been  tlie  ouly  uoinpany  DUpplyiug  gus 
witiiin  Ibese  kjundaries,  up  to  tlie  present  lime. 

In  1887,  uoder  cliapter  '685  ol  tUc  Acts  of  that  year,  the  com- 
pany was  autliorized  to  supply  electric  light  in  the  town  of  Brook- 
liue,  and  in  that  part  of  Boston  formerly  induded  in  Brookline  and 
Brighton.  It  eottretl  at  once  upoa  the  supply  of  snch  light,  nod 
has  continued  to  be  the  only  company  supplying  electric  light  in 
that  territory  up  to  the  present  time.  Since  September  30,  1B8!), 
the  price  of  gas  supplied  by  the  company  to  ordinary  consumers 
has  been  $1.90  per  thousand  feet.  On  the  twenty- seventh  day  of 
February,  18^6,  the  conipuny  euteied  into  a  contract  with  the  city  of 
Boston,  by  the  terms  of  which  it  undertook  to  supply  after  July  1st, 
witbia  certain  sections  of  the  city,  gas  for  street  lights  at  TO 
cento,  and  to  private  consumers  at  81.00,  and  in  the  Brighton 
district  at  $1.25  for  street  liglits  and  S1.50  to  private  consumers. 
At  the  same  time,  the  company  voted  to  supply  gas  to  private 
consumers  in  Brookline  at  $1.50.  Shortly  after  the  terms  of  that 
contract  were  made  public,  the  petitions  of  the  selectmen  and  of 
consumers  in  Brighton  were  filed  with  this  Board. 

The  works  of  the  company  have,  for  many  years,  been  located 
near  the  easteru  boundary  of  the  thickly  settled  portion  of  the 
town  of  Brookline.  Early  in  1891  work  was  liegun  ulkiu  the  erec- 
tion of.  entirely  new  works  at  the  north-eastern  portion  of  what 
was  formerly  Brighton,  on  the  Charles  River,  and  about  three 
miles  from  the  former  location.  The  works  were  completed  and 
the  manufacture  of  gas  begun  at  the  new  location  in  April,  1892. 
The  old  works  at  Brookline  have  been  dismantled  and  abandoned, 
and  it  is  understood  the  company  does  not  intend  to  t^aia  use 
them  for  gas  purposes. 

The  electric  lighting  plant  located  at  the  old  station  has  also 
been  sold  or  removed,  and  a  new  plant  for  that  purpose  erected  at 
the  new  gas  works. 

The  petitioners  urge  that  they  should  have  gas  at  not  more  than 
SI. 00  per  thousand  feet,  and  base  their  claim  to  this  upon  the 
ground  that  the  discrimiuation  against  them  in  the  lower  price 
made  for  Boston  was  both  illegal  and  unjust ;  and,  further,  that 


the  price  niiined  id  tlie  BoBtoo  contract  being  a  voluntary  act  o( 
the  officers  of  the  company,  wils  ample  and  coneluaive  evidence  of 
its  ability  to  supply  gas  at  that  rate,  with  a  fair  profit.  Different 
rates  by  the  same  public  corporation  for  a  similar  service  aln^avs 
causes  discoDtent  among  those  l«ast  favored.  The  lines  of  detnarh- 
atioa  are  of  necessity  drawn  arbitrarily  rather  than  by  any  rule 
capable  of  logical  demonstration  aad  the  grounds  relied  upou  for 
their  jtistiii cation  generally  yield  under  the  test  of  close  examina- 
tion. But  little  effort  wa^  made  by  the  company  to  justify  the 
discri  mi  nation  in  this  case,  cx:cept  by  an  intimation  that  it  was 
fairly  baaed  upon  a  difference  in  cost  of  diatribution  caused  by  the 
difference  in  density  of  the  gas-consuming  population.  It  is  vei^ 
doubtful  if  any  sueli  difference  in  cost  could  be  shown  to  exist,  nod 
if  any  did  appear,  it  would  probably  be  found  too  small  to  have 
any  appreciable  effect  ui>on  the  selling  price  of  the  gas.  It 
would  be  a  theoretical  difference  rather  than  a  practical  one.  Cer- 
tainly the  difference  in  this  case  is  too  great  to  be  jnstilied  n[K>n 
such  grounds,  since  it  is  more  than  three  times  the  entire  cost  for 
distribution.  A  distinctioD  ot  this  character  between  customers 
has  been  gcnerolly  regarded  as  contrary  to  a  sound  public  policy 
and  has  never  been  employed  except  as  a  temporary  expedient. 

Uiit  while  such  discrimination  may  appear  to  be  unjust,  it  is  by 
no  means  clear  that  it  is  illegal,  and  it  is  not  every  case  of  dis- 
crimination that  either  this  lioard  or  the  courts  can  interfere  to 
prevent  or  adjust,  A  few  yeare  ago  the  Consolidated  Gas  Com- 
pany of  Baltimore  undertook  to  supply  the  same  quality  of  gas  to 
consumers  in  one  section  at  50  cents  per  thousand  feet,  and  in 
another  at  $1  00.     Upwards  of  seven  thousand  consumers  united  I 

in  an  appeal  to  the  courts  to  compel  the  company  to  supply  them  ' 

at  the  lower  price,  upon  the  same  grounds  as  urged  in  this  case.  j 

It  appeared  at  the  trial,  that  gas  was  being  sold  at  the  lower  price 
at  a  loss,  and  that  the  higher  price  was  not  unreasonable.     The 
court  said  that  it  had  not  the  power,  tiierefore,  to  require  a  sale 
I  at  the  lower  price,  and  dismissed  the  petition. 

L     There  is  no  law  to  prohibit  a  company  from  selling  gas  at  less  i 

than  cost,  or,  perhaps,  from  giving  it  away,  if  it  considers  such 
course  desirable,  and  no  power  lies  with  this  Board  to  increase  the 
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price  unless  upon  application  of  the  company  itself.  Wlietlior  the 
Board  cnn  prevent  this  di  scrim  in  alio  a  depends  upon  whettier  it 
has  tbe  power  to  reduce  the  price  io  tlie  territory  named  to  $1,00 
per  thoiis.ind  feet,  —  whether,  io  fact,  the  Brookline  company  can 
supply  gas  at  $1.00  per  thouBaod  feet,  and  pay  a  fair  dividend 
upon  the  capital  necessary  for  tlie  business.  Unless  it  can  do 
this,  no  power  exists,  either  in  this  Board  or  elsewhere,  to  compel 
it  to  supply  it  at  that  price.  In  the  recent  cootest  between  the 
city  of  Cleveland  and  the  Cleveland  Gas  Light  and  Coke  Company, 
in  the  United  States  Court,  it  was  held  that  when  regulation  makes 
the  price  so  low  as  to  make  it  impossible  to  pay  a  reasonable  divi- 
dend it  was  but  anotlier  name  for  conflscntion,  and  a  violation  of 
the  CoDstitiition  of  the  United  States. 

Tlie  Board  cannot  assume,  merely  because  the  company  offers 
to  supply  gas  under  existing  conditions  in  Boston  at  SI. 00 
per  thousand,  that  it  can  fairly  affoi-d  to  supply  it  at  that  price, 
either  there  or  elsewhere.  It  would  be  as  reasonable  to  assume 
that  it  could  not  afford  to  supply  in  Brighton  at  less  than  SI. 50, 
since  that  is  the  price  named  in  the  contract  for  that  district.  It 
is  well  understood  that  in  the  management  of  corporate  enterprises 
at  the  present  day,  proQts  are  often  luude  by  parties  interested,  in 
other  ways  than  directly  from  the  sale  of  their  products  in  the  open 
market.  Alt  the  evidence  in  the  possession  of  the  Board  tends  to 
show  that  until  the  conditions  shall  be  greatly  changed  the  com- 
pany cannot  be  legally  required  to  supply  gaa  in  any  portion  of  its 
territory  for  $1.00  per  thousand  feet.  All  its  accounts  show  that 
this  price  is  less  than  cost,  and  would  provide  nothing  for  either 
interest  or  dividends. 

The  Board  has  considered  its  duty  to  be  to  ascertain,  without 
reference  to  any  of  the  prices  named  in  the  contract,  at  what  price 
the  company  might  fairly  be  required  to  supply  gas  within  the 
territory  of  the  petilionei's.  It  was  contended  that  this  district 
should  not  be  chargeable  with  the  capital  invested  in  the  prosecu- 
tion of  the  recent  Boston  contract,  the  electric  light  business  of  the 
company  or  in  the  property  formerly  used  for  the  gas  business, 
but  now  abandoned.  This  seemed  to  the  Board  to  be  a  fair  posi- 
tion and  in  harmony  with  its  previous  policy. 
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If  the  company  sees  fit  to  carry,  for  any  length  of  time,  real 
estate  not  suitable  for  the  busiDcsa  of  supplying  gas,  and  which  it 
never  intends  or  espects  to  use  for  such  business,  it  would  seem 
fair  that  the  burden  of  such  ownership  shonid  be  borne  by  the 
property  itself,  and  not  hy  the  consamerB  of  gas.  It  may  well  be 
claimed  that  the  company  is  noder  obligation  to  its  consumers, 
having  disposed  of  snoh  property,  to  apply  the  proceeds  to  a  reduc- 
tion of  its  capital.  Tbere  seems  to  be  no  good  reason  wby  the 
surplus  profits  of  the  gas  business  sliould  be  used  to  support  the 
electrical  enterprise,  or  tliat  gas  coosiimers  shoold,  in  any  way,  be 
psked  to  bear  tlie  Ijurdena  properly  belonging  to  those  who  desire 
tbe  luxury  of  the  electric  light. 

It  was  admitted  that  the  success  of  tlie  supply  of  gas  in  Boston 
by  this  company  was  problematical,  and  tbat  this  feature  of  its 
business  was  purely  speculative  and  its  results  uacertain.  No  pre- 
tence has  ever  been  made  that  it  would  be  profitable  unless  the 
company  should  succeed  in  so  far  dividing  the  business  of  tins 
territory  with  the  Boston  company  as  to  secure  a  consumpCiou 
many  times  lai^er  than  its  present  output.  The  only  fair  infer- 
ence to  be  drawn  from  the  position  of  the  company  in  this  contract 
in  respect  to  prtue  is  simply  that  the  shareholders  or  a  majoritv  of 
them  are  willing  to  enter  upon  nn  experiment  wliich  they  expect 
will,  in  some  way  that  may  not  appear  upon  the  face  of  the 
transaction,  perhaps  indirectly,  become  profitable  to  them, 

Prior  to  entering  upon  the  expenditure  necessary  under  the  Boston 
contract,  the  bond  audsharecapitalof  the  company  was  $1, 000,000, 
Deducting  from  this  the  investment  in  the  electric  business,  and 
in  the  property  abamloneil,  the  capital  employed  is  still  high 
relative  to  the  company's  output;  very  much  higher,  indeed,  than 
in  the  case  of  any  other  company  within  the  Commonwealth  with 
wliicli  it  may  fairly  and  properly  be  compared ;  higher  with  one  or 
two  exceptions,  than  any  other  dividend-paying  company.  The 
time  available  for  the  examination  of  this  case  has  not  been  suffi- 
cient for  such  a  study  of  the  history  and  affairs  of  the  company  as 
will  enable  the  Uoard  to  determine  deflnitely  bow  this  condition 
been  reached.  Apparently  the  company  has  been  burdened 
througb  a  considerable  portion  of  its  history  by  a  lack  of  economy 
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in  its  nmnflgement,  since  the  prices  cliarged  for  gas  in  llie  paat 
seem  to  have  been  auffitient  to  provide  a  liberal  profit.  Several 
years  ago  the  company  acquired  a  portion  of  the  land  npon  which 
Iheir  new  works  have  been  built  and  for  a  long  lirae  apparently  it 
had  been  the  intentioD  to  erect  new  works  in  that  location  ;  but 
when  the  time  arrived  for  Ibeir  construction,  there  were  no  funds 
whatever  available  for  the  purpose,  and  it  was  necessary  to  provide 
the  entire  coat  out  of  new  capital. 

In  view  of  tliese  facts  the  company  does  not  espect  to  pay  and 
would  not  claim  to  be  entitled  to  pay  as  large  a  dividend  as  those 
companies  which  have  pursued  a  different  and  more  conservative 
course  witli  respect  to  development  of  their  capital.  Consumers 
Lave  a  right  to  claim  lliat  management  shall  be  no  less  efficient  and 
no  more  cosily,  and  that  the  uliargea  for  iraproveraenls  and  profits 
simll  be  no  larger  in  this  company  tlian  in  others  that  are  similar 
and  successful.  Gas  in  tlie  holder  costs  in  this  ease  but  little  if 
any  more  than  in  the  best  managed  compauies  similarly  situated 
iu  the  State.  It  is  doubitnl  whether  tiiis  item  can  be  appreciably 
reduced  by  the  new  apparatus  now  building  at  the  company's  works 
although  the  candle-power  may  be  thereby  increased.  In  otiier 
departments  of  the  company's  work  the  same  closeness  of  expendi- 
ture and  supervision  does  not  seem  to  exist.  Tlie  cost  of  leakage 
and  for  management  is  high,  and  in  tlie  interest  of  the  corporation 
and  of  the  consumers  may  well  be  reduced. 

The  price  suggested  ia  based  upon  these  consideratious,  and  in 
view  of  the  entire  history  of  the  coun>flny  seems  fair  and  just  to  all 
concerned.  Tlic  lioard  confidently  believes  that  with  the  proper 
improvement  possible  in  respect  to  management  and  leakage,  and 
with  the  entire  cost  of  the  gas  tliereby  reduced  to  the  lowest  point 
which  can  reasonably  be  demanded  of  the  company,  it  will  be  able 
to  earn  a  fair,  though  moderate  dividend  upon  the  capital  actually 
invested  for  the  supply  of  gas  iu  Brookline  «nd  Brighton.  The 
Uoard  recommended  that  from  and  after  the  first  day  of  October 
next  the  net  price  for  gas  supplied  liy  the  Brookline  company 
should  not  exceed  SI. 40  per  thousand  feet. 

On  AngiiBt  3,  notice  of  this  recommcndatiou  was  sent  to  the 
company,  by  whom  it  was  adopted  on  August  12. 
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Chelsea  Petition. 

This  waa  a  petition  by  tlie  mayor  of  Chelsea  and  numerous 
consumers  of  llie  Chelsea  Gas  Liglit  Company  for  an  improvement 
in  quality  and  a  reduction  in  tlie  price  of  gas  to  61.50  and  in  the 
price  of  electric  light. 

Public  henringB  were  given  to  the  parties  interested,  in  the  city 
hall  in  Chelsea.  The  petitioners  and  the  company  were  represented 
by  counsel. 

After  this  petition  was  filed  with  the  Board,  bnt  before  the 
hearing  was  ordered,  the  company  voted  to  reduce  the  price  of 
incandescent  electric  light  to  one  cent  per  lamp  hour,  and  this 
price  went  into  effect  on  the  first  day  of  July  last.  At  the  hearing 
the  petitioners  expressed  tbeniselves  aa  generally  satisfied  with 
this,  and  waived  their  request  for  any  further  reduction  in  that 
department  of  tlie  company's  business. 

Very  much  of  the  evidence  submitted  related  to  the  quality  of 
the  gas.  From  the  reports  of  the  t^tate  inspector  it  appeared  that 
the  candle-power  had  been  invariably  above  that  required  by  the 
statute,  and  that  for  more  than  a  year  the  company  had  in  only  a 
single  instance  failed  to  comply  with  the  provisions  of  law  respect- 
ing impurities.  There  was,  nevertheless,  much  complaint  of  i>oor 
light,  which  seamed  to  be  well  founded.  The  testimony  showed, 
however,  tliat  this  did  not  esist  tlirough  the  city  generally,  but 
was  confined  to  a  limited  area  upon  both  sides  of  the  mercantile 
portion  of  IJroadway.  The  trouble  was  evidently  a  local  one  :  a 
complaint  of  poor  light  rather  than  of  poor  gas.  Early  in  the 
hearing  the  Hoard  became  eatinfied  that  this  w.is  due  to  a  lack  of 
pressure  in  certain  mains,  the  capacity  of  which  was  not  sullicieut 
for  the  territory  which  they  were  intended  to  supply.  Tlie  com- 
pany recognized  this  fact  and  before  the  hearing  closed  purchased 
for  this  section  additional  pipe,  which  has  since  been  laid  and  is 
now  in  use.  This  new  main  is  believed  to  be  fully  equal  to  all  the 
demand  likely  to  be  made  upon  it.  If  the  consumers  within  ihe 
territory  referred  to  siiall  now  fail  to  secure  sulllcient  gas  it  will 
probably  be  found  that  the  trouble  is  caused  by  defective  piping 
or  fixtures  upon  their  own  premises. 
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In  coDBidertng  the  request  for  a  rediictioD  in  price  of  gas  it  was 
neeesaary  to  note  that  in  answer  to  a  former  petition  against  this 
compao;  tlie  Board  in  18'J1  fixed  the  price  at  $1.80,  and  that  this 
price  went  into  effect  July  1  of  that  year.  The  report  accompany- 
ing the  deeision  showed  that  this  price  was  made  after  an  exhaust- 
ive esaminalioQ  of  the  entire  history  and  affairs  of  the  company. 
The  lioard  was  then  of  tlie  opinion  tliut  the  cost  for  mnaagemeut 
and  diBtributioQ,  as  well  as  the  capital  charge,  might  be  reduced, 
and  suggested  to  the  company  the  necessity  of  improving  its  plant 
and  the  expediency  of  a  temporary  reduction  in  its  rate  of  dividend. 
The  price,  in  fact,  was  flxea  at  a  [x>int  which  was  intended  to 
compel  the  introduction  of  improvements  in  the  works  and  econ 
omies  in  the  management. 

In  this  case  the  Board  was  asked  to  again  examine  the  afTairsof 
the  company  and  determine  whether,  owing  to  new  conditions  or 
otherwise,  another  reduction  might  fairly  be  required.  At  the 
bearing  the  desire  for  this  was  strongly  expressed,  but  very  few 
facta  or  arguments  were  presented  by  the  petitioners.  The  com- 
pany protested,  suhmitted  its  records  and  accounts,  and  urged  that 
another  reduction  at  this  time  would  be  neither  reasonable  nor  just. 
The  amount  of  output  is  a  most  important  factor  affecting  the  coat 
of  gas  to  the  company  and  the  price  to  the  consumer,  and  it  seems 
neither  fair  nor  just  to  demand  the  same  prices  for  Chelsea  as  pre- 
vail where  the  output  is  from  three  to  five  times  as  great.  It  was 
urged  by  the  petitioners  that  a  lower  price  would  secure  a  much 
larger  output  for  the  company.  The  same  proposition  was  urged  at 
the  former  hearing.  As  this  is  usually  the  rule,  the  Board  seemed 
to  be  warranted  in  assuming  that  it  would  be  the  case  in  Chelsea, 
and  this  factor  was  intluential  in  flxiug  the  price  after  the  former 
hearing.  This  expectation,  however,  has  not  been  met  in  the  case 
of  this  company.  In  the  five  years  prior  to  July,  18!)3,  the  com- 
pany had  reduced  the  price  of  gas  nearly  twenty  per  cent.,  but 
the  increase  in  output  during  the  entire  period  was  only  two  per 
cent.  The  last  reduction  went  into  effect  on  July  I,  1891,  and  tbe 
output  for  the  year  following  was  in  fact  less  than  for  the  preceding 
year.  During  the  period  named  the  profits  steadily  diminished,  and 
for  the  year  ending  July  1, 1893,  were  about  $10,000  less  than  for 


the  year  ending  July  1, 1888,  Tliere  is  but  one  city  in  the  Slate 
of  Himilar  eizs  where  the  coDSumption  of  gas  is  so  small,  atthoagh 
in  some  of  them  the  price  is  as  high  or  higher.  These  facts  are 
important  and  compel  serious  consideration.  They  afford  strong 
ground  for  the  company's  position  that  the  field  which  it  occupies 
is  governed  by  exceptional  conditions.  It  is  diAtcult  for  the  Board 
to  uoderstaud  or  account  for  this,  and  no  attempt  to  explain  it  was 
made  at  the  beariug.  There  was  no  criticism  upon  the  attitude  of 
the  company  toward  its  consnmera,  but  the  witneeses  were  agreed 
that  it  had  been  attentive  to  tbe  complaints  of  its  customers  and 
courteous  in  its  treatment  of  them. 

In  the  performance  of  its  duty  to  the  petitioners,  and  in  view  of 
the  earnestness  of  their  request,  the  Board  carefully  examined 
the  methods  employed  by  the  company.  After  a  careful  scrutiny 
of  its  accounts,  it  was  satisfied  that  tbey  correctly  exhibited  the 
company's  transactions  and  condition.  It  was  apparent  tbat  any 
reduction  in  the  existing  price  could  only  be  secured  through  some 
decrease  in  the  cost  of  production  or  distribution  of  the  gas.  In 
the  cost  of  distribution  and  management  no  extravagant  expendi- 
tures for  salaries  or  other  items  were  included,  and  tbis  department 
seems  to  be  conducted  in  a  legitimate  aud  economical  manner- 
There  is  no  reason  to  believe  that  tliese  items  could  be  appreciably 
reduced  by  any  change  of  management.  The  Board  believed,  how- 
ever, that  the  cost  of  manufacture  might  be  somewhat  reduced  by  a 
closer  and  more  intelligent  attention  to  that  portion  of  the  business. 
It  found  that  this  had  been  increased  by  a  percentage  of  leakage  or 
lost  gas,  much  greater,  probably,  than  would  be  allowed  under 
careful  management.  It  was  claimed  by  tbe  company  that  mnch 
of  this  was  due  to  the  extraordinary  interference  with  the  compa- 
ny's pipes  by  the  construction  of  sewers.  If  tbe  loss  he  due  to 
this  fact,  it  is  not  lilieiy  to  be  repeated ;  and  if  it  is  due  to  lack  of 
proper  supervision,  tbe  burden  of  it  should  not  be  borue  by  the 
public.  Included  also  in  tlie  cost  of  gas  for  the  last  year  was  a  con- 
siderable sum  for  extraordinary  repairs  and  improvements.  No 
similar  call  is  likely  to  occur  in  the  immediate  future.  Some  sav- 
ing must,  therefore,  accrue  from  au  improvement  in  these  two 
features  of  the  company's  business,  and  tliia  gain,  although  of 
Deceasity  small,  may  properly  accrue  to  the  public. 


1894.]  PUBLIC  DOCUMENT  — No.  35.  35 

The  rftlio  of  capital  to  outt»ut  in  the  Chelsea  company  is  much 
higher  th&a  in  other  companies  of  similar  size  in  the  State.  Thia 
is  largely  attributable  to  the  imprudent  policy  pursiied  by  the  com- 
pany iu  former  years  in  relation  to  the  issuance  of  stock,  as  was 
pointed  out  ia  the  report  of  this  Hoard  alluded  to  above.  The 
over-capitalization  resulting  from  this  policy  should  not  be  per- 
mitted to  operate  as  a  medium  of  burdensome  dividend  chargee; 
this  roay  be  obviated  by  a  price  which  coDtempLites  a  low  rate  of 
dividend.  The  reduction  proposed  is  based  upon  these  consid- 
erations. 

The  Board  recommended  that  on  and  after  the  first  day  of  .Jan- 
nary,  1894,  the  price  of  gas  supplied  by  the  Chelsea  Gaa  Light  Com- 
pany should  not  exceed  SI. 65  per  thousand  feet, 

Petition  of  Chelsea  Gab  Light  Company. 

This  was  a  petition  by  the  Chelsea  Gas  Light  Company  filed 
Dec.  1,  1893,  for  a  revision  of  the  action  of  the  Board  by  which, 
on  Nov.  10,  1893,  it  recommended  that  the  price  of  gaa  supplied 
on  and  after  Jan.  1,  1S94.  to  the  consumers  of  that  company 
should  not  exceed  81.6-5  per  thousand  cubic  feet. 

This  petition  was  presented  to  the  Board  under  the  provision  of 
chapter  350  of  the  Acts  of  1888,  and,  as  tlierein  required,  a  public 
hearing  was  given,  at  which  all  the  parties  to  the  original  petition 
were  represented.  The  company,  by  the  introduction  of  certain 
new  evidence  not  presented  at  the  previous  hearing,  sought  such 
modification  of  the  vote  referred  to  as  woultl  permit  it  to  offer  to 
its  customers  a  discount  for  prompt  payment  of  bills  and  to  charge 
a  net  rate  higher  than  that  in  the  vote  of  the  commission. 

As  the  question  of  permitting  the  allowance  of  such  a  discount 
18  important,  it  seemed  proper  that  the  Board  should  hear  fully  all 
the  evidence  and  arguments  on  the  subject  which  the  parties  inter- 
ested desired  to  pi'eseut  for  its  consideration.  After  such  a  hear- 
ing, the  Board  decided  to  permit  the  Chelsea  Gas  Light  Company 
to  offer  a  discount  for  prompt  payment  of  bills,  for  the  reason  that 
it  seems  that  such  a  discount  operates  to  diminish  the  expense 
of  administration.  Every  substantial  saving,  particularly  in  the 
ease  of  a  company  doing  a  moderate  business,  is  appreciably  felt 
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in  tlie  cost  of  production  of  its  gas,  and  the  Hoard  feels  that  the 
coDSumers  should  have  the  advantage  ot  every  reasODable  economy. 
In  practice,  almost  all  the  consmners  avail  themselves  of  net  rates, 
and  the  amounts  collected  from  those  who  pa;  gross  rates  is  pro- 
portionately very  small. 

The  price  fixed  in  the  foi-raer  vote  assumed  that  there  would  be 
no  diminution  in  the  company's  output  and  no  demand  for  extra- 
ordinary expenditures  for  re|)air3  at  the  works,  upon  which  con- 
siderable sums  have  recently  been  expended ;  but  it  appeared  at 
the  hearing  that  the  condition  of  the  distributing  plant  was  sucli 
that  large  sums  must  soon  be  spent  for  its  improvement.  The 
company's  recent  loss  by  Are  at  the  works,  which  has  occurred 
since  the  last  hearing,  wilt  also  entail  an  increased  expense  for 
repairs. 

Further  new  evidence  was  introduced  that,  owing  to  the  reduc- 
tion of  the  business  of  large  manufacturing  establishments  since 
the  former  hearing,  there  has  been  a  substantial  decrease  in  the 
company's  output  of  gas,  and  it  is  possible  that  such  a  condition 
may  continue.  It  seemed  clear  from  this  new  evidence  and  Ibe 
figures  presented  that  such  a  price  would  entail  a  further  reducUon 
in  the  rate  of  dividends,  which  has  already  been  reduced  by  the 
company  to  five  per  cent. 

Upon  careful  consideration  of  all  the  evidence  the  Board  has  con- 
sidered that  under  the  present  conditions  some  modification  of  its 
former  oi'der  is  necessary  to  enable  the  company  to  pursne  its 
business  for  the  best  interests  of  the  community  in  which  it  is 
placed,  and  it  was  voted  that  the  net  price  of  gas  supplied  on  and 
after  Jan.  1,  18!)4,  shall  not  exceed  81.70  per  one  thousand  cubic 
feet,  if  paid  on  or  before  the  twenty-Bfth  day  of  the  month  b 
which  the  bill  is  presented. 

The  price  of  gas  has  since  been  fixed  by  the  company  in  com- 
pliance with  this  vote. 

North  Andovek  Appeal. 

This  was  an  appeal  of  the  Lawrence  Gas  Company  from  the 

decision  of  the  selectmen  of  North  Andover  permitting  the  Merri- 

mac  Valley  Horse  Railroad  Company  to  erect  and  maintain  poles 
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to  operate  its  road  by  electricity  and  to  maintain  free  of  expense 
to  the  town  incandescent  lights  on  their  poles  for  public  lighting. 
This  petition  was  filed  Dec.  30, 1890.  Neither  party  asked  for  a 
hearing,  and  Dec.  28,  1893,  the  chairman  of  the  board  of  select- 
men of  North  Andover  informed  the  Board  that  no  hearing  would 
be  required,  as  the  decision  of  the  selectmen  had  been  withdrawn. 

Maldex  and  Melrose  PETmoN. 

This  was  a  petition  of  more  than  twenty  consumers  of  the  Maiden 
and  Melrose  Gas  Light  Company  for  a  reduction  in  the  price  of 
gas,  filed  Aug.  9,  1893.  On  the  25th  of  September  the  directors 
of  the  company  reduced  the  price  of  gas  to  $1.90  per  thousand  feet, 
allowing  a  discount  of  30  cents  per  thousand  feet  from  this  price 
if  payment  is  made  within  twenty  days  of  date  of  bill.  The 
counsel  for  the  petitioners  then  withdrew  their  petition,  and  a 
communication,  in  which  they  stated  that  they  considered  this  to 
be  a  fair  and  equitable  reduction,  was  received  by  the  Board. 

Municipal  Ownership. 

Official  reports  relative  to  town  action  in  the  direction  of  the 
acquisition  of  gas  or  electric  light  plants  to  be  owned  by  the  town 
for  municipal  or  commercial  use  have  been  received  from  all  the 
towns  and  cities  in  the  State  whose  population  exceeds  1,500. 
These  are  205  in  number  and  it  appears  that  in  181  of  them 
the  proposition  has  not  been  considered  during  the  year.  The 
towns  of  Lexington,  Manchester,  Middleborough  and  Stoneham 
and  the  cities  of  Cambridge,  Lawrence,  Medford  and  Newton 
have  acted  in  reference  to  the  question  for  the  first  time  during 
the  current  year.  On  pages  38  and  39  is  submitted  a  tabular 
statement  which  contains  a  summary  of  all  action  within  the 
Commonwealth  in  relation  to  this  subject  up  .to  the  beginning 
of  the  year  1893. 
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The  town  of  Braintree,  oa  Jan.  11,  1893,  voted  yea  iiS,  no 
27,  that  the  electric  lighting  committee  appointed  June  3,  1S91, 
make  such  addiiiooa  to  the  electi'ic  lighting  plant  "  as  will  enable  it 
to  furnish  electricity  for  the  town  buildings  and  for  comraercial  and 
domestic  uses."  It  was  also  voted  to  issue  bonds  to  an  amount  not 
exceeding  $16,600  for  this  purpose,  bonds  to  run  for  fifteeu  years 
from  date,  with  interest  at  five  per  cent. ;  upon  this  the  vote  was, 
yes  134,  no  14. 

On  March  13,  1893,  it  was  voted  to  make  this  appropriation 
$16,500,  and  the  town  treasurer  was  authorized  to  issue  ten  notes 
of  the  town  instead  of  the  boods,  as  voted  on  January  11,  these 
notes  to  be  of  the  face  vahte  of  $1,650  each,  and  to  run  one,  two, 
three,  four,  five,  six,  seven,  eight,  nine  and  ten  years,  respectively, 
bearing  interest  at  the  rate  of  not  more  than  four  per  cent.  i>er 
annum.  The  selectmen  were  instructed  to  raise  by  taxation  each 
year  the  sum  of  81,650,  together  with  a  sum  sufficient  to  pay  the 
accrued  interest  on  said  aotea  remaining  unpaid,  until  all  said  notes 
are  liquidated.  It  was  also  voted  to  appropriate  $1 25  for  tlte  pur^ 
pose  of  placing  four  more  arc  lamps  or  their  equivalents  in  incan- 
descents  in  such  location  as  the  selectmen  may  determine.  Six 
arcs  and  eleven  incaudescents  were  located,  17,400  feet  of  wire 
run  and  30  poles  set,  at  an  expense  of  8660.32.  The  appropria- 
tion for  maintenance  and  operation  for  the  year  ending  Dec.  81, 
1893,  was  85,000. 

At  a  meeting  on  November  28  the  selectmen  were  instructed  to 
have  the  town  hall  wired  for  electric  light  and  8300  was  appropri- 
ated therefor.  At  the  same  meeting  it  was  voted  "that  the  sum 
of  81,300  3ud  the  receipts  from  electric  lighting  for  the  current 
year  •  be  appropriated  for  the  purpose  of  connecting  houses  and 
stores  to  the  electric  light  system."  The  rate  of  ta:£ation  for  the 
year  was  816.80.  The  above  appropriations  for  the  commercial 
extension,  amounting  to  $19,053.29,  were  intended  to  be  in  addition 
to  the  830, 853. 8S  previously  expended. 

The  cost  of  operation  from  Oct.  15.  1892,  tft  June  30,  1893, 
according  to  the  return,  was  82,266.10,  this  amount  including  no 
charges  for  interest  or  depreciation.     The  number  of  lights  oper- 
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atecl  was  80  twelve  hunJieJ  cnndle-power  ai'C  nai\  77  twenty-five 
csDdle-power  iucnodeBcent.  These  lamps  were  run  14  days  in 
October,  an  average  of  .5.86  iioiirs  per  day,  and  from  November  1 
to  June  30  an  average  of  22  days  per  month  and  6.12  hours  per 
night. 

The  plant  for  donieatic  and  commercial  purposes  was  not  com- 
pleted until  Outober  31,  but  an  arrangement  was  made  so  that 
About  thirty  customers  were  supplied  from  July  1.  The  new  plant 
consists  of  two  alternating  current  dynamos  with  a  capacity  of  600 
and  1,200  lights,  respectively;  43  transformers  and  62  meters; 
one  engine  of  125  horse-power  and  one  boiler  of  140  horse-power ; 
23J  miles  of  wire  are  used.  The  total  expenditure  is  given  as 
$19,950.54,  including  $878.70  charged  ciistomera  for  expense 
of  connecting  them  with  the  systein  and  8685.87  for  materials 
not  used.  No  rnles  and  regulations  have  yet  been  printed.  On 
January  1  the  town  was  supplying  seventy  customers  and  had 
1,500  six  teen-candle-power  lamps  connected  ;  62  of  these  are  sup- 
plied by  meter  at  the  rate  of  aix  mills  per  siste^n-candte  lamp 
hour.  Eight  customers  pay  from  $3.50  to  95  per  sisteen-candle- 
power  lamp  per  year,  according  to  contract.  The  receipts  for  com- 
mercial lights  to  December  S\  were  $1,253,29. 

In  the  city  of  Brockton,  on  Nov.  9,  1893,  both  branches  of  the 
city  council  by  unanimous  votes  adopted  the  following:  — 

Btiolved.  That  It  is  expedient  for  this  citf  ti>  oierclse  the  autliorlt/  con- 
ferred in  section  1  of  chnpUir  370  of  the  Acts  of  1891.  Id  relatloD  to  the 
CODStnictlon,  purchase,  leaalns  or  nsing  and  mitlDtalnlDg  wLtbIn  Itsllintts 
■  plant  for  the  mana  facture  and  distribution  of  electricity,  for  furnishing 
light  for  rauniclpal  u.se  nnil  for  the  use  of  such  of  ItH  inhabitants  as  may 
require  and  pay  for  the  unaie. 

This  was  approved  by  the  mayor  on  November  13.  A  vote  that 
it  is  expedient  to  exercise  such  authority  passed  both  branches  of 
the  city  council  by  unanimous  vote  in  1892.  The  question,  "  Is  it 
expedient  for  this  city  to  exercise  the  [wwers  conferred  in  section 
1  of  chapter  370  of  the  Acts  of  1891,  entitled 'An  Act  to  enable 
cities  and  towns  to  manufacture  nod  distribute  gas  and  elec- 
tricity'?" was  duly  submitted  to  the  voters  at  the  annual  municipal 
election  in  December  and  it  appears  from  the  records  of  such  elec- 
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tion  tbat  upon  this  queation  there  were  1,143  ;ea,  3,085  no,  and 
1,051  bhink  votea. 

In  the  city  of  Cambridge,  on  April  11,  1893,  a  resolve  "That 
it  is  expedient  for  the  city  of  Cambridge  to  exercise  the  authority 
conferred  in  section  1  of  chapter  870  of  the  Acts  and  Resolves  of 
the  year  1891,  being  'An  Act  to  enable  cities  and  towns  to  manu- 
facture and  distribute  gas  and  electricity,' "  was  referred  to  a  joint 
special  committee  with  instructions  "to  investigate  the  probable 
cost  of  electric  lighting  and  report  thereon."  On  November  21 
the  report  of  this  committee  was  accepted,  and,  in  accordance  with 
its  general  tenor,  tbe  resolve  was  adopted  in  the  common  council 
by  a  vote  of  18  to  0  and  in  the  board  of  aldermen  10  to  0.  It 
was  approved  by  the  mayor  on  November  23.  In  concluding  its 
report  the  committee  said  :  "If  the  question  before  the  city  coun- 
cil was  for  final  action  in  the  matter,  we  sbould  feel  it  our  duty 
to  make  yet  more  extended  investigation  at  this  time  ;  but,  as 
final  action  must  be  taken  by  the  next  city  council,  we  do  not 
deem  it  necessary."  By  an  order  adopted  by  botb  branches  of  the 
city  council  on  December  26  and  approved  the  following  day,  the 
mayor  was  authorized  to  I'cquest  the  Cambridge  Electric  Light 
Company  and  tbe  Cambridge  Gas  Light  Company,  respectively, 
to  Gle  the  schedules  of  their  property  and  plant,  as  required  by 
section  3.  chapter  454,  Acts  of  1893. 

In  the  board  of  aldei-men  of  the  city  of  Chicopee,  on  Nov.  22, 
1893,  an  order  was  offered  directing  that  the  question  of  establish- 
ing an  electric  light  plant  by  the  city  be  submitted  to  the  people  at 
the  ensuing  municipal  election,  but  the  order  failed  of  passage  by  a 
tie  vote,  one  alderman  and  the  mayor  not  voting.  Roth  branches 
of  the  city  council,  in  each  of  tbe  years  1891  and  1892,  had  voted 
nnunimously  in  favor  of  owning  and  maintaining  an  electric  plant 
for  municipal  and  commercial  use. 

At  an  adjourned  session  of  the  annual  meeting  of  the  town  of 
Banvers,  on  April  27,  )893,  upon  further  consideration  ot  the  re- 
port of  the  committee  on  commercial  lighting,  made  in  April,  1892, 
it  was  voted  that  no  franchise  to  supply  electricity  be  granted  to 
the  Danvers  Electric  Light  Company  or  any  other  private  eleetrio 
ligbt  corporation,  "  but  that  the  town  would  reserve  to  itself  all 
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rights  to  furnisb  general  electric  light  ami  power."  Tlie  town  then 
Toted,  75  yes,  25  no,  to  appropriate  $11,000  for  tlie  enlargement 
of  the  present  electric  light  plant  for  the  purpose  of  commercial 
lighting.  The  effort  to  make  this  apjiropriation  conditional  upon 
"some  assurance  that  nine  hundred  lights  would  be  sold"  and 
that  "  the  annual  rate  per  light  should  not  be  less  than  ^6.00,"  was 
defeated.  The  irensurer  was  authorized  to  issue  twenty  town  notes 
of  S550  each,  bearing  interest  at  four  per  cent.,  and  it  was  voted 
that  "  one  of  these  notes  he  made  due  and  payable  next  year  and 
one  each  year  thereafter  until  all  are  paid."  The  vote  upon  this 
proposition  was  55  yes,  ;i  no.  A  committee  of  live  was  then  author- 
ized, in  harmony  with  the  foregoing  votes,  "  to  add  lo  the  present 
electric  light  plant  for  the  purpose  of  street  lighting  and  furnish  light 
and  power  to  any  citizen  on  the  line  of  the  streets  proposed  and 
recommended  by  the  committee  at  rates  per  light  hereafter  to  be 
Hxed,  and  that  full  authority  to  contract  and  bargain  for  said  addi- 
tional plant,  to  erect  and  place  same  and  put  in  complete  and  full 
operation,  keeping  always  within  the  appropriation  voted  by  the 
town."  The  vote  upon  this  was  54  yes,  0  no.  In  the  report  of  the 
committee  referred  to  it  appeai-s  that  such  a  plaat  as  they  had 
believed  desirable  would  involve  an  expenditure  of  J20,000, 
although  one  large  enough  to  meet  tbe  present  demand^  might  be 
installed  for  $15,000.  The  committee  recommended  also  that  tbe 
cost  of  wiring  buildings  should  be  borne  by  the  customer,  that 
lights  should  be  supplied  by  meter,  except  that  in  some  cases,  such 
as  stores,  lights  might  be  sold  by  the  mouth  or  year. 

The  appropriation  made  for  the  year  ending  Feb.  I,  1894,  for 
maintenance  and  operation  was  $3,350.  The  total  cost  of  the 
plant  up  to  Feb.  1,  189.^,  had  been  816,.'i55.68.  The  operating 
expenses  for  the  year  ending  witL  that  date  were  $3,553.G1.  No 
interest  or  depreciation  charges  are  included  in  this  sum.  During 
the  year  78  lights  were  run  2G7  hours,  on  an  average  of  5.58 
hours  per  night ;  199^  tons  of  coal,  4j  cords  of  wood,  22,500  car- 
bons, are  reported  as  used  during  the  year.  The  rate  of  taxation 
for  the  current  fiscal  year  of  the  town  i8$lG.60  per  thousand.  The 
plant  consists  of  two  Brush  dynamos,  with  a  capacity  of  90  are 
lights  of  1,200  candle-power  each ;  one  60  horse-power  engine  and 
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one  SO  horse-power  boiler.  No  itdditions  hare  been  made  to  tlie 
plant  since  the  last  reiwrt. 

No  deHoite  actioa  has  been  taken  during  tbe  jear  in  regard  to 
installing  a  plant  for  commercial  ligtitiog.  Estimates  have  been 
obtained  as  to  cost)  however,  and  a  canvass  of  the  town  to  deter- 
mine, if  possible,  the  number  of  lamps  that  may  be  taken  is  par- 
tially completed. 

In  tbe  city  of  Everett  both  branches  of  the  city  government  have 
adopted  the  following :  — 

Jieaolned,  That  It  ta  eipedlent  for  the  clly  of  Everett  to  exercise  the 
aathorlty  conferred  in  section  I  of  chapter  370 of  the  Acts  of  the  yearl691, 
entitled  "  An  Act  to  enable  cities  Hud  towns  to  monuracturc  and  distribute 
gas  and  electricity." 

The  vote  upon  this  in  the  common  council  Feb.  28,  1893,  was 
yes  17,  no  0 ;  and  in  the  board  of  aldermen  on  March  lit,  yes  5, 
no  1.     It  was  approved  by  the  mayor  on  March  18. 

In  the  board  of  aldermen  of  the  city  of  Hnverhill,  on  Dec.  28, 
IS93,  a.  vote  that  it  is  expedient  for  the  city  to  exercise  the 
authority  conferred  by  section  1  of  chapter  370  of  tbe  Acts  of 
the  year  1891  was  a(iopt«d  by  .1  yes,  2  no,  but  was  laid  upon  the 
table  in  the  common  council  on  December  30.  This  vote  was 
in  the  same  form  as  that  passed  unanimously  by  both  branches  in 
1892. 

In  the  town  of  Hingkam,  on  March  18,  1893,  it  was  voted,  30^ 
yes,  21  no,  "  that  it  ia  expedient  for  the  town  to  exercise  the 
authority  conferred  by  chapter  370,  Acts  of  the  year  1891."  On 
July  26  the  same  vote  was  passed  a  second  time,  114  yes,  48  no. 
Previous  to  the  meeting  of  March  13  tbe  committee  appointed  in 
1892  reported  in  favor  of  the  establishment  of  an  electric  light 
plant  by  the  town  and  recommended  the  passage  of  the  votes 
cited.  A  committee  was  appointed  to  construct  a  plant.  The 
Weymouth  Light  and  Power  Company  has  pole  lines  in  the  town 
and  supplies  the  town  and  private  consumers  with  electric  lights. 
Negotiations  have  been  carried  on  by  the  committee  and  this  com- 
pany looking  to  the  purchase  of  its  poles,  wires,  fixtures,  etc., 
within  the  town ;  these  negotiations  have  not  yet  matured  and  no 
plant  has  yet  tieen  constructed. 
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In  tbe  city  of  Lawrence,  by  concuiTeot  vote  of  both  brauchcB  of 
the  city  council,  a  joiDt  sijecial  committee  was  appointed  "to 
inquii-e  into  the  present  system  of  electric  lighting  now  in  use  in 
thiB  and  other  cities  of  the  Commonwealth  with  a  view  to  ascer- 
taiaing  the  cost  of  tbe  same,  also  to  inqiiiie  into  the  feasibility  of 
establishing  a.  municipal  systeni  of  electric  lighting,  or  to  make 
such  other  recommendations  as  may  be  for  the  best  interests  of 
the  city  on  the  termination  of  the  preaent  contract."  No  report  has 
been  made  by  this  committee. 

In  tbe  town  of  Lexington,  at  the  annual  meeting  on  March  6, 
18!I3,  a  committee  was  ap[Kiiiited  to  examine  into  the  matter  of  a 
plant  for  municipal  and  commercial  lightiug  and  re|x>rt  with 
recommendations  at  the  next  annual  town  meeting. 

Id  the  town  of  MajichesCer,  at  tbe  annual  meeting  in  March, 
1893,  the  subject-matter  of  a  system  of  electric  lighting  for  the 
town  highways  was  referred  to  a  committee  to  investigate  and  the 
sum  of  8400  was  appropriated  for  the  use  of  the  committee.  No 
report  has  been  made,  but  one  is  expected  from  the  committee  at 
the  next  annual  town  meeting. 

The  town  of  Marblehead,  on  April  3,  1893,  appointed  a  com- 
mittee to  investigate  respecting  an  electric  light  plant  for  municipal 
and  commercial  use.     No  report  has  been  made  by  this  committee. 

Both  branches  of  the  city  council  of  Medford  have  voted  "  that 
it  is  expedient  that  the  city  of  Medford  exercise  the  authority  con- 
ferred upon  cities  by  chapter  370  of  the  Acts  of  1891  and  under 
the  limitations  of  said  act  construct,  purchase,  lease  or  establish 
and  maintain  within  its  limits  one  or  more  plants  for  the  manufact- 
ure and  distribution  of  gas  or  electricity  for  furnishing  light  for 
municipal  use  and  for  the  use  of  such  of  its  inhabitants  as  may 
require  and  pay  for  the  same,  as  by  said  act  provided."  This  was 
adopted  by  the  common  council  April  10, 1893,  by  vote  of  16  yes, 
1  no;  and  in  the  board  of  aldermen  April  11  ;  6  yes,  0  no.  It 
was  approved  by  the  mayor  April  l.i.  The  mayor  was  also  re- 
quested on  April  17,  by  concurrent  vote  of  both  branches  of  the 
city  government,  "  to  petition  the  General  Court  for  authority  and 
permission  for  the  city  of  Medford  to  provide  and  maintain  a  plant 
or  system  for  municipal  lighting." 


Tbe  town  of  Middleborongk,  at  a  special  meeting  on  March  25, 
1893,  voted,  yea  252,  no  97,  "  that  it  is  expedient  for  said  town  to 
exercise  the  authority  granted  by  chapter  370  of  the  Acts  of 
the  year  1891."  The  lighting  committee  was  instructed  "to  confer 
with  the  party  offering  the  Middleborough  gas  and  electric  plant 
for  sale  ancl  ascertain  the  price  of  Bald  plant,  its  condition  and 
Buch  otlier  facta  as  they  may  be  able,  and  i-eport  to  the  town  at  the 
second  meeting  if  tbe  Brst  meeting  should  vote  that  it  is  expedient 
to  purchase  the  plant."  This  committee  reported  that  the  entire 
plant  of  tiie  company  could  be  purchased  for  $6.^,000  and  recom- 
mended that  the  town  take  it  at  that  price.  They  also  rejxirted 
in  favor  of  an  additional  expenditure  upon  the  plant  of  about 
$7,500.  The  recommendations  contained  in  the  report  of  this 
committee,  sabmitted  in  print  at  a  special  meeting  on  October  28, 
were  accepted  and  it  was  voted,  —  601  yes,  UG  no,  —  that  it  is 
"expedient  for  the  town  to  purchase  the  property  and  plant  of 
the  Middleborongh  Gas  and  Electric  Company  for  a  sum  not 
exceeding  $63,000."  At  the  same  meeting  it  was  voted,  120  to  0, 
to  appropriate  S75,000  for  the  purchase  and  equipment  of  this 
plant,  and  an  issue  of  bonds  was  authorized  for  the  sum  of  S75,- 
000,  all  of  said  bonds  to  be  dated  Nov.  I,  1893,  and  to  be  pay- 
able according  to  the  following  schedule :  — 


11,000  h,  one  ycu  from  date. 

{2,600  in  sixteen  years. 

I.IOO  In  two  ypars. 

2,600  la  seventeen  years. 

1.200  Id  three  yeira. 

2.700  in  eigliteen  years. 

1,300  in  four  years. 

2,800  In  nineteen  years. 

2,900  in  twen^  years. 

I.BO0  In  Bix  yew*. 

3,000  in  twenty -one  years. 

1,600  In  88Ten  years. 

3,100  la  twenty-two  years. 

1.700  In  eight  years. 

3i»0  in  (wenCy-tbne  yean 

1,200  111  Dine  years. 

3,300  in  twenty-fonr  years. 

1,900  in  ion  yeara. 

3,400  In  twenty-flre  yeara. 

2,100  In  eleven  years. 

3,500  In  twenty-sii  years. 

2,200  in  lwBl»B  yqara. 

3,600  In  tweniy-Ho»en  year* 

2.300  lo  Ihlrteen  yeari. 

3,700  In  Iwenly-etglil  year*. 

2,400  In  fbnrteen  yeari. 

2,800  in  fliteen  yemrs. 

6,300  In  thirty  yean. 

The  first  nine  bonds,  amounting  to  S12,000,  to  be  at  a  rate  of 
interest  not  exceeding  four  and  one-half  per  cent,  per  annum  and 
tbe  remaining  bonds,  amounting  to  SG3,000,  at  a  rate  not  exoe 
ing  four  per  cent,  per  annum. 


f^No.  35. 

A  committee  waa  ap|tointed  to  negotiate  with  the  com|)any  and 
to  make  purchase  of  itB  plant  and  property  for  not  more  than 
863,000,  Authority  was  also  given  the  committee  "  to  carry  into 
effect  the  recommendations  contained  in  the  report  of  the  epccial 
committee  on  ligliting,  at  an  expense  not  to  exceed  tlie  aroouDt 
appropriated  for  equipping  said  plant."  The  vote  npoa  the  prop- 
osition to  issue  bonds  tras  101  to  nothing,  and  upon  the  question 
of  appointing  a.  committee  to  purchase.  106  to  nothing- 

At  a  special  meeting  held  on  December  9  it  was  voted  "  to 
adopt,  in  place  of  the  schedule  of  bonds  provided  to  be  issued  by 
the  vote  of  October  2H,  in  payment  for  the  purchase  of  the 
property  and  plant  of  the  Middleborough  Gas  and  Klectrio  Com- 
pany, the  following  scliedule  of  bonds,  and  that  the  town  treasurer 
be  empowered  to  issue  bonds  in  acconlauce  therewith  to  the 
amount  of  875,000,  to  be  signed  by  him  and  countersigned  by  the 
selectmen,  of  such  denominations  as  they  approve,  bearing  date 
Nov.  1,  1893,  with  interest  payable  semi-auuually  on  the  first  days 
of  May  and  November,  all  said  bonds  to  bear  interest  at  tlie  rate 
of  four  per  cent. :  "  81,000  to  be  due  on  November  1  in  each  of 
the  years  1894,  1895,  1896.  18S7,  1893;  81.500  in  each  of  the 
ycHTB  1899.  1900,  1901,  190-2,  1903  ;  82,000  in  each  of  the  years 
1904,  1905,  1906,  1907,  1908  ;  $3,000  in  each  of  the  years  1909, 
1910,  1911,  1912,  1913;  83,500  in  each  of  the  years  1914,  1915, 
1916,  1917,  1918;  84,000  in  each  of  the  years  1919,  1920,  1921, 
1922,  1923.  Upon  this  the  vote  was :  yes  12,  do  0.  It  was  also 
voted  "  that,  for  the  purpose  of  extinguishing  the  municipal 
lighting  bonds  as  they  mature,  the  town  hereby  establishes  a 
sinking  fund,  to  which  it  will  contribute  the  following  sums  each 
year,  viz.  :  81,000  each  year  from  1894  to  J89«.  inclusive  ;  81,500 
each  year  from  1899  to  1903,  inclusive;  $2,000  each  year  from 
1904  to  1908,  inclusive;  83,000  each  year  from  1909  to  1913, 
inclDsive  ;  83,500  each  year  from  1914  to  1918,  inclusive ;  84,000 
each  year  from  1919  to  1923,  inclusive  ;  the  same  to  be  paid  from 
the  income  of  the  lighting  department  if  sufficient,  otherwise  from 
the  town  taxes,  and  that  provision  for  the  payment  of  interest 
and  the  contributions  to  sinking  funds  shall  be  included  in  each 
annual  asscssiueat  of  taxes."    On  this  the  vote  was :  yes  14,  no  0. 
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The  comiDittee  appointed  October  28  completed  the  purchase 
of  the  plant  for  tbe  price  named  on  December  Id,  and  bonds  hare 
been  issued  to  the  amount  of  S70,000.  TLe  work  of  putting  the 
plant  in  the  conditioo  recomuicnded  by  the  original  committee  ia  in 
progress.  The  tax  rate  for  the  fiscal  year  ending  Dec.  31,  1693, 
waa  tla.oO  per  thousand. 

Id  tbc  town  of  Needliam,  on  March  20,  1893,  the  selectmen 
were  inatructed  lo  "contract  with  some  company  to  light  the 
Streets  with  electricity,  town  to  own  poles  and  wires,  exjiense  not 
to  exceed  83,000  per  year."  On  June  23  the  selectmen  made  a 
verbal  report  and  it  waa  voted  to  adopt  an  incandescent  system 
for  street  lighting.  The  sum  of  SIO.OOO  waa  appropriated,  to  be 
expended  under  the  direction  of  the  selectmen  "  for  the  purpose 
of  constructing  and  eetablisbing  a  plant  for  the  distribution  of 
electric  light  in  the  town."  It  wna  also  voted  to  raise  this  mooey 
by  an  iasue  of  bonds  to  the  full  amount,  to  be  dated  Sept.  1,  1893, 
bearing  intercut  at  four  per  ceot.  per  annum,  payable  in  tbir^ 
years  and  in  denominations  of  81.000  or  8500.  at  the  discretion  of 
the  selectmen.  The  town  treasurer  was  also  authorized  to  borrow 
money  needed  in  anticipation  of  the  issue  of  bonds,  and  conimis- 
siouers  of  sinking  fund  were  chosen.  At  a  meetjng  ou  Sept. 
15,  $3,500  additional  was  appropriated  for  the  construction  of 
the  plant,  llonds  to  this  anaouut  were  authorized,  of  the  same 
date  and  tenor  and  to  be  issued  in  the  same  manner  as  those 
authorized  at  the  former  meeting.  At  this  meeting  the  sum  of 
$300  was  directed  to  be  paid  to  the  selectmen  as  '' compeusation 
in  full  for  their  extra  services  in  the  construction  of  a  plaut,  the 
same  to  be  chained  to  construction  account,  and  the  selectmen 
were  authorized  to  further  extend  the  electric  lighting  system.  It 
was  also  voted  that  "the  selectmen  be  authorized  to  grant  the 
Eliot  Falls  Electric  Light  Company  the  right  to  supply  the  iubab- 
itanls  of  Necdhsui  with  electric  light  for  domestic  and  commercial 
purposes  upon  such  terras  and  conditions  as  they  shall  determine, 
and  that  any  income  received  by  tlie  town  therefrom  be  applied  to 
the  running  expenses  of  the  electric  lighting  plant." 

In  accordance  with  the  votes  of  the  town,  a  distributing  plant 
has  been  constructed,  consisting  of  about  37  miles  of  wire,  extend- 
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ing  OTer  20  miles  ol  streets ;  i'.lO  new  poles  have  been  used  and 
SiJD  fire-alarm  telegraph  and  telepbone  poles  used;  300  tweuty- 
five  candle-power  ioeandescent  lamps  are  in  use  ;  SH, 095.(1.')  Iiave 
been  expended  for  conetruction.  Tbe  bonds  aulhorized  have  not 
yet  been  issued,  the  money  having  been  provided  by  temporary 
loans.  A  contract  for  a  term  of  five  years  lina  been  made  with  the 
Eliot  Falls  Electric  Light  Company  to  supply  the  electricity  for 
the  lights  upon  a  moonlight  schedule  until  r2.30  a.m.  for  81,870 
per  year  for  240  liglita  and  $6  per  year  for  every  additional  light. 
For  this  sum  the  company  is  to  do  all  repairs  ami  renew  the  lamps, 
the  toivn  furnishing  the  materials  and  the  new  lumps.  The  lights 
have  been  in  use  since  November  6.  The  tax  rate  in  the  town  for 
the  Inst  year  was  $14.r.O  per  thousand. 

The  city  council  of  NewtOR,  by  bq  order  approved  Oct.  12, 
18D8,  voted  "  that,  in  view  of  the  espiration  of  the  street  lighting 
contract,  the  committee  on  fuel  and  street  lighting  is  hereby  re- 
quested and  authorized  to  consider  and  report,  with  recommenda- 
tions, nt  its  earliest  convenience,  in  print,  upon  the  matter  of 
establishing  a  plant  for  gas  and  electric  lighting,  to  be  owned  and 
operated  by  the  city."  By  an  order  approved  Nov,  14,  the 
council  requested  the  mayor  to  petition  the  General  Court  for 
authority  to  "establish,  maintain  and  operate  an  electric  light 
plant  for  lighting  the  streets,  ways,  parks,  |)laces  and  buildings  of 
the  city."  The  committee  referred  to  in  the  order  of  Oct.  12 
reported  Nov.  27,  recommending  immediate  action  whereby  the 
city  might  avail  itself  of  all  the  privileges  contained  in  chapter 
370  of  tlie  Acta  of  1891  and  all  amendatory  acts.  On  the  same 
date  this  report  was  accepted  and  it  was  unanimously  voted  by 
both  brani-hes  of  the  city  council  "  that  the  city  council  of  the  city 
of  Newton  do  hereby  determine  and  adjudicate  that  it  is  expedieut 
for  the  city  of  Newton  to  exercise  the  authority  conferred  by  chap- 
ter 370  of  the  Acts  of  the  year  1891,  entitled  '  An  Act  to  enable 
cities  and  towns  to  manufacture  and  distribute  gas  and  electricity,' 
and  all  acts  in  amendment  or  in  addition  thereto."  This  was  ap- 
proved by  the  mayor  on  December  4. 

In  the  town  of  North  AUleborough,  at  a  meeting  on  March  25, 
ft  committee  of  three  was  appointed  with  authority  to  construct  an 
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electric  liglit  plant,  "  at  an  expenae  not  to  esoeed  850,000,  to 
ioclude  the  cost  of  tbe  whole  plant  now  ia  towD."  The  sum  of 
850,000  was  appropriated  for  the  purpose  and  the  treasurer  was 
authorized  to  borrow  this  amount.  On  April  22  tbe  treasurer  was 
authorized  to  issue  bonds  for  850,000,  to  be  known  as  tbe  North 
Attleborough  electric  Hgbt  loan,  these  bonds  to  run  for  thirty  yean, 
at  four  per  cent.  The  North  Attleborough  Steam  and  Klectric 
Company  filed  a  schedule  of  its  property,  ae  provided  by  law, 
but  the  town  plant  is  nearly  completed  and  none  of  tbe  plant  of 
the  private  corporation  has  been  used  or  bought. 

From  the  return  of  the  town  of  Peabody  it  appears  that  the  total 
cost  of  plant  to  June  30,  1893,  had  been  «48,238.-(2.  The  appro- 
priations made  during  the  year  for  maintenance  and  operation  were 
*8,300  and  for  the  sinking  fund  8800.  The  total  operating  es- 
penses  for  the  year  ending  June  30  were  reported  as  85,72;>.35i 
no  interest  or  depreciation  chnrges  arc  included  in  this  amount. 

A  description  of  the  plant  for  street  ligliting  is  contained  in  tbe 
report  of  this  Boai-d  for  1S93.  In  September,  1893,  tbe  lights 
were  run  four  days  and  from  October  1  to  June  SO,  238  days,  ■ 
total  of  2,4153  bours.  In  September,  1892,  136  lamps  were  in 
use ;  in  October,  14'2  ;  in  November  and  December,  148 ;  for  the 
succeeding  six  months,  149,  all  of  nominal  1,200  candle-power. 

At  an  adjournment  of  the  annual  meeting  on  niarch  30,  1893.  a 
committee  was  appointed  to  investigate  and  report  on  tlie  subject 
of  commercial  lighting.  At  a  meeting  on  June  13,  in  accordance 
with  the  recommendation  of  this  committee,  the  town  voted, — 
105  yea,  1  no,  —  to  "  install  an  incandeseeut  machine  and  appa- 
ratus in  connection  with  the  present  plant,  to  consist  of  one  1,000- 
light  alternating  machine,  with  all  necessary  station  apparatus, 
*!so  for  suitable  meters  and  transformers,"  and  for  wires  to  extend 
tVrough  certain  of  the  principnl  streets  of  the  town.  For  this  pur- 
pose $5,500  was  appropriated.  In  the  report  of  the  committee  it 
was  stated  that  it  had  "  cost  the  town  the  last  year  to  light  the 
town-botise,  central  engine  house  and  pumping  station  $841,  besides 
tlie  allowance  for  lighting  the  other  engine  houses."  It  was  then 
voted  to  *'  wire  the  town  hall,  the  pumping  station  and  engine 
bouses,  except  hose  5,  and  to  furnish  necessary  and  suitable  lamps 
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niifl  otlier  op[7aratii9  therefor."  For  this  81,200  was  appropriatetl. 
It  was  further  voted  "  that  the  town  tiiruish  wire  to  carry  the  cur- 
rent to  the  consumer,  as  the  gas  companies  furnish  pipes  for  gas, 
but  that  the  coasiimer  be  reqitirecl  to  furnish  lamps  and  bouse 
wire."  It  was  then  voted  tbat  for  the  increased  expense  for  rtin- 
aing  the  plant,  as  enlar^^cd  for  the  balance  of  tbe  municipal  year, 
J800  be  appropriated.  Tbe  $8,300  above  mentioned  includes 
thie  sum. 

To  carry  out  the  recommendations  presented,  a  committee 
was  appointed  and  notes  of  the  town  for  86,700  were  author- 
ized, payable,  81,000  per  year  for  bis  years  and  the  balance  iu 
seven  years  from  date,  the  money  for  these  notes  to  be  included  in 
tbe  tax  levy  for  each  year.  In  accordance  with  this  vote  a  plant 
has  been  secured  and  installed.  Id  includes  one  Westinghouse 
alternating-current  1 ,200-ligbt  dynamo,  about  14  miles  of  wire  and 
31  transformers.  Fourteen  meters  are  in  use,  two  of  tbese  being 
in  tbe  town  bouse  and  the  central  engine  bouse.  The  town  began 
to  supply  commercial  lights  on  November  10.  At  the  close  of  the 
calendar  year  it  had  installed  about  800  sixteen -can  die- power 
lights  1  about  half  of  these  were  town  lights ;  there  were  seventeen 
private  consumers.  The  rates  at  which  these  lights  are  supplied 
will  be  found  iu  the  rules  and  regulations  adopted  by  tbe  selectmen, 
which  are  contained  in  an  appendix  to  this  reixtrt. 

In  the  town  of  Reading,  at  tbe  annual  meeting  on  March  6, 
under  an  article  "  to  see  what  action  the  town  will  take  with  regard 
to  obtaining  a  plant  for  the  manufacture  and  distribution  of  elec- 
tricity for  furnishing  light  for  municipal  use  and  for  the  use  of  its 
inhabitants,  and  how  much  money  they  will  raise  and  appropriate 
for  that  purpose  or  what  they  will  do  in  relation  thereto,"  and  an 
article  "  to  see  if  the  town  will  take  any  action  for  the  purpose  of 
securing  control,  by  purchase  or  otherwise,  of  that  part  of  tbe 
property  of  the  Citizens'  Gas  Light  Company  of  Reading,  South 
Reading  and  Stoneham  which  is  located  within  tbe  limits  of  the 
town  of  Reading  and  supplying  the  town  or  ita  inhabitants  with 
gas  for  municipal  and  commercial  use,"  the  subject-matter  of 
both  articles  was  referred  to   a  conamittee  to  report  at 

This  committee  has  not  yet  reported.     Tbe  committee 
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appointed  in  1892  bave  fiubraitted  a  printed  report  coveriog  tbe 
poinU  mentioned,  but  witbout  specific  recommendations.  No  action 
bas  been  talien  on  tills  report. 

In  tbe  city  of  Sprinsfield,  on  January  23,  1893,  tbe  commitlee 
on  tightiog  streets  were  instructed  to  inrestignte  and  report  u|>on 
tbe  expediency  and  advisability  of  the  establishment  of  a  munic- 
ipal lighting  plant.  On  December  26  the  report  of  this  committee 
was  accepted,  in  which  they  stated  na  tlieir  opiaioa  "  that  under 
tbe  statutes,  na  they  stand  at  present  in  this  Commonwealth,  it 
would  not  be  expedient  nor  profitable  for  this  city  to  engage  In 
municipal  lighting  on  its  own  account." 

la  the  town  of  Stoneham,  at  a  special  meeting  on  December  5, 
the  warrant  included  an  article  "  to  see  if  the  town  will  vote  to 
accept  tbe  prorisionsor  section  1,  chapter  370,  of  the  Acts  of  1891, 
enlitled  'An  Act  to  enable  cities  and  towns  to  manufacture  and 
distribute  gas  and  electricity.'"  When  this  article  was  taken  up  it 
was  voted  that  tbe  subject-matter  be  inserted  in  the  warrant  for 
tbe  anDQfll  meeting  to  be  held  in  March,  1894. 

In  the  town  of  Stovghton,  on  May  16,  1893,  a  committee  was 
appointed  "to  take  legal  counsel  as  to  certain  points  connected 
with  the  ■  establishmcnlof  the  plant  for  gas  and  electricity  '  and  lo 
reiJort  at  a  future  meeting  to  be  held  iu  tliree  weeks."  Tliia  com- 
mittee reported  accordingly  that  l.hey  had  been  advised  to  tbe 
effect  that  the  votes  passed  in  189"2,  contained  ir.  the  last  re|X)rt  of 
this  Board,  constituted  a  decision  to  establish  n  gas  and  electric 
plant  for  municipal  and  commercial  uses  ;  that  the  town  was  bound 
before  establishing  a  "  public  plant"  to  purchase  the  plant  of  tbe 
Stoughton  Gas  and  Electric  Company,  since  said  corporation  had 
elected  to  sell  the  same  and  had  filed  the  notice  of  such  electioa, 
as  the  statute  required  ;  that  since  tbe  town  and  company  had  been 
unable  to  agree  upon  the  price  to  be  paid  and  by  reason  of 
the  fact  that  neither  the  company  nor  tbe  town  bad  applied  to  the 
court  to  determine  tiie  terms  of  the  sale  and  the  purchase,  the 
company  had  lost  its  right  to  compel  the  town  to  buy,  and 
tbe  town  bad  lost  its  right  to  proceed  to  establish  such  plant 
and  could  only  exercise  the  saaie  by  commencing  de  novo  and  again 
passing  the  votes  required  under  the  st.atute.     At  a  special  meeting 
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on  June  29  the  town  voted  —  51  yeslo  17  no  —  "that  it  ia  expedient 
for  the  town  to  exercise  the  authority  conferred  under  section  1, 
chapter  370,  of  the  Acts  of  ISni,  to  establish  and  maintain  one 
or  more  plants  for  the  manufacture  and  distribution  of  electricity 
or  gas  for  furnishing  light  for  muaicipal  use  aud  for  the  use  of 
such  of  its  inhabitants  as  may  reqiiii'e  and  pay  for  the  same,  aa 
is  provided  in  said  act." 

In  the  town  of  Winchester  the  following  article  was  inserted  in 
the  warrant  for  the  meeting  of  March  6, 1893 :  "To  see  if  the 
town  will  accept  of  the  provisiooH  of  chapter  370  of  the  Acts  of 
the  year  1891,  entitled  'An  Act  to  enable  cities  and  towns  to 
manufacture  and  distribute  electricity,'  and  to  pass  any  votes  in 
connection  thercirith  which  may  be  deemed  expedient."  Under 
this  article  it  was  voted — yes  188,  no  8  —  to  accept  the  pro- 
visions of  the  act.  At  a  meeting  held  June  15  the  same  article 
was  inserted  in  the  warrant,  stating  it  to  be  for  tlie  second  vote. 
This  meeting  adjourned  to  June  22,  when  the  vote  upon  accepting 
the  act  was :  yes  37,  no  0.  The  electric  light  committee  were  in- 
structed to  make  further  investigations  and  report  at  a  future 
meeting.     This  committee  has  not  yet  re[K>rtcd. 

lu  the  city  of  Woburn,  on  Nov.  14,  1893,  both  branches  of  the 
city  council  adopted  unanimously  the  following :  — 

Be  U  refolrrd.  That  the  city  of  Wobara  exercise  the  authority  conferred 
Id  chupter  370,  Statutes  of  ISOl,  relative  to  eatabllsbing  a  municipal  ligbt- 
iag  plant. 

This  was  approved  by  the  mayor  on  November  15.  No  prop- 
osition was  introduced  into  the  city  council  looking  to  a  sub* 
mission  of  these  votes  for  ratification  at  the  annual  municipal 
election.  No  schedule  of  its  property  has  been  demanded  of 
either  of  the  companies  supplying  light  in  the  city,  nor  any  filed 
by  either,  as  the  statute  allows. 

At  the  annual  meeting  of  the  town  of  Wellesley,  held  on  March 
6,  1893,  the  electric  light  committee  appointed  in  1693  submitted 
its  report,  from  which  it  appeared  that  813,345.29  had  been  ex- 
pended for  the  construction  of  the  plant  and  that  about  $500  more 
wonld  be  needed  for  its  completion ;  that  the  contract  had  been 
concluded  with  the  Eliot  Falls  Electric  Light  Company  of  Natiokj 
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under  wbicli  that  compaoy  bad  agreed  to  furnish  the  current  for  SG 
per  lamp  per  year,  the  contract  to  run  for  two  years  with  the 
option  in  the  tonn  to  renew  the  same  for  two  years  more  at  the 
Baine  price.  This  commiltee  was  coulinued  and  the  matter  of 
the  extension  of  the  electric  lights  was  referred  to  it  with  in- 
atructiona  to  report  at  some  future  meeting  as  to  the  best  meth- 
ods to  be  pursued.  At  a  special  meeting  on  October  23,  under 
an  aiticle  "  to  see  if  the  town  will  authorize  the  selectmen  to  grant 
the  Eliot  Falls  Electric  Company  the  right  to  use  the  town  poles 
and  supply  the  citizens  with  electric  light  for  domestic  and  com- 
mercial purposes  npon  such  terms  and  conditions  as  the  selectmen 
ahall  determine,  and  to  do  and  act  anything  respecting  the  same," 
it  was  voted  "  that  the  selectmen  be  inatructetl  to  apply  to  the  next 
Legislature  for  an  act  nnder  which  the  town  of  Welleslcy  may 
safely  contract  with  an  electric  light  company  to  furnish  electric 
light  for  domestic  and  commercial  lighting  in  said  town  for  a  term 
of  years. " 

A  description  of  the  town  plant  was  included  in  the  lost  report 
of  this  Board.  The  appropriations  during  the  year  ending  June 
30,  1893,  for  maintenance  and  operation  were  $3,500.  The  cost  of 
running  the  plant,  including  amount  paid  for  cnrrent,  as  appears 
by  the  return  of  the  town,  was  $3,604.40.  No  additions  or  alter- 
ations appear  to  have  been  mode  iu  the  plant  during  the  year. 
Three  hundred  and  seventy-five  25  candle-ixiwer  lights  have  been 
in  use.  These  were  first  Hghteclou  Dec.  13,  18U2,  and  to  June  30, 
1803,  had  been  run  160  days  and  a  total  of  933  hours.  The  Ux 
rate  in  the  town  for  the  year  ending  Dec.  31,  1803,  was  $11.00  per 
thousand. 

Violations  of  Law. 

Notices  have  been  sent  to  the  Attorney-General,  as  required 
the  statutes,  of  violations  of  law  in  the  following  cases:  — 

By  the  Brookline  Gas  Light  Company,  a  violation  of  section  4 
chapter  104  of  the  Acts  of  1854,  and  of  section  75  of  chapter  106 
of  the  Public  Statutes,  in  proceeding  to  dig  up  the  ground  in  llie 
sti-eels,  lanes  and  highways  of  tlie  city  of  Boston,  for  the  purpose 
of  laying  gas  pipes  therein,  without  obtaining  the  consent 
of  the  board  of  aldermen  of  said  city. 
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Tbe  following,  from  the  cominuiiication  of  the  Board  to  the  At- 
toroey-Geoeral,  will  esplain  the  facta  iind  the  law  in  this  caee,  aa 
found  by  tkie  Board  :  — 

"The  BrookliDe  Gas  Light  Company  was  incorporated  by  special 
act  of  the  Legielatare,  being  chapter  17  of  the  Acta  of  the  year 
18a3.  By  tbe  terras  of  that  net  the  powera  of  the  company  were 
confined  to  tbe  town  of  Kiookline  excluaively.  By  chapter  lOi  of 
the  acts  of  1854,  iu  eection  4,  it  is  provided,  referring  to  tbe 
Brookline  Gaa  Light  Company,  that  '  Said  corporation,  with  the 
consent  of  the  mayor  ancl  aldermen  of  the  cities  of  Boston  and 
Hoxbury,  respectively,  shall  have  power  and  authority  to  open  the 
ground  in  any  part  of  the  streets,  lanes  and  liighways  in  said  cities 
for  the  purpose  of  sinking  and  repairing  such  pipes  and  conduct- 
ors as  it  may  be  neceesary  to  sink  for  the  purpose  aforcaaid.' 
By  tbe  phraee  'purpose  aforesaid'  reference  seems  to  be  made 
to  the  provisions  in  section  2,  which  declares  that  '  Said  corpora- 
tions are  hereby  authorized  to  extend  their  pipes  within  the  limits 
...  of  the  cities  of  Boston  and  Roxbury  and  to  sell  gas  on  the 
line  of  such  extension.'  It  is  further  stated  in  said  eection  4 
that  — 

'■  The  said  conpsDj,  after  opening  the  ground  in  said  streets,  lanes  and 
highways,  shall  be  held  to  put  tbe  same  ajiBln  in  repair  under  the  penalty 
of  being  prosecuted  as  a  nuisance :  Provided,  /urlher.  That  said  mayor  and 
aldermen  for  the  lime  being  shall  at  all  times  have  the  power  to  regulate, 
restrict  and  control  tbe  acta  aud  dolugs  of  said  compunj  which  may  In  any 
manner  aObct  tbe  health,  safety  or  the  convenience  of  the  Inhabitants  of 
said  cities. 

"  By  section  75  of  chapter  106  of  the  Public  Statutes  it  is  pro- 
vided that  — 

' '  Gaslight  companies  mav,  with  the  consent  In  writing  of  the  mayor  and 
aldermen  of  a  cUj.  dig  up  and  open  the  gfouods  In  anj  of  the  streets,  lanes 
and  highways  thereof  in  far  at  U  ntamaary  to  aecomplUA  tht  ohjecU  of  the 
eorporallon.  They  Hhalt  put  all  such  streets,  lanes  and  highways  wblch  are 
opened  Into  aa  good  repair  a^  they  were  ivlien  opened,  and  upon  failure  so 
to  do  within  a  reasonable  time  shall  be  deemed  guilt;  of  a  nuisance. 

"Bysettion  77  of  the  same  chapter  it  is  further  provided  that  — 

■•The  mayor  and  aldermen  of  a  place  in  which  pipes  orconductors  of  such 
a  corporation  are  sunk  may  regulate,  restrict  aud  control  all  acts  and  doings 
of  aucb  corporation  wblcb  may  In  any  manner  alTect  the  health,  safety,  con- 
venleQce  or  property  of  the  inhabitants  of  such  place. 
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"  By  aectiou  3  of  the  same  chapter  it  ia  provided  tbat  — 

"All  corporations  eKttihllshed  by  special  chnrters  subsequeDtly  to  Ibe 
twenty-third  day  of  Fulimnrj  in  'he  j'eur  uighleen  hundred  and  thirty  for 
the  pnrpose  of  carrying  on  any  kind  or  a  manufacture  shall  be  governed  bjr 
the  provisions  and  be  subject  to  the  liabilities  prescribed  In  this  chapter. 

"  It  appears  tlint  no  coaaent  in  writing  or  other  formal  cODseDtbas 
been  obtained  Ijy  the  Brookllne  Gas  Liyht  Company  Trom  the  board 
of  aldermen  of  the  city  of  Boston  a.1  any  time,  or  thai  any  appli- 
cation has  ever  been  made  for  such  consent.  The  Brookline  Gas 
Light  Company,  bowever,  has  laid  and  is  proceeding  to  open  and 
dif;  up  tbe  streets  for  the  pur|>ose  of  laying  a  large  extent  of  pipes 
within  the  limits  of  the  city  of  Itoston.  We  understand  that  said 
company  is  pursuing  this  course  nnder  a  claim  that  they  have 
received  peimilB  therefor  from  the  superintendent  of  streets  of  the 
city  of  Boston,  and  that  such  permits  are  issued  under  tbe  ordi- 
nadces  and  rrgulations  of  siiid  city  ;  and  it  therefore  becomes 
necesaary  to  esamine  said  ordinances  and  regulations,  for  tbe  pur- 
pose of  ascertaining  whether  tbe  same  are  sulficieut  to  support  tLe 
claim  of  the  compsiny  ;  and  whether,  iu  fact  or  In  law,  the  permits 
of  tiie  superintendent  of  streets  issued  under  said  ordinances  and 
regulations  are  such  a  consenl  of  the  board  of  aldermen  aa  tbe 
statute  requires. 

"  At  a  conference  with  the  Board  of  the  parties  interested,  it 
appeared  that  the  company  claimed  to  have  received  its  permila 
under  aection  8  of  chapter  3G  of  the  Revised  Ordinancea  of  1892 
of  the  city  of  Boston.  This  section  provides  that  '  Said  super- 
intendent '  —  referring  to  the  superintendent  of  streets  —  ■  may 
issue  permits  to  persojis  havhrg  authority  in  (fie  premises  to  open, 
occupy,  obstruct  and  use  portions  of  tbe  sti'eets,  and  every  sucli 
permit  shall  specify  the  time,  place,'  etc.  It  is  further  provided 
in  said  section  as  to  the  conditions  which  shall  be  inserted  in  this 
permit.  The  regulation  referred  to  and  under  which  the  claim  wns 
made  is  that  contained  in  chapter  5,  relative  to  atreeta  and  their 
usea,  of  the  Revised  Ordinances  of  1892  of  the  board  of  aldermen 
of  the  city  of  Boston.     Section  1  of  this  chapter  provides  tbat  — 

Tlie  Bnperintendont  of  streets  may  Issue  permits  for  openln;;,  occupying, 
obstrnctlng  and  usltig  portions  of  the  public  streets  and  for  other  purposv* 
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in  the  mnnn'T  ami  on  tlie  terras,  speciQcatlons  and  conditions  ami  for  the 
purpose  aiaird  in  tht  ordinniice  of  the  city,  subject,  however,  to  auy  per- 
mission, control,  regitlatioo,  obstruction  or  revocatioa  which  the  board  of 
aldomiea  maj  make. 

"  Section  8,  it  will  be  observed,  is  general  ic  its  character,  and 
rotiat  be  suhject  in  its  constructiou  to  other  sectiorm  of  tbc  same 
cbapter  wherever  tUey  fairly  or  necessarily  apply  thereto.  It 
appears  to  us  that  whatever  permits  the  auperiDtemlent  of  atreets 
may  issue  under  the  oi-dinances  of  the  city  with  respect  to  gas 
pipes  must  be  isaned,  not  under  section  8  referred  to  uIkivc,  but 
under  section  14  of  the  aaiue  chapter,  wliich  provides  that  — 

"Said  superintendent  aliall,  loAi'n  anlfiorlzeil  thertta  by  an  ordtr  of  th« 
boani  u/  aldermen,  Issue  permits  to  open  and  occupy  portions  of  tlie  streets 
for  the  purpose  at  laying.  maliitaiuiti){  and  usln;;  wires,  railway  tracks  or 
rails  therein,  orwii-es.  pipet  orcondiiili  under  the  surface  thureuf,  oiiacou- 
dltlou  the  terms  of  which  shall  be  those  stated  In  section  8  of  this  chapter. 

"Attention  is  called  to  tiie  words  '  persons  having  authority  in  the 
premises '  in  section  B,  and  to  the  words  '  when  authorized  thereto 
by  an  order  of  the  board  of  aldermen'  in  section  14.  It  would 
appear  clearly  that  some  authorization  or  order  under  one  or  the 
otber  of  these  sections  in  fuvor  of  tbe  persons  haviug  rights  in  the 
premises  was  a  cuuditiou  precedent  to  the  issuance  by  the  superin- 
tendent of  streets  of  the  permits  contemplated  by  these  sections; 
but  it  is  not  pretended  that  any  action  has  been  talcen  or  any  order 
passed  by  the  hoard  of  aldermen  authorizing  the  issuance  of  per- 
mits from  the  superintendent  of  alrects  to  the  Brookline  Gas  Com- 
pany for  the  carrying  on  of  the  purposes  of  its  incorporation. 
For  these  reasons  it  appears  to  the  Hoard  that  the  permits  referred 
to  above  as  issued  to  the  company  by  the  superintendent  of  streets 
are  not  issued  iu  the  manner  required  by  the  ordinances;  neither 
are  they  with  the  consent  in  writing  of  the  board  of  aldermen 
which  the  statute  requires.  It  seema  to  ua  to  be  clear  from  section 
H,  referred  to,  that  the  aldermen  did  not  intend  to  allow  streets 
to  be  opened  and  dug  up  for  the  purpose  of  laying  new  pipes  or 
conduits  for  gas  unless  they  took  Rome  formal  action  and  passed 
some  clear  order  reapectiug  llic  same.  It  was  claimed,  however, 
that  under  the  reviaion  of  the  charter  of  the  city  of  Boston,  made 
by  the  Legislature  la  1885,  the  consent  required  by   the   statutcB 


■bove  referred  to  has  been  taken  from  tbe  board  of  aldermen  of 
Boston  ;  and  it  therefore  becomes  necessary  to  examine  tlie  statute 
under  which  this  claim  is  made. 

"  By  section  6  of  chapter  266  of  the  Acts  of  1885,  being  '  An  Aet 
to  amend  the  charter  of  the  city  of  Boston,'  it  is  provided  that  — 

"  The  executive  powers  now  veateil  In  ttie  board  of  aldtrmen  as  such,  as 
BQrvcyors  of  tbe  bighwaja,  etc..  or  othcrvrlse.  sball  be  anil  hereby  are  vested 
In  the  mayor,  to  be  exercised  through  tlie  several  offlccrs  sud  boards  of 
the  cU;  In  their  respective  departmeiita  under  hh  general  aupervlatoo  and 
control. 

"This  aection  proceeds  to  more  Bi>ecifically  illustrate  and  describe 
the  executive  powers  referred  to,  and  it  is  made  the  duty  of  these 
olBcers,  under  the  direction  of  the  mayor,  to  malie  contracts  fur 
labor  and  materials  in  the  construction  and  repair  of  all  public 
vorks,  to  have  the  entu'e  care,  custody  and  management  of  the 
same,  and  of  the  city's  property,  and  the  direction  and  contrul  of 
the  executive  and  administrative  business  of  the  city.  And  the 
mayor  is  charged  with  seeming  '  the  honest,  efficient  and  econom- 
ical conduct  of  tbe  entire  executive  and  administrative  business  of 
the  city.' 

"  It  will  be  observed  that  this  statute  transfers  to  the  mayor  only 
the  executive  powers  of  the  board  of  aldeimen.  From  tbe  fool- 
note  on  page  197  of  the  Revised  Ordinances  of  1885  (which  note 
we  understand  is  by  the  editor  and  compiler  of  the  ordinance,  and 
is  a  foot-note  to  the  ordinance  respecting  the  power  of  tbe  super- 
intendent of  streets  in  reference  to  permits  for  opening  the  streets) 
it  is  recognized  expressly  that  the  general  powers  of  the  board  of 
aldermen  are  not  disturbed  by  the  act  of  188a,  and  that  the  ordi- 
nary judicial  or  legislative  powers  it  formerly  bad  remained  vested 
in  the  board  of  aldermen  subsequent  to  the  enactment  of  that  slat- 
nte.  In  the  opinion  of  the  Board,  the  determination  of  the  question 
as  to  whether  the  streets  generally  shall  be  dug  up  for  the  purposes 
of  a  gas  corporation,  such  a  consent  as  the  statute  requires  is  not 
an  executive  power,  but  one  which  is  judicial  in  its  character. 
Certainly  the  whole  history  of  tbe  exercise  of  this  [wwer  has  tended 
to  the  support  of  this  proposition.  It  has  been  regarded  as  s  broad 
and  general  question  of  public  policy,  and  in  many  cases  long  and 
extended  hearings  have  been  held,  with  tbe  testimony  of  many 
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witDeases,  and  the  question  to  be  detcrmioed  has  been  whether  the 
geaeral  public  iuterest  required  that  »  company  should  receive  the 
geneml  admission  to  its  streets  such  as  the  law  cod  tern  plates.  It 
will  be  obsen'ed  that,  under  chapter  10(!,  section  75,  when  this 
coueent  in  writing  is  given  it  exteuiis  '  so  tar  as  is  necessary  to 
accomplish  the  objects  of  the  corporation.*  The  questinu  as  to 
what  is  the  full  force  and  effect  of  this  consent  has  not  been  spe- 
ciQcally  determined,  as  we  understand  it,  in  the  courts  of  this 
Commonwealth,  but  similar  language  has  received  the  construction 
of  the  courts  in  other  tStates,  and  it  Las  beeu  held  that  after  tbe 
consent  is  once  granted  it  cannot  be  revoked ;  that  it  lasts  during 
the  life  of  the  corporatioo,  if  the  corporation  sees  fit  to  eserclse  it ; 
and  that,  having  once  been  given,  it  need  not  be  repeated  ;  in  fact, 
that  tlie  corporation  derives  its  powers  to  open  and  dig  up  the 
streets  from  the  Legislature,  but  that  the  consent  of  the  aldermea 
is  the  condition  precedent  to  the  exercise  of  that  power,  and  that 
having  once  been  given,  the  condition  is  fulfilled.  On  tlits  point 
see  the  case  of  the  City  of  Brooklvn  vs.  Jourdau,  7  Abbott,  New 
Cases,  23  ;  State  of  Ohio  vs.  Cincinnati  Gas  Light  and  Coke  Co., 
18  Ohio  State,  2fi2. 

''  It  would  seem  that  this  construution  esiste<l  in  the  niinds  of 
the  legislators  when  chapter  106,  above  referred  to,  was 
passed,  since  they  have,  in  section  77,  extended  to  the  aldermen 
the  power  to,  in  every  reasonable  and  needed  respect,  exercise 
full  control  so  far  as  the  public  convenience  should  require  of 
those  streets  in  respect  to  wliidi  general  [wwers  were  acquired  by 
the  consent  contemplated  by  section  75.  These  broad  statutes  are 
similar  in  nearly  all  tbe  States,  and  tbe  powers  of  the  city  wilb 
respect  to  the  kiud  of  ordinance  possible  under  such  a  statute  were 
fully  considered  in  the  case  of  The  Commissioners,  etc.,  of  North- 
ern Liberty  vs.  Northern  Liberty  Gas  Co.,  12  Pennsylvania  St., 
318,  where  it  was  held  that  although  the  gas  company  might 
possess  general  authority  to  dig  up  the  streets,  yet  that  an  ordi- 
nance which  prohibitetl  the  opening  of  paved  streets  during  the 
winter  was  valid  and  binding  upon  the  company  and  within  tbe 
general  authority  to  do  all  things  necessary  for  the  prcser\ation  of 
tbe  public  convenience. 
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"  Resiiecting  the  general  powers  of  tbebonrdof  alilei'men,  aud  as 
to  what  onea  have  passeil  to  the  mayor  under  the  words  '  execu- 
tive aod  administrative  '  in  the  statute  of  1885,  above  referred  to, 
reference  is  made  to  the  case  of  the  Attorney-General  vs.  Boston, 
in  142  Mass.,  200,  from  which  it  appenrs  that  the  right  to  declare 
whether  the  public  necessity  and  convenience  required  the  mainten- 
ance of  a  sidewalk  oa  a  portion  of  DoylstoQ  Street  remained  in  the 
aldermen.  We  are  not  aware  of  any  other  case  in  which  any 
effort  has  been  made  to  construe  that  portion  of  that  statute." 

Notices  have  also  been  sent  to  the  Attorney -General,  as  required 
by  the  statutes,  of  violations  of  law  in  the  following  cases :  — 
liy  the  — 

Amliersl  Gas  Company; 

BrIclRcwflter  Klecttic  Compiiny  i 

Camhri Jge  Electric  Light  Company ; 

Chln>pee  Electric  L>gbc  Campany ) 

ChicopceQu  Works; 

Coltage  City  Oat  and  Electric  Light  Companj ) 

EaitbtuDpton  Gab  Company; 

Edison  Electric  IllninlnBtlng  Company  of  Brockton; 

Eliot  Fatli  Eleclrlc  f.lgbt  Company; 

Franklin  Electric  LIgbt  Company  ; 

Hull  Electric  LigLi  and  Power  Company ; 

Jamaica  Plain  Oas  Liglit  Company ; 

Milton  Llgbt  and  Power  Company  j 

MilllB  Company; 

Nantucket  Eiectrk  LIgUt  Company; 

Newlioryporl  Gaa  and  Electric  Company; 

Norlbampton  Electrli'  Lighting  Company; 

NorihRmplon  Go*  Ltsbt  Company ; 

Norlb  Atlleborougb  Steam  and  ElecUlc  Company; 

Orange  Electric  Light  Company; 

PlitsHold  Electric  Company; 

PlttsSeld  Coal  Gas  Company; 

South  Hadley  Fulls  Electric  Light  Company; 

Sioughton  Gaa  and  Electric  Company ; 

Tannton  Electric  Lighting  Company ; 

Union  Electric  Light  Company ; 

Ware  Electric  Company ; 

Weymouth  Light  and  Power  Company ; 

Whitman  Electric  Company; 

Wobum  Electric  Light  Company  — 

in  not  making  returns  to  the  Board  within  the  time  required  by 
law. 

By  Alonzo  W".  Perry  of  Boston,  in  erecting  wires,  for  nse  in 
conveying  electricity  for  lighting,  over  Arch,  Federal  and  South 
streets  in  Boston,  without  the  consent  of  the  board  of  aldermeu. 
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By  the  North  Adams  Gas  Ligbt  Company  and  Salem  Gaa  Light 
Comijany,  in  aujiplying  gas  contaiaing  Bult>Uui-etted  liydrogeu, 


Accidents. 

In  accordance  witb  seclion  3,  chapter  950,  Acts  of  1888,  it  is 
the  duty  of  the  Board  to  present  herewith  an  abstract  of  cases 
wherein  persona  sustained  bodily  injury  from  gas  and  electricity 
manufactured  and  sold  for  light  and  fuel  during  the  year  1803. 
The  Board  is  but  little  helped  in  performing  this  duty  by  the 
reports  which  are  required  by  law  to  be  rendered  to  it  by  tho 
TSrious  companies,  as  only  a  small  pereeotsge  of  the  accidents 
seem  to  come  to  the  knowledge  of  these  companies. 

The  Board  has  received  reports  frocn  the  medical  examiners  of 
the  State,  from  hospitals  and  other  sources,  of  fifty-two  accidents 
from  ilhiminating  gas  in  the  State  dnring  the  year.  There  were 
twenty-flve  deaths,  all  but  two  in  Boston;  ten  in  hotels,  usually 
of  an  ordinary  class  ;  live  in  lodging-houses,  and  one  in  an  insti- 
tution. There  were  nineteen  cases  where  escaping  gas  caused  the 
death  of  one  or  more  persons  ;  of  these  fifteen  were  isolated  cases. 
There  was  one  case  where  two  were  found  dead  and  a  third  recov- 
ered; there  were  two  cases  where  two  were  found  dead  and  one 
case  where  one  was  found  dead  and  the  other  recovered.  Three 
of  -the  isolated  cases  were  undoubtedly  Buicides,  and  there  was  an 
attempted  donlilc  suicide,  successful  in  the  case  of  one  of  the 
parties.  Nine  of  the  isolated  cases  appeared  to  be  accidental  and 
three  of  the  collective  ones.  In  four  of  the  isolated  cases  it  was 
doubtful  whether  the  turning  on  of  the  gas  was  intentional.  Of 
the  nine  accidental  isolated  cases,  four  were  probably  due  to 
ignorance,  one  to  intemperance,  one  to  bad  gas  fisturcs,  three  to 
carelessness.  Of  the  three  collective  accidental  cases  two  were 
probably  due  to  ignorance  and  one  to  carelessness.  Fifteen  of  the 
fatal  accidents  occurred  in  hotels  and  lodging-houses. 

Since  April  30,  1890,  when  the  Slate  took  off  the  limit  of  ten 
per  cent,  from  the  amount  of  carbonic  oxide  allowed  in  gas,  the 
number  of  fatalities  has  increased  alarmingly.  Id  1889  there 
were  two  deaths  reported  by  this  Board  ;  in  1890,  eight;  in  1891, 
sixteen ;  in  1892,  eighteen.     It  is  noteworthy  that  many  of  these 
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ac^idcnta  from  gas  take  place  in  lods;iDg' houses  and  hotels  of  an 
oiciinary  class,  frequented  by  people  uDacquaiated  with  the  use  of 
illuminating  gas.  It  seems  advisable  tlmt  tlie  proprietors  of  hotels 
and  lodging-huueea  should  inspect  their  gas  fixtures  and  that  they 
should  place  in  each  room  a  coDspicuous  notice,  waniing  gueats 
of  the  danger  of  blowing  out  the  gas  or  leaviDg  it  burning  with  a 
low  flame. 

Accidents  from  Gas. 
Fatal  Cases  in  Boston. 
George  Wilson  of  Rowley,  aged  24,  took  a  room  at  the  Hotel 
Falmouth,  on  Causeway  Street,  on  March  1.  A  strong  einell  of 
gas  being  observed,  the  door  of  his  beilroom  was  broken  in  and 
the  occupant  found  to  be  dead.  The  unlighted  gas  was  turned  on 
full  force.  Uis  property  was  found  intact  beneath  his  pillow.  In 
the  opinion  of  Medical  Examiner  Harris,  it  was  a  case  of  accident 
to  a  man  unfamiliar  with  the  deadly  nature  of  the  gas  and  tlie 
proper  method  of  extinguishing  it. 

At  7.10  P.M.,  March  9,  1893,  Susan  B.  Warner  registered  at  the 
Hampden  House,  Haymarket  Square.  She  was  observed  by  its 
proprietor  to  be  somewhat  under  the  influence  of  liquor.  At  2.30 
P.M.,  on  the  following  day,  the  porter  entered  the  room  by  the  fire- 
escape  and  found  the  body  lying  on  the  Boor,  face  downward. 
The  gas  was  turned  "  full  on." 

A  woman,  a  native  of  Maiden,  at  the  Columbus  Hotel,  Commer- 
cial and  Prince  streets,  wae  found  dead  in  bed  on  March  13. 
She  had  been  asphyxiated,  the  gas  having  either  been  blown  out 
or  imperfectly  tuined  off. 

An  unknown  mbn  was  found  in  an  unconscious  state  on  Slarcli 
13  at  the  Columbus  Hotel,  Commercial  and  Prince  streets.  He 
was  occupying  the  same  room  with  the  above.  He  was  taken  to 
the  City  Hospital,  where  he  died. 

yfm.  McMuUen  and  wife  of  Pawtucket,  R.  I.,  who  had  been 
reduced  from  comfortable  circumstances  to  barely  enough  to  pay 


1894.]  PUBLIC  DOCUMEMT  — No.  85.  63 

for  the  rent  of  their  room,  took  lodging  at  the  Bay  State  House, 
Hanover  Street,  on  April  8.  The  next  morning,  with  the  gaa 
turned  on,  both  were  found  ii  neon  scions,  and  were  then  taken  to 
the  City  HoBpital,  where  the  woman  died  at  9  A.m.  The  man 
recovered. 

Otto  Anderson,  aged  24;  Oscar  Swcoaon,  aged  24;  Sophia 
Mobery,  all  of  Boston,  all  Swedes  and  all  unmarried,  April  9,  at 
house  3f)  Fleet  Street.  The  three  were  employed  iu  the  saloon  of 
Charles  Williams  and  lived  there,  the  two  meo  sleeping  in  the  room 
on  one  aide  of  the  kitchen  aud  llie  woman  iu  the  room  on  the  other 
side.  At  10  o'clock  a.m  the  rooms  were  entered  and  Miss  Mobery 
was  found  on  the  floor  of  her  room,  unconscious.  Both  men  were 
dead  in  their  room.  The  gas  jet  iu  this  room  was  turned  on 
half  way.  All  three  rooms  were  filled  with  gas.  Misa  Mobery 
recovered  entirely  from  this  accident- 
John  F.  Gleason,  aged  37,  28  Hanson  Street,  was  found  dead 
in  bed  at  8  a.m..  May  12,  1893,  uodreased,  in  a  natural  [>08i- 
tiOQ,  door  locked  on  inside.  The  room  was  full  of  gus  and  the 
key  at  the  single  bracket  fixture  was  turned  on  ;  the  key  turned 
easily,  and  the  supposiliou  was  that,  having  undressed  and  turned 
out  the  gas,  be  accidentally  turned  it  on  again,  but  was  asleep 
before  be  noticed  the  odor  of  escaping  gas.  There  seemed  to  be 
DO  motive  for  suicide. 

Louise  Preston,  aged  30,  103  Falmouth  Street,  was  found  dead 
at  7.1o  A.M.,  May  l-l,  18tt3,  lying  upon  the  floor  of  a  room  which 
she  had  occupied  aloue  the  previous  night.  The  room  was  full  of 
gas  and  the  key  of  the  fixture  was  turned  on  full.  She  had  been 
mentally  depressed  for  some  time  through  dread  of  penury  and 
had  attempted  suicide  three  times,  once  by  stiooling  in  the  head, 
once  by  inhaling  etber,  and  recently  by  inhaling  illuminating  gas. 

James  Graney  of  Willimantic,  Ct.,  in  a  room  at  a  lodging-house, 
46  Beacb  Street,  on  July  13.  The  man  hired  the  room  the  night 
before  and  retired  in  a  sober  condition.     In  the  morning  another 
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inmate  of  the  house  smelled  a  strong  odor  of  escaping  gas.  The 
locked  door  of  the  room  was  forced  open  and  the  occupant  found 
undressed  in  bed,  dead.  The  windows  were  closed,  one  key  of  the 
chandelier  was  turned  on  full  and  the  other  was  partly  turned 
on.  There  was  little  to  show  whether  this  was  a  case  of  suicide  or 
accident. 

Rachel  Waas,  aged  7,  and  Martha  Lippold,  aged  15,  at  10  Kens- 
ington Street,  Roxbury,  on  September  1 .  One  was  the  daughter 
of  the  occupant  of  the  house,  the  other  was  the  nursery  girl, 
who  was  engaged  at  an  intelligence  office  the  day  before  the  acci- 
dent. Mrs.  Waas  saw  the  two  girls  to  bed  and  left  the  gas  burn- 
ing  slightly ;  she  shut  the  door.  At  6  a.m.  Mr  Waas  noticed  a 
smell  of  gas  and  opening  the  door  of  the  girls'  room,  found  both 
lying  dead  on  the  floor. 

Katrina  Bingtzen,  aged  51,  10  Willard  Park,  was  brought  to  the 
City  Hospital  at  8.30  a.m.,  September  9,  in  the  state  of  asphyxia. 
Stimulants  and  transfusion  were  resorted  to,  but  she  died  on  Sep- 
tember 13.     She  was  thought  to  have  blown  out  the  gas. 

Mary  Tuttle,  aged  65,  lodging  at  342  Tremont  Street,  was 
found  September  21,  dead  on  her  bed,  door  and  window  closed 
and  gas  turned  on. 

William  F.  Adair,  aged  38,  reported  as  very  intemperate  and 
drinking  immoderately  since  September  16  ;  admitted  to  Washing- 
touian  Home,  7.30  p.m.,  Sept.  2b^  1893.  Nervous  and  shaky; 
seen  at  midnight  apparently  sleeping ;  attendant  left  door  ajar 
and  a  small  turned-down  light  at  single  gas  fixture  over  head ; 
windows  partly  open  for  ventilation.  At  4  a.m.  attendant  found 
door  shut  tightly,  room  dark  and  full  of  gas ;  the  key  at  gas 
fixture  was  turned  on  full,  windows  shut.  Adair  was  dead  when 
found. 

David  F.  Williams,  aged  56,  a  commercial  traveller,  went  to  bed 
at  the  Coolidge  House,  in  Bowdoin   Square,  on   September  27. 
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In  the  morning  be  wus  fouud  deail  in  his  bed  and  the  gas  turned  on. 
There  were  §ome  minor  things  iu  tlie  case  suggestive  of  suicide, 
especially  liis  eulire  fiiniiliarilj  with  gas  and  ita  handling;  but,  on 
the  other  hand,  the  stop-cock  was  so  easily  turned  that  it  was 
entirely  iiossible  that  aTter  he  had  turned  it  he  might  have  hit  the 
key  ami  turned  it  on,  and  he  may  have  fallen  asleep  and  l>een 
gradually  poiaooed  to  death  in  cuuHequenue  of  accident  alone. 

Adelard  Le  Blanc,  aged  23,  came  to  the  hotel  200  Friend  Street, 
on  the  night  of  September  SO.  In  the  morning  Iio  was  found, 
after  the  room  had  been  forcibly  entered,  lying  on  his  bed,  partly 
dressed,  quite  dead  and  the  gas  turned  on  unligbted. 

Jose  Francisco  d'  Oliveira,  at  the  Hotel  Eastern,  127  Causeway 
Street,  on  November  17.  The  man  was  found  at  7  o'clock  in  the 
morning  unconscious,  and  taken  to  the  Massachusetts  General 
UoBpital,  where  he  died  on  November  19. 

J.  M.  Baxter,  aged  55,  at  the  Hampden  House,  Hayraarket 
Square,  December  21.  The  man  was  found  dead  in  his  bedroom, 
suffocated  by  gas. 

John  McLean  of  Quiucy,  aged  60,  at  the  Hampden  House,  Hay- 
market  Square,  on  Deceniberiil .  Hired  his  room  the  night  before. 
At  1  o'clock  P.M.  on  the  2l8t  he  had  not  come  down,  and  the 
chambermaid  knocked  on  the  door  to  arouse  him.  She  received 
no  answer.  The  door  was  broken  in  and  Mr.  McLean  was  found 
dead  in  bed.  His  clothes  were  on.  The  room  was  full  of  gaa, 
which  had  escaped  from  the  jet  turned  on. 

Prudence  Derrig,  aged  85.  Mrs.  Derrig  went  to  bed  at  160 
Center  Street,  Koxbury,  between  II  and  12  p.m.,  December 
S3,  lS£r3.  The  gaa  was  lighted  for  her  and  turned  down  low, 
to  be  left  for  the  night.  The  key  was  turned  on  about  one- 
qnarter.  At  9.30  a.. si.,  December  24,  gas  was  smelt  in  the  entry 
oateide  her  room.     Her  chamber  door  (locked)  was  broken  open 
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and  8lic  was  found  dead  lyiug  on  Iloor.  The  room  was  full  of  gas, 
light  waa  out  at  Gxturc,  the  key  as  it  tiad  been  left.  Tlie  pre- 
sumptton  was  that  the  gas  nas  accidentallj  extinguished. 

Conrad  Ilighwood,  aged  69,  9a  Regent  Street,  Hoxbury.  Mr. 
Highwood  had  been  sicli  for  two  years  with  paralysis,  heart  disease 
and  insomnia.  He  slept  alone  and  habittinlly  left  his  gas  bnrn- 
ing  with  the  Itey  one-half  on.  At  7  a.m.,  December  29,  Iijs  wife 
amelled  gas  in  the  ball  outside  his  door ;  going  in  found  him  dead 
in  bed  in  a  natural  posture.  The  room  was  full  of  gas,  the  key  at 
fixture  waa  turned  half  on  as  usual,  and  gas  waa  escaping  freely. 
There  was  no  evidence  of  suicidal  intent. 
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William  Blackburne,  aged  45,  was  found  dead  ou  the  lounge  ta 
hie  room  at  112  West  Concord  Street,  where  he  had  lived  for  the 
past  two  years.  The  gas  waa  turned  on;  doors  and  windows 
closed.  Mr.  Blackburne  had  been  very  despondent  since  the  death 
of  hia  wife,  which  occurred  tu  January.  A  letter  found  tn  bis 
room  showed  suicide  to  have  been  premeditated. 

Other  Cams  in  Boston. 
Lizzie  Melrose,  Annie  Darling  and  Lizzie  Darling,  occupying  k 
bedroom  together  at  the  Rich  wood  Hotel,  on  January  2,  retired  for 
the  night  at  12.30,  There  was  a  defective  key  which  was  tanied 
around  so  as  to  let  the  gas  on  again.  At  6  o'clock  the  Misses 
Darling  awakened,  feeling  badly,  and  Miss  Melrose  got  up  and 
fell  unconscious.  Physicians  were  summoned  ;  Mies  Melrose  was 
unconscious  until  1  o'clock  in  the  afternoon  and  all  three  were  kept 
walking  in  tiie  corridor.     The  next  day  all  three  were  well. 

On  February  1  two  policemen  were  passing  the  store  of  George 
K.  Allen,  at  12  Winter  Street,  when  they  discovered  a  strong  smell 
of  gas  escaping  from  the  building.  They  notified  Gas  Inspectors 
C,  A.  Hamliu  and  John  Gritlin,  at  the  otHce  of  the  Boston  Gas 
Company,  and  the  two  men  entered  the  basement  of  the  building 
tbrongh  a  window  in  an  alley  and  succeeded  in  turning  off  the  gu 
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at  the  meter.  Before  they  could  get  out  Griffln  was  overcome  by 
the  gas,  and  Hamlin  shouted  for  help.  The  olBcers,  who  had 
been  standiug  in  the  alley,  he.ird  bis  criei*  and  went  in  and  found 
him  leanioi;  over  the  uncoQscious  body  of  his  companioD.  Griffln 
was  taken  out  and  carried  to  the  company's  office,  where  he  was 
resuscitated.  The  whole  building  and  its  contents  were  saturated 
with  gas. 

lliiiry  Gowan,  aged  30,  a  gasfitter,  while  repairing  a  leak  in  the 
gas  pipe  in  the  house  17  Cambi-idge  Street,  on  the  afternoou  of 
March  i,  was  rendered  uncouscious  by  the  escaping  gas.  Ho  was 
found  in  this  condition  by  a  resident  of  the  house.  A  physician 
was  sent  for  and  Gowan  was  taken  home,  where  he  recovered, 

On  November  14  a  strong  smell  of  gas  was  perceived  in  the 
building  bounded  by  I'leasant  Street,  Shawmut  Avenue  and  Cabot 
Place.  The  whole  house  was  fille<l  with  gas.  The  naniesof  those 
who  were  affected  are :  T.  U.  Monast,  5U  Shawmut  Avenue ;  Mrs. 
Mouast,  his  mother;  Lottie  Ella  Bates  and  Wilhelminn  Bates, 
Mrs.  William  L.  Tharby  and  Augustus  Tharby  of  5i  Pleasant 
Street;  Quong  Lung,  Lee  Chung  and  Lee  Sing,  60,  and  Wong 
SoOt  C3J  Shawmut  Avenue.  The  gas  came  from  a  broken  street 
main.  The  mains  of  the  Boston  Gas  Light  Company  and  the 
Brookline  Gas  Light  Company  go  down  Shawmut  Avenue. 

On  November  30,  Frank  Monahan,  30  years  of  age,  1485 
Tremont  Street,  employed  by  the  Brookline  Gas  Company,  while 
making  a  connection  with  a  street  lamp  on  Mount  Pleasant 
Avenue,  Rosbury,  was  overcome  by  escaping  gas  and  rendered 
unconscious.  He  was  taken  to  the  City  Hospital,  where  be 
recovered, 

A  severe  gas  explosion  occurred  in  the  house  owned  by  William 
Faunce,  475  Columbus  Avenue,  on  November  31,  by  which  several 
persons  were  injured,  one  probably  fatally.  Mr.  Faunce,  together 
with  Mr.  George  H.  Duncan  and  two  gasfltters,  went  into  the 
cellar  in  search  of  a  gas  leak.     Mr.  Faunce  had  with  him  a  lighted 
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lantern,  and  nhea  he  reached  the  cellar  an  exploaioii  took  place. 
He  was  ha4l;  burned  about  the  face,  ncok,  haads  and  artna.  Mr. 
Dnncan  was  bodlj  burned  about  the  face.  Fred  Waltera,  n  gas- 
fitter,  of  117  NortUamptoD  Street,  was  alao  bodl;  burned  about 
the  face,  and  tlie  siglit  of  liU  luft  eye  nearly  dtstroyed.  William 
Sperry,  gaBfitter,  waa  slightly  burned  about  tbe  face.  The 
damage  to  the  building  was  sligbt.  It  was  believed  that  tbe  gas 
leaked  from  a  main  in  tbe  street. 

John  McCarthy  of  Rosbury,  aged  51,  employed  at  the  store  at 
760  Washington  Street,  at  D  o'clock  on  the  morning  of  December 
2,  smelt  leaking  gas  and  went  to  the  basement  to  find  where  the 
leak  was.  He  lighted  a  match  when  he  got  down  to  tbe  basement 
and  at  tbe  instant  there  was  a  loud  esplosiou.  He  was  badly 
burned  about  tbe  face,  arms  and  bands  and  was  taken  to  lite  City 
Hospital,  where  he  recovered. 


One  fatal  case  has  been  reported  in  Lowell  and  one  in  Worceg- 
ter,  both  due  to  ignorance,  and  four  other  cases  in  places  oatsi 
of  Boston. 


itB^^ 


L 


Fatal  Case  in  Lowell. 
John  Berg  of  South  Chelmsford,  at  a  room  in  tbe  Franklin 
Honse,  in  Middlesex  Street,  December  3.  On  the  night  of 
December  2  lie  retired  at  10.30  o'clock.  At  10.30  o'clock  tbe 
neit  morning  the  bedroom  door  was  opened.  The  ga«  was  turned 
three-quarters  on,  and  Berg,  who  bad  blown  it  out,  was  lying 
nncouscious  on  the  bed.  Th-e  room  was  small  and  the  window 
closed.  A  physician  was  called  and  every  effort  made  to  save  the 
man,  but  he  stayed  unconsciuua  and  died  at  9  o'clock  on  the  night 
of  December  4.  The  doctors  agree  that  the  man  died  of  heart 
failure,  superinduced  by  excessive  inhalation  of  illuminating  gas ; 
but  they  also  agree  that  it  is  a  most  extraordinary  thing  for  a  per- 
son, especially  one  of  such  a  healthy  and  rugged  nature,  to  live 
for  thirty-six  hours  and  finally,  without  a  perceptible  change  in  hia 
condition,  die. 
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fhtal  Case  in  Worcester. 
Nellie  Powers,  aged  17,  was  found  UDiionsciona  on  October  24, 
ID  the  morniDg,  in  a  room  at  44  Front  ti  treet,  Worcester,  wbere  she 
was  employed  as  a  domestic.  She  wns  lying  on  ttie  bed  and  the 
gas  was  turned  on  full  force.  She  went  to  bed  in  cheerful  epirits. 
She  had  been  in  this  country  but  six  montlis  and  was  unfamiliar 
with  the  use  of  gua.  She  was  seot  to  the  Worcester  City  Hospital, 
_  where  she  died  two  days  after  adm 


^^^K  Other  Cases. 

Joseph  Goodreault  and  family,  his  wife,  two  children  and  grown 
son,  Zeph  Goodreault,  were,  during  the  night  of  November  22, 

nearly  asphyxiated  by  illuminating  gas  in  the  house,  88  Looniis 
Street,  Haverhill.  They  were  awakened  and  saved  tbemselves  by 
opening  the  windows.  Tlie  gas  pipe  in  front  of  the  house  bad 
broken  during  the  night,  and,  tlie  groufid  being  frozen,  the  gas 
found  its  way  into  the  house.     All  recovered. 

Daniel  Connere,  a  workman  at  the  New  Bedford  Gas  and  Edison 
Light  Company,  was  on  the  evening  of  December  10  engaged  with 
the  foreman  and  another  man  iu  stopping  a  leak  in  the  condenser. 
Feeling  that  he  was  getting  too  much  gas  he  came  out  of  the 
condenser  room  and  fell  unconscious  outside  the  door,  bruising 
and  cutting  his  face.  He  was  brought  to  consciousness  by  being 
walked  around  hy  bis  fellow-workmen  and  resumed  work  that 
evening. 

Asa  T.  Pratt,  occnpying  a  room  at  the  house  of  George  W. 
Norrifl  on  Hnrd  Street,  in  IjOwcH,  retired  on  December  16,  having 
turned  the  key  in  the  gas  jet  so  far  around  that  the  gas  was  turned 
on  again.  In  the  motuing  he  was  found  insensible  and  was  taken 
to  St.  John's  Hospital,  where  he  recovered  the  next  day. 

Accidents  from  F.lectricity. 
Five  persons  were  injured  by  electricity  from  electric  light  wires, 
three  of  them  fatally.     The  cases  were  as  follows  ;  — 
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Stephen  "WlUey,  a  patrolman  of  the  Boston  Electric  Light  Com- 
pany, was  fouQd  on  the  evening  of  July  18  iu  the  yard  of  the  New 
York  &  New  Englanil  Rjiilrond  Company  in  an  unconscions  con- 
dition and  was  taken  to  the  Emergency  Hospital,  where  be  died  on 
the  evening  of  the  following  day.  It  is  supposed  that  he  found 
acme  trouble  with  a  lamp  located  near  where  he  was  found  and 
that  he  had  fallen  from  the  pole.  There  were  no  witnesses  as  to 
the  cause  of  the  fall. 

Thomas  Wall,  roofer,  employed  by  Moore  &  Ward,  Province 
Court,  on  Friday,  August  25,  while  at  work  on  the  roof  of  the 
building  490  Washington  Street,  came  in  contact  with  a  live  elec- 
tric light  wire  of  high  voltsige  and  was  killed. 

Joseph  Corcoran  of  Boston  was,  on  Jannary  8,  running  up  Dor- 
chester Street,  South  Boston,  to  catch  a  car,  and  when  near  the 
bridge  which  crosses  the  track  of  the  Old  Colony  Railroad,  ran 
against  a  wire  which  had  been  left  suspended  from  one  of  tlic 
poles.  He  was  knocked  down  and  blood  poured  from  hia  mouth 
and  ears.  ^^^ 

A  boy  of  14,  named  Timmins,  on  September  2,  while  at  play  m 
Somerville  Avenue,  near  Mcdford  Street,  Somer\-ille,  tried  to 
swing  on  a  broken-down  telephone  wire  tiiat  reached  to  the  side- 
walk. The  telephoDC  wire  swung  against  a  live  wire  and  the  boy 
received  the  uhock.  Ue  fell  unconscious,  but  was  taken  to  a  drug 
store,  where  he  recovered. 

George  P.  Goddard  of  Brockton  was  returning  from  Cary  Hill 
with  two  companions.  In  crossing  a  bridge  Goddard  placed  bis 
bands  on  a  high  board  feucc  to  pull  himself  up  to  see  what  was 
behind  the  fence.  Close  to  tlie  top  of  the  fence  ran  a  live  wire, 
attached  to  the  boards,  and  the  whole  charge  was  received  at  once 
by  him.  He  struggled  to  free  himself,  but  the  current  was  so 
strong  that  he  was  prevented.  Each  of  hia  companions  took  bold 
of  an  arm  and  succeeded  in  releasing  him,  both  receiving  severe 
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shocks.     Go(ldard*s   hands    were   burned  in  a  terrible   manner, 
necessitating  the  amputation  of  two  fingers. 


Richard  Bates  was  walking  in  Watertown  on  the  evening  of 
September  7.  The  night  was  dark  and  rainy,  and  Bates,  carrying 
an  umbrella,  walked  into  a  telephone  wire  that  had  been  detached 
from  its  pole  and  lay  coiled  up  on  the  crossing.  The  telephone 
company  reported  to  Medical  Examiner  Mead  that  this  wire  was 
crossed  with  an  arc  light  wire  at  a  distance  of  two  miles  from  the 
place  of  accident.     Bates  lived  about  fifteen  minutes. 


^^^^^B^^^^^l^^B^H! 

■ 

■ 
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'                                                     GAS   COMPANIES. 

The  foUowiDg  table  shows 

the  corporate  name,  the  localities 

Bupplled,  the  capital  and  the 

par  value  of  the  eharee  of  the  gas 

L                   companiee  in  active  operatioa 

on  the  thirtieth  day 

Of  Jnaelast:- 

F                                          COBPORATB  KAME. 

LoeilltlHHurtilM. 

C.pll.1. 

Pir 

Vstai. 

Adaini  Oa»  Llgbl  Co 

Adam 

«i7.3oa 

•2S 

AmclliBrj  &  Sal^bnr?  Gm  Co., 

Amesbiuy.   .       .       . 

60,000 

100 

Amberst  Gu  Co. 

Amherst. 

25,000 

100 

Arltnglun  Gas  LIgbt  Co.,    . 

Arlington,    . 
Belmont, 
Winchester.  , 

70.000 

100 

Albol  Gm  *  Electric  Co.,  . 

Alhol 

56.000 

lOD 

46,400 

100 

BAvSrxeGasCo 

BoBlon  (In  parti  >. 

SOO.OOO 

100 

BsTOrlT  On.  &  Electric  Co^        .        . 

Bereriy;       .       .       . 

92,000 

DO 

BoBlon  Gm  LlRbt  Co-. 

Boston  (city  proper),  . 

2.S00.0O0 

600 

Brockton  Gag  URht  Co 

Brooklinc  0»  Ligbt  Co 

Brockton.     .       .       . 

178,800 

00 

Broukllne,    . 

1,000,000 

00 

Bo.ton(tnpart),.       . 

Cambridge  Oaa  Ughl  Co 

Cambridge.  -       . 
PomervllTe  (la  part),    . 

700,000 

l» 

Cbarloitown  G«>  &  Electric  Co.,       . 

Charleslown, 

600,000 

w 

gimiervllle  (In  part].   . 

Medford  (In  part),       . 

E»orett(lnp«n). 

CbetKa  Ou  Ugtat  Co 

Chelsea,              .       . 
E»mtt(inparl).         . 

300,000 

100 

Chlcopee  Gas  Works, ' 

Chlcopee  Centre.  .       . 

so'iooo 

Clllwoa-  Oaa  Uubt  Co.  of  Qoincy.     . 

Qulncy,        .       .       . 

63,000 

100 

CItlietig'  Qu  Litibt  Co   of  Reading, 

Wakofleld.    .       .       . 

93,300 

100 

Reading,       .       .       . 

Sioneharo,    . 

CUnlon  Gaa  Light  Co 

Clinton, 

73,000 

600 

Collage  City  Gm  i  Electric  Light  Co., 

Collage  City, 

W,000 

100 

DiDirers  Gas  Llgbl  Co.,      . 

«J,U00 

so 

Dedhnm  It  Hyde  Park  Ou  (t  Electric 

LlphiCo 

Dedham, 

100,000 

60 

Hyde  Park,  .        .        . 

Dorchester  Gas  Light  Co  ,  . 

Boston  (Dorcbeiler 

District),   . 
Milton.         .       .       . 
Boston  (B.  Boston),    . 

400,000 

lOO 

East  BMton  Gas  Co.,  .... 

320.000 

26 

30.000 

too 

Fall  River  Gas  Works  Co  ,        .       . 

Fall  River  (In  part),    . 

288,000 

100 

Fltchhurjt  Obi  Co 

Framlnghnm  Gas.  Fuel  &  Power  Co.. 

Fltchharg,     .       .       . 

160,000 

South  Fratalngbam,     . 

76.000 

too 

Qloncester  Gas  Ligbt  Co.. 

Gloucester.   . 

80.000 

ao 

Oreenfleld  Gu  LiRhl  Co 

Greenfield,    .        -        . 

fiO,000 

w 

Haverhill  Ga«  Llgbt  Co 

Haverbill.     .        .       . 
Bradford,       . 
Ipswich.        .         .        . 

7S,000 

60 

Ipswich  Obi  Llgbl  Co 

Jamaica  Plain  Gas  Light  Co.,     .       . 

18.000 

100 

Boston  (Ward  23),      . 

2.W.0OO 

lUO 

Lawrence  Oai  Co. 

G90.U00 

100 

Mothncn.'     '.        '. 

North  Andover.   .       . 

Leominster  Gas  Llabl  Co., 
LexinRlon  Gu  Light  Co 

I*onilnsIer,  . 

60.000 

100 

KT' ;   :   : 

20.000 

100 

Lowell  Gas  Light  Co.,         .        .       . 

500.000 

100 

Dracut,         .       .       . 

Tewkibnry,  ,    '  . 

" 

J 

J 

M 
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L'apiul. 

Par           ^^^^ 

Lrnn  Qm  &  Electric  Co  ,  . 

Ljnn 

$375,000 

»100                      J 

Swampscott, 

S,»,    :    :    : 

Maiden  &  Melroie  Gas  Light  Co.,     . 

aao'ooo 

100    ^^^M 

Melrose.        .       . 

Mertrord(inpari).       . 

Everett  (in  pnn). 

ManDftctnrera-  Oil  Light  Co.,  . 

FallRlTer  (in  pan),    . 

fto'ooo 

100     ^^^H 

Marhlebead.         .       . 

40.000 

100     ^^^H 

Marlborough,       .       . 

60.000 

100     ^^^H 

Mlddleborouffh  Gm  &  Eleclric  Co..  . 

Middlehorough,   . 

ao.ooo 

100     ^^^M 

Milrord  Qw  Lighl  Co 

Milfonl,       .       .       . 

72.300 

100    ^^^M 

seTooo 

100     ^^^1 

Kslick  Ohb  Lighl  Co 

Naiick,         .       .       . 

20,000 

100    ^^H 

New  Bedford  Om  and  Edison  Light 

Co 

New  Bedford.      .       . 

5(10.000 

100     ^^^H 

Newboryport  Gas  A  ElecMc  Co.,      . 

Newhuryport,      . 

140.000 

IDO    ^^^H 

Newton  &  Waierlown  Oaa  Ligbt  Co., 

Newton. 

2(50.000 

100    ^^^M 

Wstcrtown,  . 

Welkslpj,    .        .       . 

Weaion.        .       .        . 

North  Adams  Oaa  Lifibt  Co.,     .       . 

Nortb  AdEtma,      . 

so.ooo 

100    ^^^H 

IW,000 

2f       ^^^H 

6S.100 

^^^H 

Wrentbaro,  . 

Norwood  aag  Light  Co.,     .       .       .1  Norwood,     .        .       . 

12.0.» 

100     ^^^H 

PiMSeld  Coal  Gas  Co ,  PltlillBld.      .       .       . 

62,M0 

100     ^^^M 

40;000 

100     ^^^H 

Eoibniy  Oae  Lifht  Co ,  Bwton  (Roibnry  Dii- 

600,000 
300.000 

^^^1 

Salem  Ou  Light  Co 

Salem 

100      ^^^1 

PealxMlT,      ,        .       . 

South  Boiton  Gai  LUht  Co..      .       . 

BoBton  (Somh  Boston), 

440,000 

^^^1 

SoutbbridBB  Qai  &  EleolHc  Co., 

SonthhrldgB,        .       . 

60,000 

60     ^^^H 

Spencer  Gas  Co 

M.OOO 

100     ^^^1 

SprlngHeld  Gaa  Light  Co., 
StongTiIon  GB8  &  Eloctrle  Co.,   . 

Sprlngflild,  .       .       . 

600,000 

100     ^^^M 

Sionghion.    .       . 

:£4,000 

100     ^^^H 

Taunton  Gas  Light  Co.,      . 

Tannion,      .       .       . 

80.000 

60     ^^^H 

Waliham  QiB  Llchl  Co 

Walibam.     . 

140,000 

100     ^^^H 

Webiter  Electric  Co., .... 

Webster,        .         .        . 

K&k  :    :    : 

4S:000 

100     ^^^H 

Wentticld  Oat  Light  Co 

.'>4,000 

^^^1 

Williamstown  Gai  Co 

WllltamBiown.     .       . 

20,000 

100     ^^^H 

Wobarn  Gas  Ltaht  Co  .       .        .        . 
Worcester  Gas  Light  Co,   .       .       . 

Wobnro. 

4.1,100 

100     ^^^H 

500,000 

100      ^^^1 

The  company  at  Fitcbburg  furaishes  water,  that  at  Gloucester     ^^^^| 

maiotaiDs  a  wharf  and  supplies  w&ter,  and  that  at  Springfield     ^^^^| 

furoishea  steam  for  heftting.     Iii  addition  to  tliesa,  the  companies      ^^^| 

in    Amberat,  Athol,    Beverly,    Brookline,   Charleatown,  Chelsea,      ^^H 

Clinton,  Cottage  City,  EaatLampton,  Fitcbburg,  Lawrence,  Lex-     ^^^| 

ingtoD,  Lynn,  Middleborough,  New  Bedford,  Ncwburyport,  New-      ^^^| 

ton.  North  Adams,  Soutlibridge,  Spencer.  Stoughton,  Wakefield,     ^^H 

Waltham,  Webster  and  Westfleld,  have  furnished  electric  light.          ^^^| 

L                     M 
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The  following  table  shows  the  names  of  the  owners  of  gas 
works  not  owned  by  gas  companies,  the  localities  supplied,  and 
the  estimated  value  of  the  plants :  — 


Chicopco  Manufactaring  Co., 
Holyoke  Water  Power  Co., 
Otis  Co.,     .... 
Mrs.  M.  L.  Raggles, 


.  Chicopee  Falls,    . 

.  Holyoke, 

.  Ware,    . 

.  Gardner, 


$25,000  UO 

100,000  00 

10,000  00 

14,100  00 


The  following  companies  report  bonds  or  notes  outstanding :  — 


Amherst, 

118,500 

Lynn, 

1128,000 

Athol,  . 

25,000 

Maiden, 

24,400 

Baj  State,     . 

4,507,000 

Marblehead, 

7.600 

Beverly, 

11,800 

Middleboroagh,    . 

80,000 

Boston, 

180,000 

Nantncket,   .       .       .        , 

2,000 

Brockton,     . 

100,000 

Natick,         .       .       .        . 

10,000 

Brookline,    . 

505,000 

New  Bedford. 

230,800 

Charlestown, 

70,000 

Newburyport, 

14,000 

Chelsea, 

100,000 

Newton,        .       .       .        . 

109,000 

Citizens*  (Qaincy),      . 

27,000 

North  Adams, 

38,000 

Citizens'  (Wakefield), 

94,422 

Northampton, 

8,000 

Clinton, 

74,000 

North  Attleborougb,    . 

33,915 

Dedbam, 

I 

8.600 

PlymoQth,    .        .        .        . 

1,.500 

Eastbampton, 

5,000 

Soathbridge, 

13,500 

Fitcbburg,    . 

12,000 

Spencer,        .       .        .        , 

85,000 

Framingham, 

87,682 

Springfield,  .        .        .        . 

25,000 

Greenfield,    . 

1,000 

Waltham,      .        .        .        . 

66,000 

Haverhill,     . 

37,500 

Webster,       .        .        .        . 

30,000 

Ipswich, 

8,400 

Westfield,     .        .        .        . 

21,500 

Jamaica  Plain,     . 

20,000 

Williamstown, 

11,300 

Lawrence,     . 

150,000 

Worcester,    .        .       .        , 

130,000 

Lexington,    . 

29,300 
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The  following  table  shows  the  whole  Dumber  of  stockholders, 
the  number  resident  in  Massachusetts,  and  the  par  value  of  the 
stock  held  within  the  Commonwealth :  — 


COMPANY. 


Whole  Naml>er 

of 
Stockholdert. 


Number  of 

Stockholdera 

reildent  In 

MaaiachoMtts. 


Value  at  Par  of 

Stock  held  In 

Bfataachosetti. 


Adams, 

Amesbarj, 

Amhertt, 

Arlington, 

Athol, 

Attleboroagh, 

Bay  State, 

BeTerly, 

Boston, 

Brockton, 

Brook  line, 

Cambridge, 

Charlestown, 

Chelsea, 

Citizens'  (Qaincy),     .       .       .       . 
Citizens*  (Wakefield), 

Clinton, 

CottegeCity, 

DanTers, 

Dedtiam, 

Dorchester, 

East  Boston, 

Easthampton, 

Fall  RiTcr, 

Fitcbbarg 

Framingbam, 

Oloacester, 

Greenfield, 

Uayerhill 

I|>swicb, 

Jamaica  Plain 

Lawrence, 

Leominster, 

Lexington, 

Lowell, 

Lynn, 

Maiden, 

Mannf&ctarers*  (Fall  River),     . 

Marblebead, 

Marlborongh 

Middle1>orougb, 

Milford 

Nantucket 

Natick 

New  Bedford, 

Newburyport, 

Newton, 

North  Adams, 

Northampton 

North  Attleboroagh,  .... 
Norwood, 

Pittsfield, 

Plymouth, 


8 
11 
37 
61 

8 
21 

7 

40 

6 

72 

422 

260 

136 

7 

46 

24 

10 

18 
38 
21 

140 
41 

17 
60 
20 

80 
36 

48 

20 

146 

223 

61 

21 

264 

163 

147 
7 

29 
13 
13 
63 

62 
21 

362 
98 

178 

37 

42 

38 

4 

69 
83 


8 
11 
37 
40 

3 
18 

6 
40 

4 
49 
66 

366 

243 

130 

7 

43 
24 
10 

17 
32 
19 

118 
34 

11 
47 
18 

78 
27 

44 

20 

138 

198 

67 

20 

.227 

166 

124 
7 
23 
18 
13 
61 

48 
21 

326 
83 

170 

28 

31 

84 

8 

46 
28 


$17,300 
60,000 
26,000 
42,000 
2,800 
45,600 

500 

92,000 

2,000 

176,200 

210.600 

627,600 
466,760 
292,800 
63,000 
94,400 
73,000 
26,000 

11,950 

69,650 

303,800 

189,675 
26,700 

11,300 

143,350 

47»600 

77.860 
43,700 

72,400 

16,000 

236,600 

622,900 

49,200 

19,900 

461,000 

367»200 

186,600 
50,000 
82,500 
60,000 
80,000 
71,700 

84,600 

20,000 

496,600 

130,100 

241,700 

47,800 

31,200 

66,200; 

9,300 

64,700 
80,900 
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COMPANY. 


Whole  Nomber 

of 
Stockholden. 


Komberof 

Stockholders 

resident  in 

Massechosetts. 


ValneetParof 

Stoek  held  in 

Kaesechnsetts. 


Roxbnry,    . 

Salem, . 
Soath  Boston, 
Soatbbridge, 
Spencer, 
Sprinfrfield, . 
Stoaghton,  . 

Tannton, 

Waltbam,    . 
Webster,      . 
Westfleld,    . 
Williamstown, 
Wobnm, 
Worcester,  . 


8 

249 
20 
66 
17 

123 
6 

116 

103 

16 

23 

3 

44 

191 


223 
16 
63 
17 

114 
6 

108 

94 
16 
20 
3 
43 
179 


$400 

276,700 
30,000 
47,550 
85,000 

474,400 
24,000 

75,250 

130,000 
45,000 
47,700 
20,000 
44,600 

460,300 


The  following  statistics  exhibit  the  aggregate  receipts  and  ex- 
penses of  all  the  companies  in  the  State,  compiled  from  the  items 
relating  to  the  manufacture  and  sale  of  gas  in  the  returns  of  the 
last  two  years  made  to  the  Board  :  — 


FoH  Year  Endixo  Junk  30. 


1A9«. 


1803. 


Receipts  :  — 
For  gas  sold  by  meter,  .... 
Fur  gas  supplied  to  public  lamps, 
From  sales  of  coke,        .... 

sales  of  tar, 

sales  of  ammoniacal  liqaor, 

rent  of  meters,      .        .        .       . 

rent  of  gas  stoves  and  engines,    . 

rent  of  gas  lamps, 

public  lamps  other  than  gas  lamps, 

other  sources,      .... 


Total, 


Expenses:  — 

1.  Coals, 

2.  Knrichers, 

3.  Pnrifving  materials, 

4.  Water 

5.  Wages  at  works, 

6.  Repairs  and  mnintenance  of  works  (including 

renewal  of  retorts), 

7.  Apparatus  and  machinery,      .... 

8.  Waces  of  meter  takers,  clerical  labor  in  dis- 

tribution, and  salary  or  commissions  of  col- 
lectors,     

9.  Repairs,  renewals,  and  maintenance  of  mains 

and  service  pipes, 

10.  Repairs  and  renewals  of  meters, 

11.  Lighting  and  repairing  (gas  lamps  only), 

AmowUs  carried  fortcard^  .... 


$5,308,118  06 

262,777  00 

241,288  05 

165,940  10 

21,123  10 

1,392  24 

2.109  04 

2,029  04 

12,332  04 


|C,017,108  67 


$l,a51,727  47 

243,574  56 

25,859  20 

21,337  89 

507,474  00 

238,049  28 
50,979  43 


114,572  00 

134,132  03 
52,896  84 
16,432  22 


$5,439,302  81 

262,309  09 

246,726  49 

151,735  02 

23,702  18 

1,924  19 

1,159  31 

1,119  64 

2,Mo  15 

695  11 


$6,132,329  28 


$1,034,363  75 

290,334  14 

29,393  79 

24,333  06 

495,042  69 

262,756  68 
39,388  56 


124,096  14 

151,156  00 
57,297  80 
11,708  71 


$2,457,034  92 


$2,619,871  32 
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F..I.  Tiu«  Bl 

D.«m.M. 

lam. 

.«.. 

Ammal>  brought  firwar'l, 

12.  Lighting  ■id  repniiinp,  and  mnlerlHlii  uaeil 

forocber  lampa, 

13.  Director.- sIlowanceB 

1.  S»l«ieiorotIlc«M, 

5.  General  salaiicg 

6.  R«nlofofllceB 

7.  Oenarst  office  expeiiscB, 

»2,487,034  92 

2.1.MI  66 
17,189  3fi 

152.7UI  84 

123,247  20 
21,409  45 
45,974  10 

274,380  92 
15,133  63 
23.695  82 
14,370  06 
8,403  80 
31.438  69 

918,896  83 

«2,r,i9^71  32 

2,401  71 
18,812  03 
152,122  80 
12S.I51  93 
23,681  64 
64,760  H 

19.  Fire  ininrance. 

20.  L»w  eipenaei 

21.  Clsima, 

18,S42  07 

•say 

22.  Bad  debU 

23.  Incidental  oxpensfs 

24.  OsB  bonght 

7,084  11 
13,879  24 
838,970  46 

94,116,194  U 

J2,017,13S  17 
21,614  36 
107,312  76 

189,425  38 

LMTlng   M  apparent  net    proftl  on  ilieir   gai 

bnilnoMor 

They  hare  also  received  for  Inlereat,  etc.,    . 
tor  rente,  etc., 
at  proBts  from  electric 
lighting,     .       . 

»1,007,711  00 
29,934  99 
172,394  05 

203,165  64 

Making  a  Iota!  of 

From  thew  rcccipti  were  paid  Inlercat  oti  l)ondii 
and  loans 

«2,31.3,206  18 
1669,867  18 

»2,335,387  67 

tr>41.669  79 
1,126.245  87 
237,686  9* 

Other  Items, 

366.851  86 

12,001,008  04 
e312,198  14 

tl.90a,Sai  60 
»4M.88e  07 

4 


Two'  of  the  compaDieB  appear  not  to  have  earned  ezpensee, 
and  tbjrteen'  others  have  not  earned  Bufflcient  to  warrant  the 
declaration  of  any  dividend. 

The  receipts  for  gas  Bold  b;  meter  ahovr  an  apparent  iocreaae 
of  $131,184.75;  but  there  has  been  a  decrease  of  $79,926.37  in 
the  sales  made  by  the  Boston  companies  to  one  another,  which 
makes  the  actual  increase  in  sake  to  general  consumers  {21 1,1 1 1.12. 
For  the  six  years  ending  with  June,  1892,  the  receipts  from  public 
lamps  regularly  decreased  at  the  average  rate  of  about  828,000 
per  year.    This  year  the  decrease  has  been  only  8467.91, 

In  the  appendix  will  be  found,  under  date  of  June  3D,  1893,  the 
separate  balance  sheets,  profit  and  loss  and  manufacturing  accounts 
of  the  gas  companies,  as  taken  from  the  annual  returns,  with  correc- 
tions as  made  by  the  Board  after  examination  and  correspondence 
with  the  officers  of  the  several  companies. 


>  Three  lait  year. 


JM 


78 


GAS  AND  ELECTRIC  LIGHT. 


[Jan. 


Aggregates  from  these  balance  sheets  and  those  in  the  retnms 
of  1892  show  the  following  facts  :  — 


Jan«80, 
189*. 


Jnne  30, 
180S. 


Assets  :  — 
Real  estate,  machinery,  street  mains  and  meters, 

Cash  on  band, 

Dne  for  gas, 

Other  accounts  doe, 

Materials,  etc., 

Notes  receivable, 

Investments, 

Electric  assets, 

Liabilities  :  — 

Capital  stock, 

Bonds, 

Notes  payable, 

Unpaid  bills 

Unpaid  dividends, 

Deposits, 

Interest  due  and  unpaid, 

Other  items, 

Reserved  and  depreciation  funds, 

Surplus, 


$23,792,181  66 
499,648  17 
490,170  91 
176,348  29 
601,973  02 
229,986  67 
432,127  41 
2,332,092  50 


$28,554,628  53 


$13,580,000  00 

1,403,715  00 

6,702,708  38 

271,797  65 

23,686  46 

36,787  07 

29,463  70 

42,294  98 


$21,090,443  14 
646,232  46 


$21,635,676  60 
6,918,852  93 


$28,564,528  53 


$24,668,228  71 
579.321  12 
462,814  99 
126,572  80 
486,291  83 
190.998  83 
486,608  88 
2,802.290  11 


$29,703,127  27 


$14,253,500  00 

1.393,715  00 

5,842,938  SO 

329,402  91 

26,365  01 

42.842  29 

36,458  97 

57.193  02 


$21,982,416  60 
550,063  02 


$22,532,498  52 
7,170,628  75 


$29,703,127  27 


Of  these  companies 


58  1  show  an  aggregate  surplus  of        .        .        . 
10  2  show  an  aggregate  deficit  of  . 

$7,074,646  23 
165,793  30 

$7,395,054  68 
224.425  93 

Leaving  total  net  surplus,  as  shown  above, . 
Which,  added  to  reserves  carried  as  liabilities,    . 

$6,918,852  93 
645,232  46 

$7,170,628  7') 
550,083  02 

Would  show  an  actual  surplus  of        .        .        . 
Equivalent  to  per  cent,  on  capital  of  about  . 

$7,464,085  39 
56 

$7,720,711  77 
54 

1  57  in  1892. 


>  10  iD  1892. 
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The  followiog  table  shows  the  valuation  of  the  property  of  each 
company,  as  assessed  b;  the  local  assessors :  — 


Amsiboty,  . 
ADiberat, 

Arlington,    . 
Ailiul,  . 
Attfebi>rau;(h, 
Buy  Sule,   . 

Brockton ,    . 
Brook  1  Inc.    . 
Cambrlilge. . 
Cbu'leaiOH'n, 
CbelMS, 
Cbiixipn,     . 
Chicopte  F»lls, 
CltlKDi'  (Quinc;), 
aUiem'  (WakcHeld), 
Clinton, 
CotUgF  Cltj, 
Dan  vers,      . 
Dedbaiu, 
Dorcbeslor, . 
Bait  Boiton, 
Euitbamplon, 
Pall  River,  . 
Fllcbbiirs,   . 
FrHmlnKQam, 
Oarclner, 
Olounslcr. . 
OreenHcJii,  . 
HaTerhlll.    . 
Koljrokc,      . 
Ipiwicb, 
Jamaica  Plain, 


efil.nOO 

(il,-JUO 

*,.516,900 

7C,-iOO 

831,800 

320,ri00 
30,000 
10,000 

i3,r>oo 
fifljon 


33,000 
298,400 
22S,100 

20,S00 
2t<Ii,10a 
I13.37G 


29,000 
166.  IM 
200,000 


I  Maiden, 

.  Mnnufactllrci 

Hlver),. 
Marble  head. 
Marlborongb,    ■ 
Mldillclwrougb, 
Mllford,     - 
Nantacket, 
Nallck,      . 
New  Bedford,    . 
Newburypon,   . 

Nonb  Adam  a,  . 
Nonbanipbin,    . 


I    Otia  I 


.  (Wan 


I  Pitts  Hold. 
I  Plrmonlb, 
Koxtiary.  . 

Sontb  Boelon, 

I  Souib  bridge, 


'  Tannion,  • 
Waltbam, , 
'  Webater,  . 
I  Weatflold,  . 
I  Wllllamnown,  . 


624.000 
UO.OOO 
13,213  ! 


fifi,(M» 

i3,em 
iA,Mn 

36,200 
81,400 
fl,000 
12,200 
4S3.700 
136.200 


13,150 

76,800 
23.3M 
633,400 
285,400 

386,300 
21.MH] 


286,800 
31, SOD 
fi2,D00 


Included  in  the  above  are  certain  compaoies  which  have  electrio 
light  plants,  and  the  following  shows  the  assessed  value  of  each 
wherever  separately  returned :  — 


Amherat (a,MO 

Atbo) 9,S0e 

Bevtrly 34,900 

Cbarleatonn 110,000 

Cbelaea G0,800 

Clinlon 60,800 

Holyote 160,000 

LavreDce,       ....  90,000 

Lexington,      ....  6,000 


LfbD 9ies,soo 

Mlddl«borongh,      .       .       .  22,000 

New  Bedford 203,700 

Nortb  Adama,        .       .       .  I2,5M 

SoQtbbridge 17,600 

Webater 21,600 

WettOeid I6,IMM 

Totai tanfiM 
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The  valae  of  the  gas  plants,  as  assessed  by  the  local  assessors, 
is  then  in  round  numbers  $15,400,000,  as  the  electric  plants  of  the 
Brookline,  Chelsea,  Cottage  City,  Easthampton,  Fitchburg,  New- 
buryport,  Stoughton,  Wakefield  and  Waltham  companies  are  not 
given  in  the  above  table. 

The  following  table  shows  the  amount  paid  by  each  company 
for  taxes  after  deducting  the  amounts  belonging  to  the  electrical 
departments  and  the  amount  for  each  thousand  feet  of  gas  sold :  — 


COMPANY. 


Amoant 

of 

Taxei  paid. 


Amount 

Thonuuid 
sold. 


Adams,  . 
Amesbnry,     . 
Amherst, 
Arlington, 
Athol,    . 
Attlelwrongb, 

Bay  State,     . 
Beverly, 
Boston,  . 
Brockton, 
Brookline, 

Cambridge,    . 
Cbarlestown, 
Chelsea, 
Cbicopee, 

Citizens'  (Quincy), 
Citizens'  (Wakefield), 
Clinton, 
Cottage  City, 

Danvers, 
Dedbam, 
Dorchester,    . 

East  Boston, . 
Easthampton, 

Fall  River,  . 
Fitchburg,  . 
Framingbam, 

Gardner, 
Oloacester,     . 
Greenfield,     . 

Haverhill, 
Holyoke, 

Ipswich, 

Jamaica  Plain, 

Lawrence, 
Leominster,    . 
Lexington,     . 
Lowell,  . 
Lynn, 


$541  18 

639  73 

36  55 

1,121  21 
186  09 
614  29 

9,686  86 

«42  04 

80,122  34 

1,862  82 

6,697  24 

19,629  46 
9,881  53 
4,206  46 

482  03 
387  88 
744  32 
305  04 
156  26 

105  38 

539  98 

5,887  77 

4,480  71 

483  99 

6,679  83 

1,014  64 

769  91 

243  75 

2,263  39 

401  67 

3,009  93 
1,988  46 

86  68 

4,673  28 


|0  1189 
1204 
0418 
1893 
0413 
0667 

0100 
1180 
0670 
1143 
0939 

1431 
1167 
1340 
0605 
0567 
1298 
0524 
0670 

0461 
0898 
0712 

1077 
1423 

1210 
0507 
0669 

1460 
1243 
1061 

0514 
0364 

0488 

1048 


10,791  70 

1446 

535  08 

2716 

168  61 

1649 

18,953  57 

0714 

5,379  65 

0607 
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COMPASY. 


Amoont 

Amoant 

of 

per 

Taxes  paid. 

Thoukand 
sold. 

$4,648  07 

$0   1176 

1.006  43 

0706 

378  70 

1015 

836  96 

1453 

330  87 

2362 

1,450  95 

1326 

92  25 

0425 

833  13 

1151 

3.901  96 

0955 

1,383  94 

1691 

4,462  77 

0764 

519  56 

0276 

994  92 

0762 

960  61 

0736 

216  38 

1110 

163  33 

0642 

1,605  30 

1194 

362  97 

0790 

13,207  92 

0741 

4.874  96 

1370 

7,181  81 

0926 

208  69 

1489 

358  88 

0435 

8,187  81 

0923 

191  66 

3656 

1,831  68 

0434 

2,R19  90 

0897 

181  49 

1144 

641  44 

0818 

102  60 

1486 

948  17 

1087 

11,818  18 

0801 

1282,244  39 

- 

Maiden, 

Manufacturers'  (Fall  River), 
Marblebead,  .... 
Marlborough, 
Middleborougb,     . 
MUford,         .       .       .        . 

Nantucket,     .       .       .       . 

Natick, 

New  Bedford, 

Newburyport, 

Newton,*         .       .       .       . 

North  Adams, 

Northampton, 

North  Attieborongh,     . 

Norwood,      .... 

Otis  Co.  (Ware),  . 

Pittsfleld 

Plymouih,      .... 

Roxbury,      .... 

Salem 

South  Boston, 

South  bridge, .... 
Spencer,  .... 
Springfield,  .... 
Stoughton,     .... 

Taunton,       .... 

Waltham,      .... 

Webster,        .... 

Westfieid,      .... 

Williamstown, 

Woburn,        .... 

Worcester,     .... 


The  total  sum  paid  by  the  companies  for  taxes,  inclading  State 
Inspection,  after  apportioning  to  electric  accoant  that  part  of  the 
gas  companies'  taxes  belonging  to  their  electrical  departments, 
was  $282,244.39,  an  average  of  G.6  cents  per  thousand  feet  of 
gas  sold ;  being  an  increase  over  the  previous  year  in  the  total 
amount  of  $7,863.47,  and  a  decrease  of  .2  cents  per  thousand  feet 
sold. 
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Dividends. 
The  dividenda  declared  by  the  Beveral  compaoies  during  the 
year  are  shown  in  the  f olloving  table :  — 


™„„. 

r,r 

£:=' 

ThDUHDH 

Sold. 

10 

*_i 

6 
10 

'  f 1,730 

4,200 

4.640 

90  3921 
6088 

7091 

Amesbury, 

Atnheret 

Arlinglon 

AiiJelMtioDgb 

6121 

B^TSWI" 

6 
6i 

43.750 

6,520 
260,000 
10,680 
38,500 

0153 

Brooktun 

Brookllae, 

eaua 

aSSi,  :::;::: 

10 

8 
8 

■i 

70.000 
fiO.OOO 
18,000 
1.B00 

1.4B0 

SlOiS 

Chlcopee 

Clinton 

CoUagaClty 

2261 

Dorehesler 

2 

400 
32,000 

1:12 
3S70 

East  Boston, 

£Batliaiu]itoa 

10 
6 

22,000 
l.BOO 

B2S7 

Fall  River 

PllChllHTK 

FraiuinghBm, 

10 

28.800 
16,000 

S317 

GliincOitcr, 

OrecnBijIJ 

,'i 

•8,800 
1,S60 

mi 

0412 

Harerlilll, 

10 

7,600 

1282 

s 

20,000 

Jamaica  Pliiin 

4OT 

Lawrence 

Lexiritfton, ' 

Lovfell 

7 
8 

37.100 
2,000 
700 
80,000 
30.000 

10147 
3DU 

8 
10 

17,600 
6,000 

4*1S 

5[iin«facliirer9"  (Fall  River) 

WartilcL.nJ 

3,-109 

>B'DlDt  utock.     Thil  I 


k  (H9.i)i»). 
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COMPANY. 


Ratepcr 
Cent. 


Amount  of 
Dividends. 


Amount  per 

ThouMnd 

Sold. 


Marlborougb,  . 
Middleborougb, 
Milford,     . 


Nantucket, 
Natick»      . 
New  Bedford,    . 
Newboryport,    . 
Newton,    . 
North  Adams,   . 
Nortbampton,    . 
North  Attleboroagb, 
Norwood,  . 


Pittsfleld,  . 
Plymouth, 

Roxbury,  . 


Salem, 

South  Boston, 
Soutbbridge, 
Spencer,     . 
Springfield, 
Stoughton, 


Taunton, 


Waltham,  . 
Webster,  . 
Westfield,  . 
Williamstown, 
Woburn,  . 
Worcester, 


10 


6 
6 
8 
8 
8 
6 


12 

7 

10 

7 

4 
6 

8 
6 

10 


8 


«7 
8 


1  - 
1  _ 

$7,230 

1 . 

1  _ 

83,000 
8.400 

18,000 
4,000 
4.000 
4,086 

7,600 
2,800 

60,000 

21,000 

17,600 

2,400 

40,000 
1,440 

8,000 

10.500 
1,676 
4,320 

1  _ 

« 3,167 
40,000 


$1,109,248 


$0  6606 


3062 
3130 


6679 
6306 

3366 

6904 
2266 


4605 


1896 


3619 
2710 


^  No  dividend  declared. 


*  Extra  dividend  of  30  per  cent. 


Price  op  Gas. 

The  following  eompaDies  have  redaced  the  price  of  gas  daring 
the  year  ending  June  30,  1893  :  — 


Arlington, 

Bay  State, 

Boston, 

Cambridge, 

Charletitown, 

Chicopee, 

East  Boston, 


Fall  River, 
Gloucester, 
Jamaica  Plain, 
Lawrence, 
Manufacturers'  (Fall 

River), 
Nantucket, 


Salem, 

Springfield, 

Waltham, 

Ware  (Otis  Co.), 

Wobum, 

Worcester. 


The  following  pages  show  the  price  charged  by  the  several 
companies,  June  30,  1893 ;  the  average  candle-power,  as  8ho?ni 
by  the  tests  made  by  the  State  inspector  of  gas ;  and  the  average 
price,  per  thousand  feet  sold  by  meter,  received  in  the  two  years 
ending  June  30, 1893. 


84 


GAS  AND  ELECTRIC  LIGHT. 


[Jan. 


8.^8 


2t* 


|£2 


•< 


-     <u 


I    ft;   3   ^ 

^  'J    A 


Jr. 

o 


ss 


s 


c^      •-• 


mS     a»ao     So         S 


KSlO       CO  9» 


C9 


QCiO        9^9 


coo 


g<» 


CO 


s 


N  ^^  04  •-•  ^H  ^H  •-• 


QCO 

»-ieo 


§^  S 


C4 


e< 


& 


•8 

eS 

^- 

00  O 

^P 

a>  c 

P<p 

=  8 

ic  o 


^1 


oO 


4>»  a* 

J38 

So 


is 

s  ^^ 

•O    4,    ■» 

So  ?< 
S  g-o  o 

a  S-- 

3  O  ••O 

o  t,  «^ 


SS    8       g 


CO 


c^ 


c^  eo      CO  ^ 


CO 

CO 


CO 


08 
B 
O 


'3 

i 

K 

o 


11 

•a  o 

So 

c  « 

0=3 

■  • 


S 


1m   U 

9i 

O     . 

It; 

•a  >8 
t.  a 

9i  a* 

t" 

^   4) 
•0,2 

-I 

a>o 

«SO 
^^ 

§s 
05 

"*-   OB 
O   (A 

B  5 
s  * 

OD  «» 

u 


b2- 

«  o  « 
t!  s  « 

**  8 

c  ^  •** 

a  o  « 

p  M  c 


s 

B 

8 

©4 


4>  «» 

>   4> 
O  P 

^«» 

..S 
•o  0 


08 
U3 


bfi 


OD    1; 

S  s 


o  - 

o 
♦*  I— t 

H 


> 


2  08 
p  "-> 

is 


a 
o 

! 


2 

08 

6 

t 

2 


a^^ 


Eg 

odO 

A 

o 

§.0 

Si 

.»  99 

&8 

•O  Q 


8"^ 


OS  op  .     O 
=  -|£^ 

sSoSo 

«j  n  «j  4>3  O 

s  S  3  a  »^ 

O  B  O  P  a* 
C>  p  O  O  > 

00  S  CO  °'>  O 


8^ 

.s 

§•3 
^1 


OS 


08 

^^■ 
**a 

5a 

4 

2   In 
B^ 

=3    00 


«> 

I4 


.8 

G 

o 

► 
.2 

«D 


S4 

«5 


B 
u 
o 

10  b 


•a 

§ 


•o  •• 


.0 


8 


5  -a 

o  *• 

§«§ 

c 

£; 


B  ••>  u 

8S.S 
8-§ 

4) 


•         S  i  ©  "3 

—  ^  2^:0  c8 
O  S  *=  ^*^« 

CO 


2«o 

AM 

B  «d   OD 


''c:  -  gx  to 
S  £•«  =  :=£" 

S  p  00  w  i:  *  p 


CO 


00  CO 


00     00 

•— '       O  c«- 


o 


S8       S 


^-  ■-<        i-nC^ 


C^ 


8S 
"*©« 


e« 


CO       CO       «a 
©<      i— I      I-t 


00  05        i-"©        «-•  M 

•       •  •       •  •       •  • 

^  -^        OS  t">»        0>  30  ^-< 


A30        t>I 


•    •  3 


B 
O 

►  o 
'B;:a 


In 

<< 


< 


©2 

•J  55  w 


B 

b2 

CO   o 


.52 
C  08 

no 


>k 

0 

•      • 

0 

V 

OD   B 

.:^ 

rs 

B 

m 

£2 

^ 

0 
0^  v 

I 

as 

s 

eS  0 

8 

8« 

»l 

jsja 

JS 

U3:S 

«« 

00 

0 

00 

y 

1894.]          PBBLIC  'document  — No.  st^^S^^B 

2      S  Rsas      S      SR      S    S3   s    ;      ss   s      s 

2       S    SSS£      3      SS       S'S2S      SSS      3 

z 

Mm 

imiimihi 

1 :  t:i 

|2 

si 

I 

& 

a 

i 

1 

i 

ii 

iilf 

=•=11  Ji 

liyii-i 

l|,-=-8s|.S 
5sja8||2ls;  = 

Ii 

1 

II" 

m 

i 

iiiiiiiiiiiisp 

SSS    SSSS      £      SS      S    S2    g    S      SS    S 

»     «         n     «  — n         ^         »             «!««-«         «»     - 

=            S    Eijris      as         s    25    s    S      S2    5 

s  1  1  ill:  1  It  i  f  1 1  |i  f 

H^  s  Uii   I   II    1  So  II   ll  J 

i 

^^8^^^ga^n^Scthi^jgiS^^[j!I^H 

Hi 

E   SS   s   S     S   S5   s   ss   a     S   8      s=gs 

JJ  ..  —    -  „„  „ .,    — ^ 

PI 

a  as  5  r:     s  gs  s  ss  s     e  s     Sfiss 

8  , 

1 

3 

i::5 

I'M 

11! 

i::i 

g    s 

i 

1 

I 

3 
1 

a 
s 

1 

s 

1 
1 

i- 

4=  "-2 

311 

S-5SS 

liil- 

S    "1 

III 

in 
ill. 

Pi 

fi  5= 
IJil 

!■] 

li'! 

1  ta.-fi-i 

1  .  J  .P  .  |?"^.zll 

1  ■  -J  -Ss  -Sis    8    si 

fin|i»:ii 

ii-iwini-i  1 

o    Q   CO    qh      q   no   n     -Q   .3      PC      E=<(^a 

ii 

g    S    gS    S      ,        S    S.'S    S    28    S       3    S       383 

ll 

•» 

Hi 

a     io     so     ««         cncT-^acnLO^         ne         e-o 

aai:2^2       2SS:;iS2       E^      s=:i 

ill 

i   

C£                                                                                                         1 

i 

e     • 

L 

i 

1  III  11  lliJJi  il  l^ 

1894.] 


PUBLIC  DOCUMENT  — No.  35. 


87 


C)  tm^f^f*  f^^^  Qi|  p^  ^H '^  1-4  p^  f-l  C9  ^H  lOi.4^H 


d     »-o<i^     i-Hi-^     e^ -^  ^^ -^ -^ -^  o*  e*         ^H         iOi-4i-4 


*  F  »- 

.si 

'«•? 
^§ 

o  C  c 
e  •  OS 

g  =  -S 
«  c  S 

*  c  c 
as  o  «^ 

i-i 

JS  • 


o 


s 

u 

•s. 


6  o 
ua  o 

|5 


a 

0 

00 

•  C    • 

8 

o  a  . 
S8 

Oo  * 
•^         B 

5^S, 


I- 

o 

a 
«  • 

« 

o  o 
o 


c 
o 

a 


•"C  c*^  OQ 

J:  «  o  fe  «« 


t 

a 

OD 


o 


P  fl  o 

•a  9  00 

D.  OB  ^ 


©    Zl    O       ^-^    00    OD 

g^  «  ►*-  ^- 
8S^£S r 

^  3  o«S  00  J,  o 
•g  «^  c'l  ?S  rJ  •  •  « 

eS  E  5  00  3  ^  S 

w  o  w  =:  o  C  o 

0)  v>  T.  j^  00  ao  ^ 

M  S  '5    p  p 


so      ^ 

S   •  c?*  ».^-» 
5  c  o)  a   • 

uoSo-ti 

a>  ^H  S  I— I  <-• 

p8^8i 
SPoPa. 


00  00 

**  a 

sa 

00  *0 

•? 

^  a 

it 

IC    00 

ooS 

MM 

•M  a 

Q  «« 

If 

-a    «| 

IS*  1 2 

C        u  O  — • 

t5         P 


•g£- 

•li^- 

0     . 

^S 

.•d  a  . 

'S;]^ 

S-e 

•0  0 

•j.-a  • 

■M  0 

C  S 

.  c  a   . 

a8 

0  0 

.•0  M)  . 

•  «-  1-    * 

%^J2 

®  0 

•ee  ■ 

28 

•  9  •■'  • 

5a 

.e§  . 

^2B 

•^^ 

I.S 

•fcS- 

•"0 

3 
.§ 

.a 

O  O 
•c  ** 
^  2 

if 

|S 

c 

a? 

88 


I' 


c  e 

OS* 

PP 


WM        C^i-iN        ^-CO        ^- i-H  to  ^  0«  N  C><  ©4  <0  t-^i-i 


I  10      o  t>.co      OJr>- 


o  o«  •^  t^  CO  K3  •*»«  oq  eo 

O)  00  Q  r^  r»  t>l  X  r^  eo 


II 


H  X  s 


O   9 
0  0 

o  o 

QGGO 


.  flg  5  o"  a    C2 

h  «a  tn  o  3      o  » 


S.a.2  S»^  *  ®S 


0 
o 

•0 

a 


ll 


88  GAS  AND  ELECTRIC  LIGHT.  [Jan. 

The  average  price  paid  by  consumers  for  ooal  gas,  to  the  com- 
panies selling  annaally  more  than  30,000,000  feet  each,  is  $1.27 
per  thousand  feet.  If  the  Boston  and  Bay  State  companies  be 
excluded  the  average  is  $1.49.  The  average  price  received  by  the 
remainder  of  the  coal-gas  companies  is  $1.94,  making  an  average 
for  all  of  $1.32  per  thousand.  The  average  price  for  oil  gas  is 
$3.74  per  thousand  feet. 

The  average  price  paid  for  coal  gas  in  1886  was  $1.72  ;  in  1887, 
$1.66;  in  1888,  $1.56;  in  1889,  $1.45;  in  1890,  $1.39;  in  1891, 
$1.31 ;  in  1892,  $1.38 ;  and  in  1893,  $1.27. 

The  following  table  shows  the  amount  of  gas  made  in  the  year 
ending  June  30,  1893,  and  in  the  year  ending  June  30,  1892  ;  the 
amount  sold  by  meter  and  to  public  lamps  in  both  these  years ; 
the  amount  used  at  works  and  offices,  with  the  amount  of  gas 
unaccounted  for  during  the  year  ending  June  30,  1893,  and  the 
percentage  of  unaccounted-for  gas  in  both  years. 

Note.  —  The  terms  **  coal  gas  '*  and  **  coal-gas  companies  "  whenever  nsed  in  the 
report  are  intended,  unless  otherwise  qualified,  to  include  all  the  companies  except 
those  that  malce  their  gas  entirely  from  oil  distilled  in  closed  retorts  externally  fired. 
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The  following  table  shows  the  dally  capacity  of  the  works, 
June  30,  1893,  and  the  greatest  and  least  day's  output  daring  the 
year  ending  with  that  date,  for  each  of  the  companies :  — 


COMPANY. 

Daily 

Capacity  of 

Works. 

Oreateit 
Oatpat. 

Date. 

Least 
OotpaL 

1 

Date. 

Feet. 

Feet. 

Feet. 

Adams, 

Amesbary,  . 

Amherst, 

Arlington,    . 

Ailiol,  .... 

Attleborough, 

60,000 

100,000 

6,000 

600,000 

76,000 
100,000 

49,000 
6000 
36,160 
26,700 
61,000 

Dec.  18, 

Dec.  24, 
Dec.  24, 
Jan.    9, 

9,000 
1,.'>00 
6.370 
3,400 
16,000 

July  15. 

Aug    2. 
June  17. 
July  13. 

BaySute,    . 
Beverly, 
Boston, 
Brockton,     . 
Brookline,    . 

4,000,000 
60.000 

6,000,000 
100,000 
600,000 

4,639.000 
47,400 

6,896,000 
126.400 
408,000 

Nov.  2. 
Dec  14, 
Dec.    8, 
Dec.  24, 
Dec.  24, 

467,000 

8.700 

1,046,000 

31.366 

117,000 

Jolv  10. 
July  24. 
Jnlv  24. 
,  July    4. 
July  17. 

Cambridge,  . 
Charlebtown, 
Chelsea,        • 
Chicopee,     . 
Citizens*  (Quincy),     . 
Citizens'   (Wakefield), 
Clinton, 
Cottage  City, 

1,000,000 

600.000 

260,000 

160,000 

70,000 

66,000 

90,000 

60,000 

723,000 

460,000 

192,000 

61,900 

46,000 

49.500 
38,000 

Dec.    8, 
Dec.  24, 
Dec.  16, 
Dec.    8, 
Oct.  26, 

Feb.    2, 
Aug.  27, 

130.800 

160,000 

48,000 

10,900 

11,700 

9,200 
900 

July  24. 
Julv  11. 
July  2.'i. 
July  13. 
July  25. 

June  20. 
Feb.  10. 

Danvers, 
Dectham, 
Dorchester,  . 

30,000 

75,000 

300,000 

16,644 

42.730 

379,310 

Jan.  11, 
Jan.    3, 
Dec.  24, 

3,004 
10,160 
96,176 

July  25. 
Julv  17. 
July  25. 

East  Boston, 
Easthampton, 

400,000 
30,000 

202.112 
31,532 

Dec.  10, 
Dec.  15, 

60.861 
4,5(»0 

Julv  10. 
June  13. 

Fall  River,   . 
Fitchburp,    . 
Framingham, 

600.000 
150,000 
250,000 

340.600 

120.700 

67,200 

Nov.  10, 
Dec.  21, 
Dec.  24, 

60,200 
21,700   ' 

14,100 

1 

Jiilv  10. 
July  10. 
July    3. 

Gloucester,  . 
Greeniield,   . 

125,000 
60,000 

112,300 
25,700 

Dec.  24, 
Nov.   6, 

15,800 
4,500 

July  10. 
July  11. 

Haverhill,    . 
Ilolyoke, 

400,000 
600,000 

379,000 
332,620 

Dec.  28, 
Dec.    8, 

24,000 
68,247 

July    4. 
July    2. 

Ipswich, 

- 

14,000 

Dec.  24, 

1,600 

July    4. 

Jamaica  Plain,     . 

400,000 

208,685 

Dec.  26, 

76,000 

July  17. 

Lawrence,     . 

Lowell, 

Lynn,   .... 

1,000,000 

1,000.000 

700,000 

447.825 

1,624.000 

476,900 

Dec.    8, 
Dec.    8, 
Dec.  14, 

73,615 
250.000    ■ 
100,700    , 

July  10. 
Juir  24. 
July  24. 

Maiden, 
Manufacturers'     (Fall 

River),      . 
Marblehead, 
Marlborough, 
Milford, 

350,000 

200,000 
55,000 
46,000 
80,000 

215,200 

150,000 
25,600 
40,000 
64,380 

Jan.    2, 

Dec.    9, 
Dec.  21, 
Dec  24, 
Dec.  15, 

45,500 

11,700 
7,000 
3,700 

13,370 

July  28. 

June  11. 
July    6. 
Aug.  7. 
June  11. 

Nantucket,  . 
Natick, 
New  Bedford, 
Newburyport, 
Newton, 

30.000 

36,000 

600,000 

100.000 

400,000 

13,830 
196,000 
213,200 

62,870 
324,000 

Aug.  11, 
Jan.    3, 
Dec.  20, 
Dec.  15, 
Dec.  25, 

3,720 
4,000 

63,200   , 
8,390 

69,600 
1 

Apr.  24. 
Julv  10. 
July    7. 
July    4. 
July    6. 
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COMPANY. 


Dally 

Capacity  of 

Works. 


Greatest 
Ontput. 


Date. 


Least 
Ootpot. 


Date. 


North  Adams, 
Northampton, 
North  Aiileborough, 

Otis  Co.  (Ware),. 

Pittsfield, 
Plymouth, 

Roxbury, 

Salem. 

Soatb  Boston, 
Spencer, 
fipriDgtield, 

Taanton, 

Waltbam, 

Webster, 

Wesifield, 

Woburn, 

Worcester, 


Feet. 
130,000 
100,000 
110,000 

70,000 

240,000 
58,000 

000,000 

330,000 
425,000 
225.000 
360,000 

300,000 

200,000 

24,000 

62,000 

30,000 

1,500,000 


Feet. 
122,300 
80,180 
74,173 

29,660 

81.000 
25,720 

818,357 

210,800 

408.738 

52,600 

467,000 

250,000 

152,100 
14,500 
54,200 
40,000 

820,000 


Dec.  16, 
Dec.  8, 
Oct.   28, 

Jan.    2, 

Nov.  29, 
Dec.  14, 

Dec.  24, 

Dec.  24, 
Dec.  24, 
Dec.  23, 
Dec.  24, 

Dec.  20, 

Dec.  14, 

Dec.  24, 

Dec.  9, 

Dec.  25, 

Jan.  2, 


Feet 
19,400 
13.301 
10,076 

4,634 

21,000 
5,250 

218,054 

33,000 
109,161 

11,300 
109,000 

50,000 

31,300 

3,000 

9,100 

10,000 

143,000 


July  5. 
Aug.  4. 
July  10. 

July  10. 

July  17. 
June  12. 

July  24. 

July  10. 
July  10. 
Aug.  4. 
July  11. 

July  20. 

July  10. 
Apr.  15. 
July  25. 
July  4. 
July  23. 
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GAS  AND  ELECTRIC  LIGHT. 


[Jan. 


The  following  tables  show  the  total  quantity  of  gas  sold  during 
the  year  ending  June  80,  1893,  the  percentage  of  increase  in  sales 
over  the  previous  year ;  the  capital  (including  bonds)  per  thousand 
feet  sold,  omitting  those  companies  which  have  electric  light  plants ; 
the  average  price  received  for  all  gas  sold  during  the  year  ending 
June  30,  1893,  and  the  average  price  the  year  previous  :  — 

Coal-gas  Companies. 


"Ill 


COMPANY. 


Total  Salet 
of  Ou. 


C  ^4  w 


ft?  ^ 


?•= 


Adams,       • 
Amesbuiy, . 
Arlington,  . 
Atbol, . 
Attleborongh, 

Bay  State,  • 
Beverly, 
Boston, 
Brockton,    . 
Brookline,  . 

Cambridge, 
Charlestown, 
Chelsea, 
Chicopee,    . 
Citizens'  (Quincv), 
Citizens'  (Wakefield) 
Clinton, 
Cottage  City, 

Danvers, 
Dedham,     . 
Dorchester, 

East  Boston, 
Eastbatnpton, 

Fall  River, . 
Fiiclibur^,  . 
Franiingliam, 

Gloucester, . 
Greenfield,  . 

Haverhill,  . 
Holyoke,     . 

Jamaica  Plain, 

Lawrence,  . 
Lowell, 
Lynn,  . 


Maiden,       .... 
Manufacturers' (Fall  River), 


Feet, 

4,M9,400 
5,311,800 
5,922,5/)0 
3,25*6,300 
9,061,100 

.0223* 
.0416 

.0067* 
.1886 

.1902 

965,337,860 
7,132,900 

,191,985,480 
16,299,600 
71,942,041 

.0930 

.0965 

.1328* 

.1110* 

.0955 

137,110,650 
85,387,623 
31.392,740 
7,960,048 
6,838.400 
6,736,488 
6,815,900 
2,739,500 

.0636 
.0709 
.0371 
.0697* 
.0015* 
1023 
.0635* 
.0025 

2,336,800 

6,012.300 

82,678,200 

.1101 
.1338 
.1429 

41,608,687 
3,401,500 

.0541 
.1037 

55,201,877 
20,002,900 
11,361,900 

.0949 
.1398 
.6833 

18,211,260 
3,785,600 

.1265 
.0897 

58,482,800 
53,920,468 

.1050 
.0728 

43,640,579 

.0772 

74,622,557 

265.438,100 

88,586,500 

.0576 
.1004 
.1784 

39,ri09,316 
14,240,800 

.0863 
.0676 

$3,803 
11.322 
11.819 

5.128 

5.187 

2.242 

17.086 

6.105 


3.769 
8.774 


8.558  ' 
18.046  I 
4.844 

6.287 


5  668 

14.319 

4.3P3 
13.472 

1.923 
6.186 
1.883 


6.186 
3.509 


$2  38 


1 
2 
2 
2 

1 
2 
1 
1 

1 


76 
50 
33 
00 

23 
31 
25 
97 
90 


1  52 
1  55 
1  SO 

1  86 

2  01 
2  20 
2  15 

1  47 

2  37 
2  01 
1  52 

1  69 

2  57 

1  45 

1  79 

2  0  49 


1 
2 


52 
20 


1  41 

1  53 

1  85 
1  41 


1 
1 

1 
1 


10 
39 

77 
37 


$2  41 
1  76 


2 
2 
2 

1 
2 
1 
2 
1 


75 
60 
00 

30 
31 
28 
03 
90 


1  59 
1  69 
1  84 

1  8.5 

2  12 
2  25 
2  10 
1  66 


2 
2 


35 
03 


1  50 


76 
53 


1  53 

1  89 

aO  51 

1  60 
?11 

1  38 
1  54 

1  99 


1 
1 
1 

1 
1 


42 
10 
46 

77 
43 


*  Decrease.  ^  From  sales  to  general  consumers  only. 


NoD-iUumiuatiDg. 
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Hilfiiid,      . 

Nwitnckat, . 
Nuleh,  . 
NeiT  Bedtord, 
Niwbnryport, 

Newton, 
Nonb  A  dun  a, 
Northampton,     . 
I4orlb  AtllclHjrougb, 
Nonrood,    . 

OUiCo.  (Ware), 

Plltgficld. 


Sou  lb  GoeloD, 
Spencer,  . 
SpringOeld, 


W&ltliaiii, 
WebBMr, 
WeslHcid, 


3.730.140 
b.7M.900 
10,944,100 


«>,8.S8,787 
H,183,AOO 

e9,ias,6oo 


2,SI2,13S 

13,44.1.«» 


35.B70,63& 
76,873,3W 
S.23U,300 
8S,7N2,I(» 


S.OSB 
3.369 


Oil-gas  Companiet 

Amberal 

B73,236 

.0664 

946.816 

IS  IB 

»6  2S 

Cblcopte  Falls;  . 

1,002,626 

J)066* 

- 

•3  76 

'3  64 

Gardner,     .... 

1,S81,S00 

- 

- 

438 

- 

Ipawicb 

1,777,000 

.0194 

13  731 

297 

2  93 

Leomlnaler, 

Lexington 

1.971, 080 
1,022,600 

.0492» 
.0660* 

26.367 
48.a>4 

3  76 

4  54 

363 

4  24 

lllddleboroagh,.       .       . 

1,400,500 

.0036 

220 

366 

Southhridge,       .        .        . 
StoQghton 

1.406.050 
632,000 

.1516 

.2091 

280 
4  96 

284 

498 

WtUiBmctown,    .       . 

690,600 

.4163 

49.890 

ess 

fi  06 

impuif '(  mlllt  not  loiladcd  la  lb*  eompalallon. 
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The  followiDg  tables  Bhow  the  capital  (Incladlng  bonds),  the 
gaa  sold,  the  gas  utiaccouoted  for,  aocl  tlie  Dumber  of  consumers 
per  mile  of  main ;  also  the  gas  sold  per  consumer  and  per  meter 
ligbt.  Where  capital  is  employed  for  both  gas  and  electric  light, 
the  amount  per  mile  of  main  is  omitted. 


Coal-gas  Company 


P„.M...„M.,., 

Qu 

«ldpcf 
CODinmer. 



COMPAS-T. 

cpiui, 

Qu<°ld. 

UUDn- 

S-mbrr 

irfCoB- 

Ll»bL 

Feel. 

F«t. 

ttn. 

r«t. 

Adanif.      . 

Amesbiiry, 
ArllDRtun, 

•3,160  DO 
B,41H0  17 
3,i;e  04 

10.182  07 

909.880 

268,711 
961, OK) 
I.9B1.472 

260,120 
69,435 
66,914 
48,938 

220.521 

27  J) 

30.2 
203 
451 

62.4 

34.465 
2B.790 
13,190 
21,266 
31,793 

3,111 
2,391 

2,669 
3069 
6.4H 

3ty  State, 
Beverlr,     . 
Boaton,      . 
Brockton,  , 
Braokline. 

321,303  03 

•,»,203  82 
13,787  13 

ei.ew,aw 

987  041 

B.08i.ai3 

B06.911 
8O0.G12 

49.238 

90.361 
189,208 
186,684 
184,576 

3.0 
76.6 
231.6 
50.6 
27J 

20,111,205 
12.624 
37,6-23 

15,919 
24.667 

■6.603 
2.623 
3,701 
2.613 
3,191 

CaraiindRe. 
CbftrJeBloMD,     . 
Chelsea.     .       . 
Cbicopee.  . 
ClUiBns"  (Qiilncv).   . 
ClUMii»'(WBkel1.;lJ), 
Clinton.      .       . 
CotiaKB  City,    .       . 

:,S10  22 

6,3Tr.  79 
B.ie!i  *9 

l.5S0,ri6fl 
2,0O0,B47 
B6.1.fi20 
1.675.799 
»<9,ni 
304.4-ia 
1.265.ini 
1,191,723 

]e2,.^S8 
31B.0.W 
232.472 
203.88+ 
1(13,718 
69.547 
602.981 
397.950 

74  4 
106.3 
46.0 
47,1 
34.1 
17.0 
,'«.2 
80.0 

20,008 
16.818 
18,809 
38,247 
14,744 
17,181 
23,642 
11,472 

3e.w 

3,810 

2m 

2.091 
1,716 
2,hb3 

Danrcri,    . 

Dedbam,    .         .        . 

I'.m  12 
S,!MO  « 

494,038 
408  301 
1.226,378 

07.124 
108,918 

Z9.I 

21.8 
66.0 

16,894 

2,111 

2,179 
2,706 

liasl  Boston.     .        . 
Eaetbumiiluu,    , 

10,B21  2S 

l.W9,893 
932,W0 

262,661 
229,772 

48.5 

18.o:« 

10.217 

4.680 
1,966 

Fall  River. 
Tlicbbura, 
Framing  111!  in.    . 

13,001  26 
27,236  as 

2,492,ira 
1,31S,234 
1,000,360 

174,078 
111.730 
165,100 

816 
52.1 
39  0 

29,990 
24.917 
48  763 

2.662 
3.621 
4,878 

Gioucfsler, 
CteenOeid, 

7,490  fi3 
10,lS,'i  74 

1.70.M74 
756.061 

88,r,21 
05,646 

70.8 
40.7 

22,890 
15,203 

4,911 
3,.^41 

Barerblil.  . 
Hoiyoke,   .        .       . 

4,472  80 

2,325,174 
2,38^,791 

303,681 
230, 4o6 

111.4 
75.8 

10,319 
S1.312 

3,''B2 
3,899 

Jamaica  VMn,  . 

7,318  B4 

1,187.081 

148,694 

48.8 

ie.4ftl 

3,155 

Lawrence, 
LoweJI,      . 
Ljnu,        .        .        , 

S,876  40 

1,905.483 
3,110,646 

iai.9S4 
2441372 

71.6 
107.1 
99,3 

28.789 
28.3.i» 
25,174 

4,213 
4,>0I 
4,5V9 

Uniden,     .       .       . 

iinnutacturtrB'  (Fali 

Riirerj,   .        .       . 

3,390  94 
10,256  41 

698,127 
2,922,421 

92,587 
396,513 

37.0 
B4.0 

16,130 
45,130 

3,2S7 
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FBRUlLldtUui. 

•oWpn 
Comannt. 

COMPANY. 

Caplul. 

o„„. 

.^p 

orTo":: 

Uhi' 

Mu-blebesd.      . 

SKST*:    : 

NsDtnchei, 
Katick.      .       . 
Ken- Bedford.     .        . 
Newburyporl,   . 
Newton,     .        .       . 
Mortb  Adnma,   .        . 

Konb   AtUe borough, 
Norwood,  .        .       . 

OHsCo.  (W«re).      . 

Pltufield,  . 
Flymoutb, 

Eoibwy,  . 

6,886  27 

»;iu3  no 

7,843  62 
U.410  2h 

J0.310  87 
10,846  89 
2,827  69 

7,S*7  H 
11,007  9S 

8,088  SS 

462.166 
1,SI8,IS0 
1.378,Wl 

*47.912 
618.247 

1,338,316 
779.381 
832.8'28 

1,814.782 

466,448 

210,441 

1,888.021 
1,218,222 

2.399.827 

l.'268.567 
2,491,462 
630,288 
1,864,700 

1,841,834 

1,279,327 
40a,2W 
I,2U,449 
1,280,070 
2,417,827 

226,633 
109.673 
174,817 

99,K0 
42.170 
187,686 
186,513 
87.317 
409,389 
218,833 
107,889 

38,141 

228,101 
101,676 

30,062 

183,268 
293,192 
119,249 
138,427 

97,162 

177.837 
103.786 
109,739 
66.248 
217,600 

28.6 
67.4 
61.0 

33.2 

80!l 
46.4 
37.4 

62.6 
44.0 
14.1 

17.1 

S3.2 
64.4 

117.9 

96  1 
90.8 
38.2 
93.0 

63  3 

61.0 
34  3 
60.2 
69  4 
90.1 

14,797 
24,612 

21,536 

10,994 
13,820 
14,611 
16.769 
1B,B77 
31. 306 
22,768 
31.306 
32,264 

12.268 

20,276 
18,600 

17,489 

13,276 
24,730 
16,493 
19,866 

28,040 

24,094 
11,751 

20,445 
18.441 
26,686 

2.3*4 
2,846 
3,198 

2,8B7 

2iB0S 
2.912 
3.216 
4.223 
3,261 
4,664 
2,494 

1,401 

4.175 
2,847 

3,360 

5outb  BoBton,   . 
Spencer.     . 
Springfield. 

WnlthRm,  . 
WebBier,     .        . 
Weslfleld.  .       .       . 
■Wobum,    . 
Worcasler, 

11,206  S3 
3,492  38 

8,618  72 
9.878  6* 

4,938 
3.786 
3.460 

3,557 

8,87S 

SS 

Oil-gas  Companies. 


Arabm.,  .        .       . 

- 

192,767 

28.6 

59,356 

1,416 

Cblcopee  Falls, .        . 

708,074 

- 

72.6 

9,734 

1,7« 

Gardner,    . 

- 

157,775 

- 

18.1 

9,776 

2,406 

lp.wloh,     .       .        . 

S8,918  13 

649,489 

33.9 

18,628 

2,040 

LeominBter,       . 

Leiiogioo. 

6,821  28 

268,969 
274,644 

21,981 

- 

30.2 
31.4 

8,878 
6,175 

1,835 
i:650 

Ulddleboiougb, 

- 

690,928 

41,972 

46.9 

112,848 

1,829 

Soolhbridge.     . 

: 

651.390 

136,069 

96.8 
22^ 

8.722 
6,911 

1,191 
1,708 

WUllamitown,  . 

9,842  67 

197,286 

2,714 

21.4 

..m 

2JS34 
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H  .                The  following  tables  show  the  materials  and  qaantity  of  each  used  in  the  macnfactare  of  water  and  oil  gas,  also  the       S^^^H 
W          process  used  and  the  quantity  of  water  gas  made :  —                                                                                                                           ^^^H 
\                                                                                                       Water  Oaa.                                                                                                  ^^^H 
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1 

ill 

1 
111 

Ml 

1 

11 
111 

1! 

fi 

1 

1 

rS-55      ^     5S'3.2-rSs-5°°5S 

fit    t  M  11   -1111  ill 

j 

■■||-|.-li|- I'll  ills; 

! 
1 

1 

Anthracite,     . 

'Anthracite,     . 

Scroenings,    . 

Anthracite,     . 

Cumberland.  . 

Coke,      . 

'Coke,      ,        ,        . 
'Anthracite,     . 
Anthracite,      . 
'Anthracite.     , 
■Cumberland,  . 
'Anthracite,      . 
'Anthracite     conl 

and  coke,      . 
'Antliracite,     . 
■Anthracite    and 

coke, 
Coke  and  coal, 

1 

Lowe-Granger.  . 
Lowe-Granger,  . 
Flanaery.    .        .        J 

Wilkinson     and( 
Loomis,                    ) 

Granger.     .       .       . 

Improved  Lowe. 

Loomis, 

Lowe, .        .        ,        . 

Loomis, 

Wilkinson, . 

Lowe   with  double 
superheiLUir,    . 

Improved  Lowe, 

Evans, 

Lowe  with  double 
superheater. 

1 

8 

Amesbury,     . 

Athol,     /                ,         . 

Bay  Sinte.      . 

Boston,  ...        5 

Charlestown, 

Chieopee, 

Cottage  City, 

Fall  River,     . 

Framinghnm, 

Havcrhni,       . 

Lawrence,                      J 

Pittsfield,       .        .        . 

Spencer, 

Worcester,    .       .       S 
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Oil  Gaa. 


COMPANY. 


Materials 
used. 


Qnantity 

used. 
Gallons. 


Fuel 
used. 


Quantity 
used. 


Amherst, 

Chicopee  Falls, 

Gardner, 
Ipswich, 
Leominster,  . 

Lexington,    . 
Middleborongh, 

Sonthbridge, 

Stou^hton,    . 
Williamstown, 


Naphtha,  . 

12,833 

Petroleum, 

35,189 

Naphtha,  . 
Petroleum, 
Parafflne, . 

140,482 
18,165 
22,970 

Petroleum, 

11,558 

Naphtha,  . 

18,500 

Petroleum, 

12,680 

Naphtha,  . 
Naphtha,  . 

6,270 
11,519 

Wood, 

Anthracite, . 

Naphtha,     . 
Cumberland  coal, 
Cumberland  coal, 

Anthracite, 

Franklin,  . 

Bituminous  coal. 

Fuel  oil,    . 

Anthracite, 

Wood, 

Mtumlnous  coal, 
Wood, . 


f  112  tons. 
\  1,568  lbs. 

114  tons. 
107  tons. 

77  tons. 

69  tons. 

155  tons. 

7,000  gals. 

62  tons. 
7  cords. 

65  tons. 

67  cords. 


1  Including  that  used  for  fuel. 

Street  Mains. 

The  returns  by  the  various  companies  of  their  street  mains  are 
still  somewhat  deficient  in  detail.  During  the  year  forty-nine  com- 
panies laid  about  sixty- two  miles  of  mains,  varying  in  the  several 
cases  from  about  two  hundred  feet  to  nearly  seventeen  miles. 

The  following  table  shows  the  lengths  and  sizes  of  the  mains, 
as  returned  by  the  companies :  — 
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High-power  Gas  Lakps. 

The  following  table  shows  the  number  of  Lungren  or  other  high- 
power  gas  lamps  in  use  June  80,  1898 :  — 


Adams, 67 

Ametbnxy, 6 

Athol 6 

AttleboroQgh 18 

BeTerly, 12 

Brockton, 109 

Cambridge, 83 

Clttiens*  (Qninpj),       ...  8 

Clinton, 14 

Cottage  City  (Welsbach),     .       .  2,270 

Dedham, 9 

East  Boston, ISO 

Fall  River  (Welsbach),               .  486 

Fitchbnrg, 7 

Framingham  (Welsbach),    .       .  1,609 

Oloncester  (Albo-carbon),    .  160 

Oreenfleld, 22 

HaverhiU, 196 

Holyoke, 4 

Lawrence, 188 


Lowell,  . 

« 

20 

Maiden, . 

>    150 

Milford, 

.    120 

Natick,  . 

4 

New  Bedford, 

.      SO 

Newbnryport, 
Newton, 

1 
.    112 

North  Adams, 

.    125 

Northampton, 
North  Attlebo 
Plttsfleld, 
Pljmonth,     . 
Balem,    . 

roog] 

ii. 

.      22 
.     31 
.      16 
.     41 
6 

Spencer, 
Springflekl,    . 
Tannton, 

4 

6 
.     29 

Waltham, 

.      10 

Ware,    . 

5 

Westfleld, 

.     25 

Worcester,     . 

10 

The  companies  reporting  more  than  fifty  gas-stoves  in  use  on 
June  30,  1893,  are  as  follows  :  — 


Beverly, 105 

Chelsea, 75 

Citizens'  (Qulncy),        ...  71 

Cottage  City, 71 

Danvers, 51 

Dedham, 63 

East  Boston, 150 

Fan  River, 792 

Fitchburg, 100 

Framingham,         ....  344 

Oloncester, 200 

Greenfield, 65 

Holyoke, 400 

Lawrence, 648 

Lowell, 1,831 

Lynn, 400 


Maiden, 61 

Natick, 60 

New  Bedford,        .       .       .       .961 

Newton, 191 

North  Adams,       .  .        .100 

Northampton,        .       .        .        .120 

Plymouth 120 

Salem 300 

Spencer, 392 

Springfield 2,747 

Tannton, 170 

Waltham 250 

Ware 109 

Westfield, 116 

Worcester, 1,898 
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The  following  table  shows  the  number  of  lamps  supplied  June 
30,  1893,  the  net  increase  or  decrease  during  the  year,  the  average 
price  per  thousand  feet  received  from  gas  used  in  street  lamps, 
and  the  cost  per  thousand  feet  of  the  care  of  the  lamps  where 
this  is  done  by  the  companies  :  — 


Public  Lamps  —  Coal-gas. 


IXCaSASB  OR  DICRBA8I 

Average 
PriAA 

Expense  of 

Number 

DURIHO  TUJE  TSAB. 

receired 

perM, 

including 

Lighting 

COMPANY. 

of  Lamps 

and  Care 

soppUed. 

of  Lamps 

1 

Increase. 

Decrease. 

Expenses. 

perM. 

Amesbaiy,    .        .        .        . 

14 

1 

^ 

$2  00 

Beverly,        .       .       .       . 

1 

1 

- 

2  20 

— 

Boston, 

2,467 

- 

98 

1  00 

— 

Brookline,     .        .        .        . 

761 

34 

> 

1  98 

$0  18 

Cambridge,   .       .       .       . 

299 

9 

-. 

1  20 

^ 

Charlestown, 

582 

- 

6 

1  65 

• 

Cbicopoe,      .        .        .        . 

7 

— 

- 

1  98 

. 

Citizens'  (Quincy). 

69 

1             ~ 

- 

1  37 

0  18 

Citizens*  (Wakefield),  . 

24 

1 

- 

2  15 

. 

Cottage  City, 

25 

8 

- 

0  98 

. 

Dorchester,   .... 

1,472 

- 

— 

1  60 

. 

East  Boston, 

682 

_ 

9 

1  60 

^ 

Fall  River,    .... 

90 

. 

58 

1  46 

. 

Fitcljburg,     .        .        .        . 

21 

- 

1 

1  60 

_ 

Gloucester,    .        .        .        . 

100  ! 

. 

2 

1  48 

• 

Greenfield,     .        .        .        . 

— 

1 

_ 

• 

,m 

Haverhill,     .        .        .        . 

210 

1            7 

— 

1  26 

^ 

Holyoke,       .        .        .        . 

39 

1 

1 

10 

1  30 

. 

Jamaica  Plain, 

936 

67 

- 

1  77 

_ 

Lowell, 

833 

— 

67 

1  10 

. 

Manufacturers'  (F'all River), 

20 

-. 

13 

1  33 

. 

Marblehead,  .... 

84 

3 

~ 

3  72 

1  47 

Marlborough, 

3 

- 

- 

2  34 

Milford 

29 

- 

13 

1  80 

0  37 

Nantucket,    .... 

-  . 

- 

76 

2  44 

0  46 

Natick, 

6 

— 

33 

1  12 

0  73 

New  Bedford, 

422 

9 

- 

1  80 

0  42 

Newton,        .... 

845  , 

22 

1  62 

0  94 

North  Adams, 

19 

- 

— 

1  09 

0  78 

North  Attleborongh,    . 

5 

- 

— 

2  00 

. 

Roxbury,      .... 

1.647 

25 

> 

1  60 

. 

Salem, 

— 

— 

43 

1  60 

_ 

South  Boston, 

536 

_ 

22 

1  60 

. 

Springfield,   .... 

49 

- 

8 

1  25 

— 

Taunton,       .... 

135 

3 

— 

1  60 

. 

Waltham,      .... 

145 

- 

31 

3  04 

1  48 

Ware, 

1 

- 

> 

2  17 

_ 

Westfield,      .... 

17  ; 

~ 

m. 

2  26 

_ 

Worcester,     .... 

297  , 

1  50 

- 

12,792  : 

1 

108 


GAS  AND  ELECTRIC  LIGHT. 


[Jan. 


Oa  OOB. 

Itaaber 
of  Lamps 
rapplM. 

oranicT 

Awac* 
Pilot 

■  ■-■-■      -   ■ 

KspCDMOf 

coMPAarr. 

uTkail 

UgliCtaf 
and  Can 
of  Lwpt 

InciMM. 

I>.«M., 

perM. 

ChSeopee  Falls,     . 
Iptwidi,       .... 

LiBzingtoo 

WilUuDBtown,     . 

45 

9 

12 

102 

11 

15 

61 

$5  04 

8  50 
282 
760 

$0*23 

179 

PuBiTT  OF  Gas. 

The  law  pro^des  that  when  the  gaa  of  any  company  is  found 
on  three  consecutive  inspections  to  give  less  light  than  sixteen 
standard  English  candles,  or  to  contain  more  than  twenty  grains 
of  sulphur  or  ten  grains  of  ammonia  per  hundred  cubic  feet  of  gas, 
or  any  sulphuretted  hydrogen,  a  fine  of  one  hundred  dollars  shall 
be  paid  by  such  company  to  the  city  or  town  supplied  by  it. 
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The  following  table  shows  the  amount  of  impurities  found  on 
the  dates  stated,  and  the  whole  number  of  inspections  during  the 
year,  of  the  gas  of  the  several  companies  named,  as  repoited  to 
this  Board  by  the  State  Inspector  of  Gas :  — 


ToUl 

Kind  of 

Amoont  of 

Date  when 

Namber  of 

Imparitieii. 

COMPANY. 

Imporlt/. 

foand. 

Inspections 

daring  the 

Tear. 

**    ^r\    m^ 

Danyen, 

15.8 

Mar.  2.5, 

2 

«S« 

North  Adams,       .... 

15.9 

Bee.  13, 

4 

Defi( 
cant 

Salem, 

15.4 

Oct.   28, 

8 

Westfleld, 

15.3 

Dec.  13, 

3 

g 

Chelsea 

16.4 

Dec.  30, 

7 

1^ 

Citiaens*  (Qalncy), 

14.6 

Mar.  10, 

3 

u 

2 

Citizens'  (Qulncy), 

20.0 

Oct.  13, 

— 

a> 

East  Boston, . 

18.6 

Feb.    3, 

9 

9 

East  Boston, . 

11.2 

Apr.  12,, 

• 

grai 
u.  ft 

Greenfield,     . 

13.2 

Oct.     4, 

2 

Holyoke, 

10.9 

June  28, 

10 

08 

Holyoke, 

11.2 

Aug.   9, 

- 

C 

Jamaica  Plain, 

36.7 

July  28. 

9 

O 

B 

s 

Maiden, 

16.4 

Jan.  26, 

8 

Maiden, 

12.1 

Apr.  27, 

— 

Si 

< 

Milford, 

I              •               • 

26.8 

Mar.  10, 

4 

m*^       • 

s&« 

Pittsfield 

21.4 

Sept.  12, 

4 

ill 

& 


£ 

a, 

"3 

CO 


Amesbury,    . 
Natick,  . 
North  Adams, 
Salem,   . 
Salem,    . 
Salem,    . 
Spencer, 
Spencer, 
Springfield,    . 
Springfield,    . 
Springfield,    . 


June  14, 
Nov.  4, 
Dec.  13, 
Feb.  2, 
Mar.  7, 
Apr.  14, 
Mar.  16, 
Nov.  23, 
Feb.  8, 
Nov.  24, 
Dec.  14, 


3 
3 
4 

8 


3 
16 


Of  the  quantities  of  ammonia  cited  above  the  two  at  East  Bos- 
ton, Holyoke,  Maiden  and  Quincy  were  consecutive ;  as  was  also 
the  case  with  the  three  instances  of  sulphuretted  hydrogen  at 
Salem  and  the  two  in  Spencer  and  Springfield. 
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A  sta^y  of  the  inspeotions  of  the  coal-gas  companies  made 
daring  the  five  years  from  1889  to  1898,  indasive,  shows  the 
following  facts:  — 


ISSf.  ISSl. 

Number  of  inspectioiu  made,                             .    451  44S  488  486  515  ' 

Number  of  companieB  fnt^Ject  to  inipection,        .     00  50  58  70  88 

Number  of  companiee  ehowing  deficient  in  can- 
dle-power,        4  2  1  1  4 

Higheet  candle-power,  not  indading  ten  oil-gas 

companies, 22.1  35^  27^  28.2  27.7 

Lowest  candle-power,  not  indading  ten  oU-gas 

companies, 14.2  18.8  14.0  15.7  15.3 

ATerage  candle-power,  not  indnding  ten  oil-gas 

companies 17.50    17.70  18.18  10.25    19J0 

Number  of  companies  showing  sulphuretted  hy- 
drogen,     4  0  5  8  6 

Number  of  companies  showing  excess  of  sulphur,     1112  1 

Number  of  companies  showing  excess  of  am- 
monia,      0  15  16  12  8 

Largest  amount  of  sulphur, 22.0  24.1  22.5  82.0  21.4 

Smallest  amount  of  sulphur,                              .1.5  1.4  0.0  1.0  0.7 

ATerage  amount  of  sulphur, 7.32  10.08  0.53  0.46  8.32 

Largest  amount  of  ammonia,        ....    32.3  37.0  54.0  40.4  35.7 

Smallest  amount  of  ammonia,      ....      1.-  1.-  1.-  1.-  l.> 

ATerage  amount  of  ammonia,       ....     2.82  3.01  3.42  2.5  2.24 

The  inspections  of  the  oil-gas  companies  showed :  — 

ISSa.  1800.  1891.  1892.  180S. 

Highest  candle-power, 55.0  70.5  53.6  60.4  59.6 

Lowest  candle-power 20.8  21.1  20.2  21.6  22.5 

ATcrage  candle-power, 34.72  39.04  33.62  33.50  32.34 
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ELECTRIC  LIGHT. 
The  following  table  gives  tbe  nameB  ot  those  companieB  in  ac- 
tive operation  on  Jane  SO  last,  together  with  the  localities  Hopplied 
and  the  amount  of  capital  stock ;  — 


L.O.™.™„. 

C..r^. 

•8,W0 
M,000 
30,1»0 

22,000 
1,636,200 

ifilooo 

Amesbnry  Electric  Light,  He«t  and  Power 

Amhi'ntOM'co.,"        '.'.'.'.'. 

AndoTcr  Electric  Co. 

Atbol  Qm  and  Electric  Co 

Bareily  Gaa  and  Electric  Co 

Bine  Hill  Electric  Co.,         .... 

BoeloE  Electric  Light  Co 

BridBcwater  Electric  Co 

Amherst,   . 
Anilover,   . 
Atbol. 
Beierly,    . 
Canton,      .        . 

Bridgewster.      . 
Broolillne,  Boston  (I 

rigt 

Cambridge  Electric  Lifiht  Co 

Charle^loivn  Gas  and  Electric  Co.,     . 

Chelsea  Gai  Light  Co 

Chlcopee  Elo«ric  Lieht  Co 

CltUeuh'  Gas  Light  Co.  of  Beading,  Soath 

Reading  and  Sloneham 

CIlmooGasLlglitCo 

Cohaiaet  Electric  Co 

Coltage  City  Qai  and  Electric  Llgbc  Co..  . 
Dedham  Electric  Co. 

Elrer, 

Electric  Light  and  Power  Co.  of  Ablngton 

and  RocEland 

Eliot  Falls  Electric  Light  Co 

Fail  River  Electric  Light  Co 

FltcbbnrB  Oai  00. 

FramingCam  Electric  Co 

Franklin  Electric  Light  Co 

GreeoBeld  Erectrlc  Light  and  Power  Co.,   . 

Harorhlll  Electric  Co 

Holyoke  Water  Power  Co 

Hudson  Electric  Light  Co 

Hnll  Electric  Light  and  Power  Co.,    . 

Hyde  Park  Electric  Light  Co 

Lawrence  Gas  Co 

Lee  Electric  Co. 

Leicester  Electric  Co 

Lowell  Electric  Llsht  Corporation,     . 

Lynn  Gas  and  Electric  Co 

Maiden  Electric  Co 

Cambridge, 
Charleslown,     . 
Chelsea,     . 
Ctlcopee,  . 

Wakefield,         . 

!O0,UOO 
10,000 

Cohassel,  Sdlnate, 
Collage  Cliy,     . 
D«dhnni,    . 
EaBlhamjiloa,    . 
Bos  ton,      . 

Brockton,  . 

Fall  River, 

Ahlngton,  Itockland 

Fall  River, 
Fllchbnrg,. 
Framlngham.  Ae 

Sherborn, 
Turiler'B  Falls,  . 
Gardner,    . 
Glonceater,  Rockpor 
Great  Barrington, 
Green  Held,  Deerfleld 
HaYBihill,  Bradford 
Holyoke,  .       . 
Hudson,     , 
Hull..        .       . 
Hyde  Park.       . 
Lawrence,  No.  And 

Melhnen, 
Lee,   .        .        . 
Lciceiler,   . 

Lowell.  Drftcal,Tynit 
Lynn,SwaniMCott,N 
Maiden.  Melrose,  M 

land! 

sboro'', 
ah  ant. 
dford. 

30,000 

eofloo 

2,070,8«) 

100,000 

M,000 

41,200 
81,800 
120,000 

80,000 
10,000 
30,000 
60,000 
23,S0O 
30,000 
127,500 

118,000 
80,000 
100,000 

20,000 
2S,000 

300|000 
160,000 

M  tUM  par  shan. 
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Marlborough  Electric  Co.,   . 
Mtddleborough  Qas  aiiil  Electric  Co. 
Hlirbrd  Elfcrric  Ugbi  and  Poner  Co., 
Hillbnry  Electric  Co..  . 
Milton  LiRht  and  Power  Co.. 
NantQckei  Electric  Ugbt  Co., 
Nitlck  Eteclric  Co., 
New  Bciltord  Qu  and  Edllon  Light  Co. 
Newborj'part  Oas  and  Electric  Co  .    . 
Nenloa  &nd  Walertown  Oag  Ligbl  Co., 
Norlli  Adams  GaB  Ligbl  Co  , 
Nortbamplon  Electric  Ligbtina  C 
Norlb  AitlebOTODgh  Sleam  and  Electric  Co. 


Falmar  and  Uonion  Bleculc  Co., 

Plttefleld  Electric  Co.,  - 

PI; mouth  Electric  Light  Co., 


Somerville  Electric  Light  Co,, 


Rpcncer  Oas  Co.. . 
Stoughton  Obs  and  Electric  Co. 
Suburban  Light  and  Power  Co., 
Taanton  Electric  Lighting  Co,, 
Union  Elacirio  LiRht  Co.,    . 
United  Electric  Light  Co.,   . 
Usbrldge  and  Nonhbridge  Electric  Co. 
Wallhani  Oag  Light  Co.,     . 

Ware  Electric  Co 

WebBier  Electric  Co 

Weitborough  Electric  Light  and  Fowe 
Weitfleld  Gas  Light  Co..     . 
Wermoutb  Light  and  Power  Co.. 
Wbllman  Electric  Co.. 
Winchendon  Electric  Lt„ 
Wobom  Blectric  Light  C 

Worceater  Electric  Light  Co., 


Marlborougb,    . 
Middlelwrongb,. 
Miirord.  Hopodale 
Milibury,  . 

MIltOD, 

N'anlQcket, 

NatIck,  Waylaod, 

New  Bedford,  FairhaTen, 

NewburTport, 

Newton,  Water 

Norib  Adania, 

Northampton, 

Altleborongb,  North  Aule- 

Iforongb,  Wrent"  " 
Revere.  Wintbrop, 
Orange, 

Palmer,  Monion, 
PitteHeld,  . 
Plymouth,. 

Salem,  Peabody. 
SumerTllle,  Arlington, Bel- 


Bpenwr. 

Stongbu 

Bo«tan, 

Taunton,    .        ,       . 

Franklin,  . 

Springfleld, 

U I  bridge,  Northbridge, 

Wallham, ,  _    , 

Webster,  Dudley,      . 
Wejthorough.   . 
WealltBllI, . 
Weymoulli,  Hinghsm, 
Whitman,  . 
Winchendon,     . 
Wobnm,WlncheBter,8tODe- 


$30,000 

40,000 

10,000 
30,000 

um 

40,000 


80,000 
135,000 
4S,00D 


171,400 

w,aoo 
w^ 

N)O,0O0 
M,«» 

S0,D0O 

45,000 

>SG,ooa 

7S,0Olt 

3.1.000 


'  PirvalaatlO.Ddperi 


In  the  case  of  the  several  gas  companies  doing  electric  lightiug, 
the  capital  will  be  fonnd  in  ttie  table  of  gas  companies. 
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The  following  companies  Lave  bonds  and  notes  outstanding :  — 


Abington  and  Rockland, 

Adams, 

Ameshury, 

Andover,     . 

Blue  Hill  (Canton), 

Boston, 

Bridgewater, 

Cambridge, 

Chfcopee,    . 

Cobas^et,     . 

Dedham,     . 

Edibon  (Boston), 

Edison  (Brockton), 

Edison  (Fall  River), 

Eliot  Falls, 

Fall  River, . 

Framingbam, 

Gloucester, 

Great  Harrington, 

Greenfield,  . 

Haverhill,  . 

Hudson, 

Hall,  . 

Hyde  Park, 

Lee,     . 

Leicester,    . 

Leominster, 

Lowell, 

Maiden, 


$55,500 

9,000 

50.000 

28,000 

21,450 

353,000 
15,000 

200,000 

7,000 

9,000 

52,600 

780,600 

134,750 
43,500 
1,580 
10.500 
50,000 
50,000 
14,500 
10,500 
81.000 
4,500 
60,000 
88,800 
15,000 
20.000 
82,000 

158.000 

211,000 


MarlboroQgb,     . 

Mil  ford,       . 

Millbury,    . 

Milton, 

Nantucket, . 

Natick, 

Nortbampton,     . 

Nortb  Attleborougb, 

Nortb  Sbore, 

Orange, 

Palmer, 

Pittsfleld,    . 

Plymouth,  . 

Qaincy, 

Salem, 

Somerville, 

South  Hadley  Falls, 

Suburban  (Boston). 

Taunton,     . 

Union  (Franklin), 

United  (Springfield), 

Uxbridge  and  Northbridge 

Ware, 

WestboroDgh, 

Weymouth, 

Whitman,  . 

Winchendon, 

Woburn.     . 

Worcester, . 


$54,900 
20,500 
16,000 
36,000 
31,000 
45,000 
22,000 
76,000 

142,900 
45,000 
67.000 
75.000 
80,000 
23,800 
95,000 
96,800 
3,900 

110,375 
25,000 
30,000 

160,000 
25,000 
16,500 
19,400 
75,000 
25,000 
18,000 

207,000 

100,000 


The  following  table  shows  the  whole  number  of  stockholders, 
the  number  resident  in  Massachusetts,  and  the  value  at  par  of  the 
stock  held  in  the  State  on  June  30,  1893  :  — 


COM  PAN  Y. 


Ablncton  and  Rockland,  . 

Adatns,      .        .        .        . 

Aniesbury, 

Andover,    .        .        .        . 

Bine  Hill  (Canton),  . 
Boston,       .        .        .        . 
Bridgewater, 

Cambridge, 

Chicopee,  .        .        .        . 

Cohasset,   .... 


Whole  Number 

Number 

Value  of  Stock 

of 

KeMident  In 

held  in 

Atockholdern. 

MaMaehusettt. 

Hastachuaetts. 

136 
7 

35 
36 

139 

6 

34 

35 

$41,200 

8,300 

45.200 

29,500 

3 

510 

14 

3 

149 

14 

22,000 

685,100 

15,000 

38 

6 

30 

38 

6 

30 

200.000 
10.000 
30,000 
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OOMPAXT. 


Whole  If  amber 

of 
Stockbolden. 


Nomber 

Resident  in 

Mauachasetts. 


Value  of  Stock 

beklln 
3fassachos«tt«. 


Dedham,    .... 

Edison  (Boston), 
Edison  (Brocktun),  . 
Edison  (Fall  Riyer), 
Eliot  FalU, 

FallRiyer. 
Framingbam,    . 
Franklin  (Tnrner's  FalU), 

Gardner,    .... 

Oloacester, 

Great  Bariington,     . 

Greenfield, 

Hayerbill,. 

Hudson 

Hall 

Hyde  Park, 

Lee, 

Leicester,  .... 

Leominster, 

Lowell 

Maiden,     .... 
Marlborongh,    . 
Mlllbury,  .... 
Milton 

Natick 

Northampton,    . 
North  AttlelwrougL, 
North  Shore, 

Orange,      .... 

Palmer,      .... 

Picii^lield 

Plymouth, 

Quincy,      .... 

Salem, 

Somervjlle, 

South  Hadley  Fdlls, . 

Suburban  (Boslon),  . 

Taunton,    .... 

Union  (Franklin).  . 
United  (Sprm^rlield), 
Uxbridge  and  Northbridge, 

Ware,         .... 
West  borough,    . 
Wevniouth, 

Whitman 

Winchendon, 

Woburn,    .... 

Worcester, 


33 

254 

10 

48 

6 

54 

8 

25 

12 
10 
21 
41 

62 

13 

4 

27 

7 

11 

8 

372 

43 
9 

26 
6 

7 
65 

8 
12 


11 

45 

6 

116 

130 

249 

3 

12 

17 

4 

173 
52 

41 
20 
11 
9 
28 
60 
102 


33 

242 

9 

44 

6 

44 

8 
25 

12 

10     I 

9    I 
32 

62 
13 

4 
23 

7 

11 

8 

332 

38 

9 
26 

6 

7 
6") 

2 
11 


7 

43 
6 

116 

127 

240 

3 

10 

17 
4 

ir^g 

51 

41 
18 
II 
9 
28 
56 
100 


$60,000 

1,788.100 
82,000 
7i<,.*»00 
81.800 

141,733 
74,800 
10.000 

30,000 

50,OUO 

6,h00 

23,400 

127.500 

9.I-2.5 

60,000 

87,y)0 

20,000 

2;>.uuo 

9.300 
275.0U) 

IJ-^SOO 
3O,(Mi0 

i:\0oo 

30,000 

2.:r00 

.•)8  700 

39.4<1<» 

5,lU0 

4-5,000 

14.600 

IK),()00 

89.700 

ir,8,.V)0 

194.700 

7.(XK) 

101,000 

50,000 

438.fKK) 
.■J.s.SUO 

20.000 
24,4iK) 
(>  1,800 
30.1XH) 
12.<»<H) 
11..VJ0 
199,:.00 
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The  following  show  the  aggregate  results  of  the  operation  of 
the  electric  light  central  stations  in  the  State  for  the  year  ending 
June  30,  1892,  and  for  the  year  ending  June  30,  1893  :  — 


Ybar  Ekdiko  Jdnb  30. 


1A98. 


189:i. 


Receipts. 
For  light  and  power, . 
From  other  sources,  . 


Expenses. 
For  manufacture,      .... 
distribution,        .... 
office  expenses  and  management, 

taxes, 

miscellaneous,     .... 


Learing  a  balance  of 


Of  this  profit,  the  gas  companies  made  in  their 
electrical  departments, 

Leaying  for  the  electric  light  companies, . 
To  which  should  be  added  the  Income  from 
rents,  jobbing,  etc.,  amounting  to 

Making  a  total  of 

Against  which  the  following  charges  were 
made :  — 

Interest, 

Dividends, 

Depreciation, 

Sundry  items, 


Leaving  a  surplus  for  the  year  of 
Leaving  a  deficit  for  the  year  of 


^2,947,199  64 
23,438  30 


$2,970,637  94 

$1,166,320  69 
386,084  45 
194,999  25 
107,291  16 
170,707  32 


12,016,402  86 
$956,236  08 

189,225  74 


$766,009  34 
195,280  73 


$961,290  07 


$196,094  16 

323,681  00 

210,168  79 

32,227  49 


$761,071  43 
$200,218  64 


1^3,427,576  84 
10,790  67 


$3,438,367  61 

$1,376,946  16 
463,635  46 
264,245  01 
123,448  96 
161,076  69 


$2,379,252  17 
$1,059,116  34 

188,139  90 


$870,975  44 
107.612  17 


$978,487  61 


$220,176  43 
434,328  00 
214.729  89 
104,086  47 


$983,319  79 


$4,832  18 


Six  of  the  companies  appear  not  to  have  earned  expenses,  and 
twenty-six  others  have  not  earned  sufficient  to  warrant  the  declara- 
tion of  any  dividend. 

Profits  in  the  operation  of  the  business  have  increased  over  the 
previous  year  by  8104,966.10,  but  interest  charges  and  dividends 
have  increased  yet  more,  making  a  deficit  when  the  entire 
transactions  of  all  the  companies  for  the  year  are  considered. 

In  the  appendix  will  be  found,  under  date  of  June  30,  1893,  the 
separate  balance  sheets,  profit  and  loss  and  manufacturing  accounts 
of  the  electric  companies,  as  taken  from  the  annual  returns,  with 
corrections  as  made  by  the  Board  after  examination  and  correspon* 
dence  with  the  officers  of  the  several  companies. 
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Aggregates  from  the  balance  sheets  of  the  electric  companies 
only,  taken  from  the  retarns  of  1892  and  1893,  show  the  following 
facts :  — 


Jane  80, 


Jane  80, 
IStS. 


A86BT8  :  — 

Construction     accounts,   including     patent 

rights  and  franchises, . 
Ca&b  on  hand. 
Due  for  light  and  power, 
Other  accounts  due, 
Materials,  etc.. 
Notes  receivable,    . 
Inyestments,  . 


Liabilities:  — 
CapiUl,  .        .        .        . 
Bonds,     .        .        .        . 
Notes  payable, 
Unpaid  bills,  . 
Unpaid  dividends. . 
Interest  due  and  unpaid, 
Other  items,    . 


Reserved  and  depreciation  funds, . 


Surplus, 


Of  these  companies  — 

37  '  fellow  an  aujrregate  surplus  of     . 
23  2  gliow  au  af^rgregate  deficit  of 

Leaving  total  net  surplus,  as  shown  above. 
Which,  added  to  reserves  carried  as  liahil 
ilies, 


Would  show  an  actual  surplus  of 
Equivalent  to  per  cent,  on  capital  of  about 


$11,097,808  20 

419.639  63 

238,708  79 

68,026  85 

460,1A3  63 

69,229  09 

85,291  10 


$12,438,857  19 


$6,539,700  00 

2,548,050  00 

1,767,907  27 

557,947  76 

2,462  48 

29,991  06 

345,831  67 


$11,791,890  24 
132,825  32 


$11,924,715  56 
514,141  63 


$12,438,857  19 

$578,266  71 
64,125  OS 


$514,141  63 
132,825  32 


$646,966  95 
9.8 


$13,030,611  53 
238,539  80 
301.233  79 
135,323  15 
369,042  45 
5,810  55 
194,801  96 


$14,275,363  23 


$8,088,533  34 

2,898,900  00 

1,958,782  86 

433,544  51 

1,042  00 

43,095  97 

78,173  78 


$13,502,072  46 
218,877  76 


$13,720,950  22 
554,413  01 


$14,275,363  23 

$671,261  16 
116,848  1.") 


$554,413  01 
218,877  76 


$773,290  77 
9.5 


»  Thirty-nine  in  1892. 


*  SeventeeD  in  1892. 
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The  following  table  shows  the  value  of  the  plant  of  each  com- 
pany, as  assessed  by  the  local  authorities :  — 


Assessed 

Assessed 

COMPANY. 

COMPANY. 

ValaaUon. 

Valuation. 

Abington  and  Rockland, 

$30,600 

• 
Marlborough, 

■ 

$30,000 

Adams,          .... 

9,500 

Milford,       .        .        .        . 

- 

Amesbury 

27,000 

Mlllbury,     .       .       .        . 

15,000 

Andover 

67.629 

Milton,        .        .        .        . 

30.000 

Blue  Hill  (Canton),      . 

42,099 

Nantucket, .... 

10,000 

Boston,          .        .        .        . 

607.400 

Natick,        .... 

30,000 

Brldgewater, 

30.829 

Northampton,     . 

39,000 

Cambridge,  .        .        .        . 

247,000 

North  Attleborough,  . 

40,350 

Cbicopee 

9,000 

North  Shore, 

72,200 

Cobasset,       .        .       .        . 

2,000 

Orange,       .... 

15,200 

Dedbam,       .        .        .        . 

47,000 

Palmer,       .        .        .        . 

12,500 

Edison  T Boston), 
Edison  (Brockton). 

816,300 

Piittffleld 

100,000 

91,250 

Plymouth,  .... 

80,150 

Edison  (Fall  River),    . 

72,600 

Quincy,       .        .        .        . 

47,000 

Fall  River,    .        .        .        . 

100.000 

Salem,         .... 

195,000 

Framingbam, 

40,000 

Somerville, .... 

118,000 

Franklin  (Turner's  Falls),  . 

9,000 

South  Hadley  Fails,  . 

3,500 

Gardner,       .        .        .        . 

26,000 

Suburban  (Boston),    . 

51,600 

Oioucester,    .        .        .        . 

43,000 

Taunton 

25,000 

Great  Barrington, 

4,500 

Union  (Franklin),      . 

15,600 

Greenfield,    .        .        .        . 

27,000 

United  (Springfield),  . 
Uxbridge  and  Nortbbridge, 

321,600 

Haverblli,     .        .        .        . 

97,000 

12.000 

Hudson,        .        .        .        . 

2.500 

Ware,          .... 

20,000 

Hull 

25,100 

Westborough, 

9,3(»0 

Hyde  Park,  .... 

92,000 

Weymouth, 

40.050 

j^e,       ..... 

12.000 

Whitman,    .   .    . 

21,()00 

Leicester,       .... 

14,950 

Winebendon, 

6,«»00 

Leominster,  .... 

50.800 

Woburn. 

79,140 

Lowell, 

180,620 

Worcester,  . 

252,500 

Maiden,         .        .        .        . 

111,900 

The  following  table  shows  the  amounts  paid  by  the  companies 
for  taxes,  including  those  paid  by  the  gas  companies  on  account 
of  their  electric  plants  :  — 


COMPANY. 

Taxes  paid. 

1 

COMPANY. 

Taxes  paid. 

Abington  and  Rockland,      . 

$678  64 

Charlestown, 

$1,300  00 

Adams, ..... 

151  92 

Chelsea,       .... 

1,200  00 

Amherst, 

73  09 

Cbicopee,     .... 

161  08 

Amesbury,    . 

399  17 

Citizens*  (Wakefield), 

372  16 

Andover, 

162  10 

Clinton,       .... 

1,177  31 

Aibol 

HI  94 

Cobasset 

166  39 

Beverlv, 

825  36 

Cottage  City, 

68  40 

Blue  Hill  (Canton), 

6  67 

Dedbam,      .        .        .        . 

1,072  92 

Boston,  . 

18,327  38 

Easthampton,     . 

106  22 

Bridge  water. 

193  44 

Edison  (Boston), 

23,197  18 

Brookline,     .        .                . 

2.232  41 

Edison  (Brockton),    . 

1,339  06 

Cambridge,   .       .       .       . 

3,911  04 

Edison  (Fall  River),  . 

1,606  11 
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COMPANT. 

TaxMpaid. 

coMPAmr. 

TaatspsM. 

FallRiTer,    .       .       .       . 

12,264  41 

Northampton,     • 

$615  09 

Fitcbburg,    .       .       .       • 

900  00 

North  Attleborongh,  . 

1,278  31 

FramiDgham, 

974  02 

North  Shore, 

1,570  40 

Fraakliu  (Tamer'B  Falls).  • 

185  34 

Orange 

322  33 

Gardner,       .... 

613  84 

Palmer 

233  84 

Oloacester,   .... 

,        683  59 

Pittafield,    .... 

1,820  00 

Great  Harrington , 

'        20434 

Plymouth,  .... 

225  82 

Greenfield,    .       .       .       . 

403  67 

Quincy,       .... 

1.428  56 

HaTerhill,     •       .       .       . 

1,45168 

Salem,        .       •       •       . 

3,147  66 

HolYoke,       .... 
Hadson,        .       .       .       . 

2,978  10 

Somenrllle 

2,636  15 

57  81 

Soatbbridge, 

South  Hadley  Falls,  . 

417  88 

Hall 

74  40 

138  43 

Hyde  Park 

1,137  20 

Spenoer 

288  92 

Lawrence 

2,118  22 

Stooghton 

191  66 

juee,       •       .       •       .       • 

324  27 

Suburban  (Boaton),   . 

593  67 

Leicester,      .... 

194  06 

Taunton 

688  68 

Leominster 

1,102  69 

Union  (Franklin),      . 

286  75 

Lowell 

4.236  76 

United  (Springfield), . 
Uxbridge  and  Nortnbridge, 

4.688  84 

Lynn,    

2,AH9  78 

222  9H 

Maiden,        .       .       .       . 

2,279  33 

Waltham,    .... 

1,679  93 

Marlborough. 

387  85 

w^are,  •       • 

306  62 

Middleboroiigl 

330  87 

Webster,     . 

31154 

Milford 

611  05 

Wetthorough,     . 

164  76 

MUlbary,      .       .       .       . 

173  57 

Westfield,    . 

280  02 

Milton, 

96  00 

Wermouth, 

1,289  6S 

Nantacket,    •       .       .       . 

200  42 

Whitman,    . 

286  49 

Natick, 

591  87 

Winchendon, 

90  24 

New  Bedford, 

6,257  77 

Wobum,     • 

1,156  80 

Newburyport, 

1,018  91 

Worcester,  . 

3,404  93 

Nf^wtnn 

755  00 

North  Adams, 

259  78 

$123,448  96 

Dividends. 

Tlic  dividends  declared  by  the  several  companies  during  the  year 
are  shown  in  the  following  table  :  — 


COMPASY. 


Kate  Per 
Cent. 


Amonnt  of 
DlTidends. 


Abington  and  Rockland, 
Adam8,    . 
AmeHbury, 
Andover,'. 

Blue  Hill  (Canton), 
Boston,     . 
Bridgewater,    . 

Cambridge, 
Cblcopee, 
Coliasset, . 

Dedham,  . 

Edison  (Boston),     . 
Edison  (Brockton),. 


$1,873  50 


2,02a 


108,510  00 
12,000  00 

3,600  00 

149.298  00 
6,000  00 


00 


*  Xo  dividend  declared. 
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COMPANY. 


Kate  Per 
Cent 


Amoant  of 
Dividends. 


Edison  (Fall  River), 
Eliot  Fallfl,      . 


Fall  River. 
Framinghamf  . 
Franklin  (Turner's  Falls), 


Gardner,  . 
Ciloucester, 
Great  Barrington, 
Greenfield, 


Haverhill, 
Huddon,   • 
Hull, 
Hyde  Park,. 


Lee,  . 

Leicester, . 
Leominster, 
Lowell,     . 


Maiden,    . 
Marlt>orougb, 
Mil  ford,    . 
Millbury, . 
Milton,     . 


Nantucket, 
Natick,     . 
Northampton,  . 
North  Attleborough, 
North  Shore  (Revere), 


Orange, 


Palmer  and  Monson, 

Pittsfield, 

Plymouth, 


Quincy, 


Salem, 
Somerville, 
Sooth  Hadley  Falls, 
Suburban  (Boston), 


Taunton, 


Union  (Franklin),  . 
United  (Sprinijrteld), 
Uxbridge  and  Northbrldgc, 


Ware, 

Westborough, 

Wevmouth, 

Whitman, 

Winchendon, 

Woburn,  . 

Worcester, 


8 

6 

6 

8* 
3 


6 
4i 


7 
8 


2i 


6 

6 
6 


I' 
6 


1 
8 


$7,200  00 


7,200  00 

•_ 

500  00 

2,500  00 
1,600  00 


7,650 
4,500 


20.993 
12,000 


1,467 


5,000 


00 
00 


00 
00 


50 


00 


5,382  00 

10.500  00 
11,163  00 

3,500  00 

300  00 

30.500  00 

768  00 

1,200  00 

•_ 
1.200  00 
16,000  00 


$434,3-28  00 


*  No  dividend  declared. 
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The  foBowii^  table  abowi  the  ayatem  naed,  the  m&ximam 
djnamo  capacity  and  nominal  candle-power  at  the  lamps  of  each 
company  June  30,  1893 :  — 


D|ui»i         Cuolt- 


Amnbory,) 

Andorer, 
Aibol,   . 


BrldgcwUer. 
Blue  Hill  (CutOD), 


Broohline,'  . 
Camlirlilge.' . 
ClurlcilowD, 


Chsliea,' 
Cblcopee, 

CKlzBnf'  (Wakcaeld),' 


AblRgtoa  and  Bockland, 


iEdlKHI, 
Wuitnebo[u«, 
TboBuoa-HcHubiB, 
TtumiHM-Ucnuuja, 
t  Weuin^nta,  . 
}  Tbomwiii-HaDtloa, 
WeiilugboDM, 


TboBtMni-  U  oarum, 
TbomNm-  nauloa, 
L  Wat^rlioii'e. 

fTlioin«on-Houslon, 
New  Engi«i.a  Weatofi, 


I'llOTllSOn-HottJtlHl, 

{Bruth,  .        .       . 

I  TUomBon- Houston, 
■Tliotn«on-Hoii«ion, 
Tbomion-Hontion, 
Tboni«oii-H  oDttoa , 


[  TbiH" 


n-l!n<is 


Tbomaon-Hooiton, 


I  Tbommn-IIouatoDi 
fedlann, 
Tbomson-  Hon  item', 


2,000 

IS 

2,(0) 


'  Poirer  ganarslor  K 
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Fall  ItiTcr, 
FItthliurg,! 
Fumingbiini 
FniDklin  (Tainer'e 

Olouceiier," 
Great  Barrlngton, 
OrMiiflcld,    . 

IlsTerlilil,'    . 

Holyoke,       . 

Iladson, 
Hull.'  . 
HydePHrU,  . 


Marllwrougb. 
Sllddteborougb, 


Milford. 

Milton, . 
Nanluckel, 


Tbomiun-HoDaton, 
t-liombun-UutiHion, 
Tliumson-llouglon, 
TboniBon-Hoiiiiton, 
Tbomson-HoDslon, 
Tboitnon-Houalon, 

Schuvler,      .       . 

.   l^disoTi. 

■\V>BU11S1.(,UK.         . 

TbuiiiHun-UoutioD, 
Wcstlaijbouic,      . 
Thoiti  aonHoDstun, 
Briiib,  .       . 
Scbuylci, 
EdliOD, 

Tbomion-HoD  akn) , 
Wesllnghoaie,  . 
Tbamiun-lioaslon, 


{  EdlBon, 

Tbonilon-Houslon. 
Tbom  lan  - 11  ou  atun , 

{Tbomson-Houslan, 
Ec|[>on, 
TbomBon-  Honiton, 

Tbom  Bon  -  H  ou  aton, 
I  Scl.ntlcr,      . 
lEdls^n.. 

{Thorn  Bon-Hontton, 
Watcrhonse, . 
TbomioD-Uoailoo, 
Tbomson-Hoiislon, 
TbomioD'SonttDn, 
ThomtoQ-HoniKm. 


LBom 

Komlniil 

CandM- 

«117. 

pow,r. 

400 

2.000 

228 

1,201 

6.W 

29S 

1.201 

1.300 

2,S0O 

1.800 

1.300 

Lsw 

1,20( 

11 

7.W 

96 

l,20i 

2.000 

11 

2.000 

291 

1,201 

1< 

e.w 

3,000 

18 

3.900 

■z 

3S0 

39 

6,600 

l,6fl0 

2,0(H 

6.200 

6A0 

34 

6.V) 

96 

1,700 

l,lftO 
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iUxtaom 

MDinlu] 

COMfiMT. 

ajntmimi. 

CudhK 

Katiek,' 

Tbomson-HouatoD,      . 

3,600 
350 

1.200 

Thomnon-Uoualon,       . 

^^n 

New  Bedford,'     .       .       . 

Amuluu 

auwn 

110 
(            100 

siooo 

1,600 

19 

Mather.         .... 

t       aio 

i.aoo 

16 
16 

Xe<Tion 

Tbomson-HoiuioD,      .       . 

B,000 

1.200 

IS 

Norlb  AdBmi,      .       .       . 

ThonUDD-IIonltoo,       . 

'IHO 

i.noo 

1.200 
lA 

Tbomion-HoxMcni,      .       . 

*lflO 
1,000 

'■■S 

Xonb  Aitleboroogti,    . 

(Scbayftr,      .... 

BO 
■10 
1.000 

1.300 

IToith  Sbora  (Bcrera),* 

Tfaonion-HoMloa,      .       . 

r       200 

i        8,S00 

l.»0 

Onagt 

Thorn  aon- Ho  uiion , 

)         1.1.W 

1.J00 
18 

P»l>ii«r. 

Theinwon-Hooston,      .       . 

r         BO 

1        1.300 

1,200 
IS 

PltWleia,t    .... 

t  TbomMn-  IIouUoDi 

'         'iTO 

I,2« 

11 

Plymoulh.'  .... 

TfaonMon-Hoaiton, 

IW 
1,000 

1,200 
IN 

QuiDcy 

rTboauon-Honiton,      . 

jw«.inRhousB,      .       .       . 

■l50 
1.000 

1,600 

1.200 

Balem,' 

T  bo  niton  -  H  ODSlon , 

360 

6,900 

2,000 
IS 

TbomBon-Honslon,      .       . 

Dl.> 
4,H0O 

1.200 

Bonthbrldgs, 

Tbomson-tlouaion, 

600 

1,200 
IS 

e-mll.  Hadley  Falls,     .       . 
BpedPOr 

Bnburbun  (Boston),'    . 
Taunton 

Thimson-IInn^lnn,      . 
B«ll,      ..... 

Ball 

AmBiiean 

Briub 

8ru-h.  ..... 

Wesilnahnme,      . 

Tborason-Hotisftn. 

70 
70 

1   r> 

900 
270 

IS 

1.2O0 

KOfl 

2,000 

l,2l» 

IS 

1.200 
16 
IS 

i.m 

Union  (Franklin), 

e,6.w 

J           690 

1      a.ono 

1.2IK1 
16 

TJniteJ  (3prlngHBli).'. 

Edlion 

Westlnghonae,      . 
Tbom  son- Houston, 

1,200 

in 

Oxbridge  ind  Nonttbrldgc. 

We„lngb™»«,.      .        .       .')        ,;^ 

'Z 

er  (enaiBtan  190  K.  \V. 


>  rower  iKDanlan  IBO  R.  t>. 
'  I'ow.r  gmfnion  MO  n.  P. 

•  PairarieHntorsUH-r. 

•  I'uwar  ganaraton  l.OSO  H.  P. 
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COMPANY. 


83'stem  ascd. 


Maximum 

Dynamo 

Capadt/. 


Nominal 
Candle- 
power. 


Waltbam/    . 
Ware,    . 
Webster, 
Westborough, 

Westfield,     . 

Weymouth,  . 

Whitman, 

Winchendon, 

Woburn,' 
Worcester,'   . 


Thomson-Houston, 

Thomson-Houston, 

Thomson- Houston, 

Thomson-Houston, 

Schuyler, 

T  horn  son- Houston , 

Thomson-Houston, 

Thomson-Houston, 

Thomson-  Houston, 

I  Thomson-Houston, 

I  Brush,  . 
[  Edison, . 

Thomson-Houston, 


' 


1 


245 

3,950 

60 

6&0 

80 

600 

fiO 

1,100 

70 

45 

1,160 

200 

1,300 

100 

1,500 

60 

650 

185 

100 

2,700 

45 

800 

820 

4.000 


1,200 

16 
1,200 

16 
1,200 

16 
1,200 

16 
2.000 
1,V00 

16 
1,200 

16 
1,200 

16 
1,200 

16 
2.000 
1,200 

16 
1.200 

16 
2,000 

16 


1  Power  generators  340  H.  i*.  *  Power  generators  250  H.  P. 

3  Power  generator  125  H.  P. 


The  following  table  shows  the  number  of  electric  lights  of 
various  caudle-power  which  represent  the  dynamo  capacity  of  all 
the  companies  June  30,  1801,  1892  and  1893  :  — 


16  candlc-i)ower, 
20 


25 
15 
2,000 
1,200 
1,600 
1,500 
1,800 
1,700 
800 


1A9I. 

181,270 

I  8,630  I 

836 
8,401 
6,447 

160 
60 

I  200  I 
70 


1A»S. 

IMS. 

214,700 

292,340 

900 

400 

600 

- 

836 

836 

9,633 

9,910 

8,499 

9,121 

160 

16U 

60 

60 

35 

35 

125 

35 

70 

70 
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The  following  table  shows  the  number  of  boilers,  their  total 
rated  horse-power,  the  number  of  engines  and  the  total  rated 
horse-power  of  the  same,  and  the  number  of  dynamos  of  the 
different  companies  on  June  30  last ;  also  the  amount  of  fuel  used 
during  the  year  ending  on  that  day :  — 


'S   . 

s? 

^W 

ted 
wet. 

%• 
2  5 

• 

COMPANY. 

Number 
Bollen 

11 

si 

u    <0 

II 

ToUl  ra 
Uorse-po< 

1- 

Abington  and  Rockland,   . 

2 

150 

2 

376 

6 

99S 

Adams*       .... 

2 

150 

2 

225 

3 

8fi0i 

Amherst,    . 

1 

100 

1 

75 

•1 

2684 

Amesbury. . 

3 

375 

3 

435 

6 

1,2H4 

Andover,    . 

3 

350 

2 

180 

3 

»6H3 

Athol, 

1 

120 

1 

65 

1 

161 

Beverly. 

I 

104 

1 

175 

4 

3n8A 

Blue  Hill  (Canton),  . 

I 

135 

I 

135 

2 

305 

Boston, 

36 

5,325 

45 

5,865 

no 

21,906A 

Bridgewater, 
Brook  line,  . 

2 

200 

I 

80 

2 

304 

A 

62.5 

3 

760 

12 

i  . 

Cambridge, 

8 

1,000 

6 

1,140 

20 

4,350 

Charlustown, 

5 

625 

6 

435 

11 

»  2,493 

Chelsea, 

3 

600 

5 

594 

9 

*  1,381 

Chicopee.    . 

•  . 

- 

2 

165 

2 

> 

Citizens'  (Wakefield), 

2 

250 

2 

260 

4 

7S0 

Clinton, 

2 

250 

2 

325 

6 

1.0204 

Cohasset,    . 

1 

150 

2 

180 

3 

•256 

Cottage  City, 

1 

60 

1 

50 

2 

56 

Dedham,     . 

2 

220 

2 

200 

4 

M77i 

Easthampton,     . 

1 

60 

1 

45 

1 

lis 

Edison  (Hoston), 

21 

5,224 

36 

6,920 

72 

27. 10  J 

Edison  (B^ock^)n),    . 

6 

720 

8 

925 

15 

2,993 

Edison  (Fall  Kiver), 

5 

712 

5 

635 

10 

17.734 

Eliot  Falls, . 

a  . 

_ 

8  - 

— 

I 

_ 

Fall  River,  . 

3 

600 

6 

650 

14 

1,995 

Fitchbufff,   . 

» 

3 

300 

4 

450 

8 

"593 

Framingham, 

• 

2 

250 

2 

250 

7 

'"  974| 

Franklin,     . 

11  _ 

— 

— 

— 

2 

- 

Gardner, 

1 

2 

160 

3 

200 

5 

650 

Gloucester,  . 

■ 

3 

375 

3 

550 

6 

'•-J  H77 

Great  Barrinj^ton 

• 

2 

195 

2 

170 

6 

619 

Greeniit'ld,  . 

2 

225 

3 

225 

4 

»  9i3 

Haverhill,    . 

4 

600 

2 

600 

7 

750 

Holyoke,     . 

5 

825 

M2 

800 

24 

206 

Hudson, 

1 

80 

1 

60 

2 

198 

Hull,    . 

2 

300 

3 

455 

6 

210 

Hyde  Park, 

3 

450 

3 

500 

7 

>^  853 

Lawrence,    . 

7 

88S 

10 

1,100 

18 

»•  2,9.>4 

Lee,      . 

3 

260 

"3 

270 

4 

4S0 

Leicester,     . 

1 

2 

230 

18  2 

210 

3 

2954 

Leominster, 

2 

250 

3 

600 

4 

1,264 

Lexington,  . 

1 

125 

2 

160 

2 

130 

1  Also  27  tons  duBt. 

3  Also  '227^  chnldrona  coke. 

"  Steam  bought. 

7  AUo  192  tonH  Bcreeninga  and  sparks. 

»  Also  33,3»^2  bushels  coke. 
"  2  water  wheels  100  II.  P. 
*3  Also  ')  cords  wood. 
*'  Also  24fii  tons  screenings 
"  Also  1  water  wheel  60  U.  P. 


s  206,422  bushels  coke. 

*  Also  320  tons  screenings  and  124  chaldrons  coke. 

*  Also  68  tons  screeninvs. 

*  1  water  wheel  140  II.  P. 
'0  Also  518  tons  other  fuel. 
^*  Also  426  tons  screenings. 

J*  Also  4  water  wheels  1,120  H.  P. 

"  Also  47  chaldrons  coke. 

"  Also  2  water  wheels  60  H.  P. 
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COMPAST. 


mberof 
nllers. 

al  rated 
le-power. 

II 

fig. 

mberof 
namoi. 

s  ;q 
55 

sU 

^B3 

a  1^ 

'AS, 

a  a 
—  o 


Lowell,        .... 

Lynn, 

Maiden,       .... 

Marllmrough, 

Middle  borough,  . 

Milford 

Millbary,     .... 
Milton,         .... 

Nantacket 

Natick,        .       .        .        . 

New  Bedford, 

Newbury  port, 

Newton,       .... 

North  Adams,     . 

Northampton, 

North  Atileborouph,  . 

North  Shore, 

Orange,       .... 

Palmer 

Pittsfleld 

Plymouth,  .... 

Quincy 

Salem,         .... 

Somerville, 

South  bridge. 

South  Hadley  Falls,  . 

Spencer,      .... 

Stoughton,  .... 

Saburhan  (Boston),   . 

Taunton 

Union  (Franklin), 
United  (Springfield),. 
Uxbridge  and  Northbridge, 
Waltham,   .... 

Ware, 

Webster,     .... 
Westborongh,     . 

Westfield 

Weymouth, 

Whitman,   .... 

Winchendon, 

Woburn,     .... 

Worcester,  .... 


7 

1.050 

3 

1,050 

25 

7 

900 

6 

1,150 

24 

6 

750 

7 

775 

13 

2 

210 

3 

200 

8 

1 

100 

«2 

90 

3 

2 

IGO 

3 

270 

6 

2 

130 

2 

100 

2 

1 

120 

1 

150 

2 

2 

205 

2 

150 

4 

2 

250 

2 

.300 

5 

12 

1,528 

14 

2,255 

35 

2 

200 

3 

215 

8 

4 

600 

3 

935 

8 

I 

150 

2 

225 

A 

3 

280 

3 

305 

7 

4 

620 

10  6 

840 

10 

4 

4.55 

4 

795 

8 

2 

120 

2 

185 

4 

1 

125 

»1 

120 

2 

5 

635 

7 

940 

13 

2 

250 

3 

625 

7 

3 

375 

4 

550 

6 

8 

1,000 

4 

1,360 

17 

4 

800 

4 

605 

15 

2 

185 

2 

185 

3 

14  _ 

— 

1 

100 

2 

_ 

_ 

3 

45 

2 

1 

60 

1 

50 

1 

10 

710 

6 

1,150 

18 

3 

675 

3 

665 

9 

2 

200 

2 

150 

3 

7 

1,760 

5 

2,150 

31 

2 

200 

2 

185 

4 

6 

781 

6 

775 

12 

1 

125 

1 

125 

2 

2 

205 

2 

140 

3 

2 

160 

2 

160 

3 

2 

140 

2 

140 

5 

2 

300 

2 

325 

8 

14  . 

— 

2 

390 

4 

14  - 

_ 

1 

100 

2 

5 

700 

6 

900 

13 

8 

1,200 

3 

1,400 

25 

6,059 
3,7794 
4,0U8 
»4«21 
«256 
688 
49i 
538i 
*6«8| 
•700 
5.619 
•4S5 
1,682 
» 3:>0 
•800 
4.9«0 
"897 
500 
550 
2.981 
1.044 
2,104 
5.500 
1,6984 
47  ij 

>4  . 
1ft  . 

184 
4,666 
1,026A 

486 
7,570 

560 
»•  1,6901 
"290 

447 

4H0A 
"320 
»  082 

14  . 
14  _ 

«>  2,851 
3,765 


IS 


1  AIno  291  tons  screeniDgs. 

*  Also  44  cords  wood  and  892  gallons  oil. 
B  Also  1,204  tons  other  fuel. 

7  Also  1,003  tons  coke. 

*  Also  100  cords  wood. 

"  Also  1S7^  tons  screeningi. 

1^  Also  172  tons  otber  fuel. 

18  1,227,300  ft.  gas  used  in  gas  engines. 

"  Also  8  cords  wood. 

^^  Also  673  tons  screenings. 


s  Also  2  water  wheels  180  H.  P. 

*  Also  74^  tons  screenings. 

*  Also  52  tons  other  fuel. 

*  Also  39,328  bushels  coke. 

i<*  Also  water  wheels  40  H.  P. 

13  Also  2  water  wheels  300  H.  P. 

i<  Steam  bought. 

1"  Also  44,375  bushels  coke. 

i«  Also  80}  tons  coke. 

^  Also  224  tons  screenings. 
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The  folIowiDg  table  shows,  in  feet,  the  total  length  of  wire ;  the 
length  of  underground  conduit,  the  length  of  the  wires  in  the 
same ;  the  number  of  poles  set  in  streets  and  ways,  and  the  length 
of  streets  with  overhead  wires  of  each  company,  on  June  30 
last:  — 


Length 

Lenfftli 

Htw^lm 

Leofth 

. 

Total  Lengtli 

of  WIree 

ofUnd^fw 

of  Poles 

of  Stnet 

COMPANY. 

of  Wirt. 

In  CoDdolt. 

ffoaDd 

■etln 

Witll  Oflf- 

Feet. 

Feet 

Oondnlt 
Feet 

Streets. 

hssdWIns. 
Feel. 

Abinfrton  and  Rockland, 

269.000 

^ 

^^ 

1,395 

157.000 

26,M)0 

- 

- 

160 

29,700 

Amberat, 

48,850 

- 

- 

>81 

21.120 

AmtBbvaj,     . 

204,000 

- 

- 

>289 

68640 

AndoTer, 

95,056 

- 

- 

608 

35,000 

Athol.     •       •       •       . 
BeTeriY, .... 
Bine  UUl  (Canton), 

80,000 

- 

— 

175 

80,000 

193,834 

- 

•^ 

601 

86,254 

286,084 

- 

- 

*660 

200,100 

Boston,  •       •       •       . 

8,818.279 

— 

- 

« 1,401 

- 

Bridgewater,  . 

101.480 

- 

- 

218 

96,360 

Brookline, 

1,020,900 

- 

- 

•1,230 

228.000 

Cambridge,    .       •       . 

848,000 

- 

- 

1,824 

250,000 

Cbarleatown,  . 

888.180 

- 

- 

825 

• 

Cbelsea,  .... 

520,980 

- 

- 

1,684 

179,520 

Cbicopee, 

95,040 

- 

- 

350 

47.500 

CitizenB'  (Wakefield),   . 

817,240 

- 

- 

«600 

81.840 

Clinton.  .... 

151.834 

- 

- 

650 

90.700 

Cobasfet, 

330.570 

- 

— 

•914 

103.098 

Cottage  City,  . 

36.900 

- 

- 

»75 

21,400 

Dedbam, 

670,105 

- 

— 

1,424 

193  248 

Eastbampton, 

28.000 

- 

- 

228 

28.000 

Edison  (Boston),   . 

1,139,777 

1,098,777 

277,965 

86 

9.000 

Edison  (Brockton), 

482,618 

21,000 

7,000 

1,790 

198,000 

Edison  (Fall  River),     . 

106.425 

82,425 

27,475 

"77 

1H.(K)0 

Fall  River,      . 

485,760 

- 

— 

•  1,375 

200.640 

Fitcbburg, 

374.000 

- 

- 

»*»  7(»0 

93,190 

Framingham, 

506,880 

- 

- 

"500 

132,000 

Franklin  (Turner's  Fulls 

0,    ' 

12,000 

- 

- 

"86 

9.000 

Gardner, 

207,856 

- 

- 

»M50 

53.000 

Oluucester,     . 

145.000 

- 

— 

»M75 

100.000 

Great  Barrington,  . 

83,100 

450 

450 

"179 

46,120 

Greenfield, 

44.000 

- 

- 

200 

30.000 

Haverhill, 

247,200 

— 

- 

>«500 

168.400 

Holyoke, 

323,700 

— 

- 

1.020 

105.000 

Hudson, . 

35.285 

m. 

— 

71 

10,783 

Hull, 

268.275 

- 

— 

792 

83.475 

Hyde  Park,    . 

325.840 

— 

- 

"797 

85,800 

Lawrence, 

864,700 

— 

— 

'M,739 

249,640 

A^ee,        ■       *       • 

99,000 

- 

- 

»•  322 

42,240 

Leicester,        .... 

195,300 

^ 

^* 

481 

61,000 

1  05  polea  set  elsewhere. 

*  40  polen  set  elnewhere. 

"  92  poles  set  elsewhere. 

7  40  polos  set  elsewhere. 

"  25  poles  set  elsewhere. 
11  80  poles  set  elsewhere. 
13  21  poles  set  elsewhere. 
13  26  poles  svt  elsewhere. 
1'  18  poles  set  elsewhere. 
10  2*2  poles  set  elsewhere. 


*  24  poles  set  elsewhere. 

*  93  poles  set  elsewhere. 

*  10  poles  set  elsewhere. 

*  33  poles  set  elsewhere.. 
10  5  poles  set  elsewhere. 
i>  8  poles  set  elsewhere. 
14  30  poles  set  elsewhere. 
i«  50  poles  set  elsewhere. 
1*  19  poles  set  elsewhere. 
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Length 

Length 

Namber 

Length 

Total  Length 

of  Wires 

of  Under- 

of  Pole* 

of  Street 

COMPANY. 

of  Wire. 

In  Condait. 

gronnd 

Mtln 

with  over- 

Feet. 

Feet. 

Conduit 

Street*. 

head  Wire*. 

Feet. 

Feet. 

Leominster,    .        .       .       . 

324,120 

_ 

»fi97 

65,000 

Lexington, 

132,000 

~ 

- 

«3IZ 

31,6hO 

Lowell,   . 

696,906 

— 

— 

1,100 

295,680 

Lynn, 

l,r)16,220 

- 

- 

3,300 

528,000 

Maiden,  . 

2,276,240 

— 

— 

•6.600 

633.600 

MarUwroagh, 

178,878 

- 

— 

*410 

84,000 

Middleborough, 

82,200 

- 

— 

B336 

- 

Milfurd,  • 

— 

> 

- 

— 

Willbury, 

7ft.490 

— 

- 

•154 

27,270 

Milton,    . 

828,960 

- 

— 

676 

396,000 

Nantucket, 

182,840 

— 

— 

309 

147.840 

Natick,    . 

316,800 

— 

- 

»600 

63,360 

New  Bedford, 

746,871 

— 

- 

« 1,034 

175.126 

Newbury  port, 

131,200 

— 

-. 

450 

155,000 

Newton, . 

1,099,800 

- 

" 

•3,840 

374,880 

North  Adams, 

134,400 

— 

«351 

60,000 

Northampton, 

380,926 

— 

- 

760 

135.500 

North  AttleborongI 

1,      •        • 

422,536 

- 

— 

»o873 

101,452 

North  Shore,  . 

792,360 

. 

- 

»'  1,413 

203,280 

Orange,   . 

70.392 

— 

— 

»500 

33,800 

Palmer,  . 

121,160 

- 

- 

707 

94,200 

Pitti»field, 

393,130 

1,000 

500 

19  944 

124,340 

Plymouth, 

112,690 

- 

— 

10  407 

64.027 

Quincy,   . 

679.680 

— 

- 

1,475 

279,840 

Salem,     . 

499,410 

- 

- 

•1.980 

234,942 

Somerville,     . 

1,372,613 

- 

- 

'»  2,745 

318,236 

Southbridge,   . 

117,M2 

- 

— 

416 

18.480 

South  Hadley  Falls 

1,       •        • 

44,800 

• 

- 

•261 

44.000 

Spencer,  . 

41,676 

— 

— 

'*397 

40,000 

Stoughton, 

69.905 

— 

— 

300 

69,905 

Suburban  (Boston), 

321,620 

- 

~. 

- 

20,000 

Taunton,         .        .        .        . 

123,500 

— 

— 

500 

68,000 

Union  (Franklin), 

118,248 

— 

• 

•350 

44,800 

United  (Springfltld).     . 

624,412 

65,328 

9,060 

•727 

208,750 

Uxbridge  and  Northbridge,  . 

170,440 

— 

> 

600 

63,000 

Waltham,       .        .        .        . 

228,965 

-. 

• 

i«548 

67,770 

Ware,      . 

72,800 

— 

— 

•286 

19,700 

Webster, 

87,840 

m. 

- 

345 

50,000 

Westborongh, 

103.560 

- 

— 

249 

28,076 

West  field, 

90,070 

- 

- 

»»278 

44,680 

Weymouth,    . 

779,440 

- 

~. 

1,676 

-. 

Whitman, 

189,240 

— 

- 

'670 

130,040 

Winchendon,  . 

161,706 

— 

— 

»«343 

— 

Woburn, 

823,601 

— 

"  3,247 

390,720 

Worcester, 

701,250 

- 

- 

2,234 

217,500 

1    8  pole*  *et  elsewhere. 

•  20  poles  set  ebewhere. 

•  6  poled  set  elsewhere. 

'  10  pole*  set  elsewhere. 

•  25  poles  set  elsewhere. 
'1  14  poles  set  elsewhere. 
13  60  poles  set  elsewhere. 
18  23  poles  set  elsewhere. 
17  108  poles  set  elsewhere. 


•  3  poles  set  elsewhere. 

•  15  poles  set  elsewhere. 

•  13  pole*  set  elsewhere. 

•  27  poles  set  elsewhere. 
10  80  pole*  set  elsewhere. 
i<  80  poles  set  elsewhere. 
14  4  polos  set  elsewhere. 
i«  28  pole*  set  elsewhere. 
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The  folIowiDg  table  shows,  in  feet,  the  total  length  of  wire ;  the 
length  of  underground  conduit,  the  length  of  the  wires  in  the 
same ;  the  number  of  poles  set  in  streets  and  ways,  and  the  length 
of  streets  with  overhead  wires  of  each  company,  on  June  30 
last:  — 


• 

Total  LeDgth 

Length 
of  WIret 

Length 
ofUnd^i^ 

of  Poles 

Length 
of  Stnet 

COMPANY. 

of  Wirt. 

in  CondolL 

grooDd 

■•tin 

with  ow> 

Feet. 

Feet 

CoDdnlt. 
Feet 

Streets. 

held  wins. 
FtteL 

Abinfrton  and  Rockland, 

269.000 

,. 

^ 

1,395 

157,000 

Adams, 

'i6,500 

— 

- 

160 

29.700 

Amberat,               • 

48,850 

- 

*- 

181 

21.120 

Aineibiu7y     . 

204,000 

- 

- 

>289 

68640 

AndoTer, 

95,056 

~ 

- 

608 

35,000 

Athol,     •       • 
BeTerlY, .... 
Bine  UUl  (Canton), 

80,000 

~ 

— 

175 

80,000 

193,834 

— 

•i 

601 

86,254 

236,084 

~ 

- 

>650 

200,160 

Beaton,  .       •       •       < 

8,818.279 

- 

- 

*  1,401 

- 

Bridgewater,  . 

101,480 

- 

. 

218 

96,360 

Brookllne, 

1,020,900 

- 

.- 

•1,230 

228,000 

Cambridge,    . 

848,000 

- 

- 

1,824 

250.000 

Cbarleatown,  . 

383,180 

- 

~ 

82ft 

_ 

Cbelsea,  .... 

520,980 

- 

- 

1,634 

179.520 

Cbicopee, 

95,040 

- 

— 

350 

47,500 

Citizens'  (Wakefield),   . 

817.240 

- 

- 

•600 

81.840 

Clinton,  .... 

151.834 

— 

— 

650 

9C.700 

Cohasi^et, 

330.^70 

>■ 

— 

•914 

103.098 

Collage  City,  . 

36.900 

— 

-. 

'75 

2I,4CK) 

Dedbam, 

670,105 

- 

• 

1,424 

193  248 

East  bam  pton, 
Edison  (Boston),   . 

28.000 

. 

. 

228 

28,000 

1,139,777 

1,098,777 

277,965 

86 

9,000 

Edison  (Brockton), 

482,618 

21.000 

7,000 

1,790 

198,000 

Edison  (Fall  River),     , 

106.425 

82,425 

27,475 

^77 

18.000 

Fall  River,      . 

485,760 

~ 

— 

» 1,375 

200,640 

Fitchburg, 

374.000 

-. 

- 

»o  7(»0 

93,190 

Framingham, 

506,880 

-. 

- 

nnoo 

132,000 

Franklin  (Turner's  Fulh 

0,    '- 

12,000 

- 

— 

•«86 

9.000 

Gardner, 

207,856 

- 

• 

•»450 

53.000 

Oloucester,     . 

146,000 

— 

- 

"175 

100.000 

Oreal  Barringlon,  . 

83,100 

450 

450 

"179 

46,120 

Greenfield, 

44,000 

- 

- 

200 

30.000 

Haverhill, 

247,200 

— 

— 

••500 

158.400 

Holyoke, 

323,700 

- 

— 

1.020 

lOo.OOO 

Hudson, .... 

35,285 

. 

>■ 

71 

10.783 

Hull,       .... 

268.275 

— 

. 

792 

83,475 

Hyde  Park,    . 

325.840 

— 

- 

"797 

8.1,800 

Lawrence, 

864,700 

- 

— 

•••1,739 

249,640 

A^ee,        ■       .        •        ■ 

99,000 

- 

- 

»•  322 

42.240 

Leicester,        .... 

195,300 

• 

•" 

481 

61.000 

1  05 
s  40 
»  02 
T  40 

•  25 
"  80 
13  21 
w  26 
"  18 
10  22 


poIc«  set 
poles  net 
poles  set 
poles  set 
poles  set 
polos  ^et 
poles  set 
poles  set 
poles  set 
poles  set 


elsewhere, 
elsewhere, 
elsewhere, 
elsewhere, 
elsewhere, 
elsewhere, 
elsewhere, 
elsewhere, 
elsewhere, 
elsewhere. 


*  24  poles  set  elsewhere. 

*  03  poles  set  elsewhere. 

*  10  poles  set  elsewhere. 

*  33  poles  set  elsewhere. 
^<*  5  poles  set  elsewhere. 
>>  8  poles  set  elsewhere. 
"  30  poles  set  elsewhere. 
!•  50  poles  set  elsewhere. 
M  19  poles  set  elsewhere. 
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1 

Unglta 

L^nglh 

KDiubn 

Lcniilh 

>■«.. 

Pot. 

'7T 

SlrMtl. 

h....-^ 

Uomlniter.    .       .'      . 

334,m 

_ 

.m 

65.000 

ar-  :    :    :    : 

isa-ooo 

'811 

3!.6h0 

e98,9(M 

l.ioo 

2Sn,680 

Lynn 

Maltlen 

I,l>16.220 

3.300 

-■128.000 

2,276.240 

•  e.fioo 

633.600 

MarllKiroDRb,                   .        . 

178.S78 

'410 

84.000 

82.200 

'330 

Milfcird 

ilillhuty 

7IS.490 

■IM 

a7>o 

MilUin 

B!8,H60 

676 

396.000 

Naniucfeet 

18'2,)I40 

309 

147.840 

NRtlrk 

31fi,80O 

'800 

63,360 

New  Bedford, 

716.871 

'1,034 

m,r26 

Newhurvporl, 

131. '200 

4M> 

153,000 

NewluD 

1,099,800 

•3.840 

874,880 

NortL  Adam*. 

134,400 

'3B1 

60,000 

Nonhampton. 

380.9i6 

700 

13.!,600 

Noiih  Aiilchoroogli,      . 

422,ft36 

"873 

101,402 

Norib  snore 

7»2.360 

"  1.413 

303,280 

Orange 

70,302 

33,800 

Palmrr 

121,160 

707 

94,200 

Fitlbfleld 

3S3.I30 

1,000 

500 

"944 

124.340 

Piymouin 

1  2.690 

"407 

64.027 

Quincr 

679.680 

1,475 

27it.84n 

Salem 

499,410 

•1.98U 

234.942 

Somervillo 

1.372,613 

•■  2.74fi 

31M,'236 

Routhbrldw 

1  7..'M2 

41.S 

18.4nO 

Souili  Hadley  Falls,      .       . 

4t,800 

'261 

44.000 

Sponcer 

41.678 

"397 

40.000 

PlouRblon.      .       .       .       . 

69.905 

300 

69,905 

Suliurban  (Boeton), 

S21.B20 

20.0ftO 

Taunton 

123.900 

BOO 

S3.l)00 

Union  iFranklln).         .       . 

1  8,248 

•3.W 

44,800 

Uniled  (SprlnnHrld),     . 

6  4.412 

fifii328 

sToeo 

•727 

70»,1.W 

UxbrldRB  and  NortlibridKe,  . 

1  0.440 

SOO 

63,000 

Waliham,        .        .        .         . 

228.»6?i 

■•548 

87,770 

Ware 

72.800 

'286 

19.700 

Wehjter 

87.840 

34.^ 

60.000 

Westfiorongh, 

103.560 

249 

28,07* 

Westfield 

90.070 

"278 

44,680 

Wermouth 

770.440 

1.678 

WhI.man 

189.2)0 

'870 

I3oTo40 

Winchtndon 

1.^1.70.^ 

"343 

■Wotium 

823,001 

"3.247 

390,720 

*'''™°^' 

701,250 

" 

2,234 

217.500 
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The  following  table  shows  the  number  of  motors  furnished  off 
are,  incandescent  and  power  circuits,  the  number  of  single  and 
double  arc  lamps,  June  30,  1893,  and  the  number  of  carbons 
used  during  the  year  ending  on  that  day :  — 


^a 

^i 

hi 

COMPANY. 

•  W  • 

^5 

It 

Number 

of 

Single 

Arc 

Lamps. 

Number 

of 
Double 

Arc 
Lamp*. 

Number 
Curban* 

s 

a--' 

^ 

••m  ^^ 

Ablngton  and  Rockland, 

^^ 

^ 

^^ 

. 

^ 

29 

4,907 

Adams, 

- 

- 

i_ 

— 

- 

40 

11,000 

AmberBt,         .... 

- 

- 

- 

- 

- 

- 

— 

Amesbury,      .... 

- 

- 

17 

62 

72 

4 

21,c>83 

Andover,         .... 

- 

- 

- 

- 

3 

31 

13,870 

Atbol, 

- 

- 

- 

- 

37 

10 

12,0^0 

Beverly,          .... 

^ 

_ 

_ 

• 

22 

82 

33,000 

Blue  Hill  (Canton), 

- 

- 

- 

- 

45 

— 

8,0(10 

Boston, 

- 

- 

- 

-. 

954 

2,299 

2,096.599 

Bridgewater,  .... 

- 

- 

- 

- 

32 

3 

8,329 

Brookline,      .... 

— 

— 

6 

88 

- 

311 

106,006 

Cambridge,    .... 

. 

_ 

52 

104 

42 

444 

337.58.3 

Cbarlestown,  .... 

1 

- 

- 

1 

45 

183 

203.319 

Chelsea, 

- 

— 

10 

475 

100 

200 

92.000 

Chicopee,        .... 

- 

— 

- 

106 

- 

27.300 

Citizenb'  (Wakefield),    . 

- 

1 

- 

2 

- 

12 

3,500 

Clinton 

- 

- 

— 

_ 

11 

41 

32,324 

Cohasset,         .... 

- 

— 

- 

— 

- 

— 

— 

Cottage  City,  .... 

— 

— 

— 

58 

— 

6.300 

Dedbam 

- 

- 

- 

- 

— 

32 

14,514 

Eflsthampton, 

— 

— 

— 

33 

— 

7.000 

Edison  (Boston),   . 

— 

- 

— 

3,646 

522 

45 

234. .ksO 

Edison  (Brockton), 

- 

3fi 

12 

246 

156 

4 

65,s7U 

Edison  (Fall  River), 

- 

156 

— 

168 

— 

— 

— 

Fall  River,     .... 

_ 

_ 

^ 

_ 

153 

376 

370.000 

Fitchl)urg,      .... 

1 

- 

2 

214 

70 

192 

9»,ai3 

Framiiii^ham, 

- 

- 

4 

68 

21.565 

Franklin  (I'urner's  Falls),     . 

- 

- 

^ 

— 

22 

— 

10,000 

Gardner,         .... 

^ 

_ 

.. 

• 

51 

50 

22.200 

Gloucesiter,     .... 

- 

- 

12 

46 

38 

35 

25  (KX) 

Great  Burrington,  . 

- 

— 

- 

- 

38 

- 

10.10(» 

Greenfield,      .... 

— 

6 

— 

25 

66 

3 

20,000 

Haverhill,       .... 

_ 

^ 

34 

40 

m  » 

1-1 

100 

125,000 

Holyoke,         .... 

— 

7 

1 

45 

XiO 

195 

170.000 

Hudson 

- 

— 

1 

— 

20 

4 

10,0(K) 

Hull, 

— 

- 

— 

- 

1 

- 

40 

Hyde  Park,    .... 

- 

- 

- 

— 

46 

Ill 

42,643 

Lawrence,       .... 

_ 

61 

• 

140 

200 

114 

12P,onn 

Leominster,     .... 

— 

— 

1.  1 

- 

20 

90 

34.029 

Lexinj^ion,      .... 

- 

- 

— 

— 

5 

33 

2.000 

Lowell 

- 

— 

93 

424 

368 

292 

403  (X10 

Lynn, 

- 

— 

47 

363 

194 

378 

310,UCH) 

Maiden, 

^ 

_ 

5 

H 

175 

38 

70.090 

Marlborough, 

^ 

~ 

•■ 

V 

82 

65 

4y,GbO 

*  Street  railway  motors  only. 
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COMPANY. 


otors  off  Arc 
Clrculti. 

I 
'Si 

-11 

o^2 

»2g 

orse- Power 
of  Motors. 

Namber 

of 

Single 

Arc 

Lamp*. 

Number 

of 
Doable 

Arc 
Lamps. 

I>3 

S°u 

A 

s 

Milford, . 
Millbury, 

Nantucket, 
Natick,    . 
New  Bedford, 
Newbury  port, 
Newton,  . 
North  Adams, 
Northampton, 
North  Attleborougb, 
North  Shore,  . 

Orange,  . 

Palmer,  . 
Pittsfield, 
Plymouth, 

Quincy,  . 

Salem,    . 
Somerville, 
Southbridge,  . 
South  Hadley  Falls, 
Spencer,  . 
Stoughton, 
Suburban  (Boston), 

Taunton, 

Union  (Franklin), . 
United  (Springfield). 
Uxbridgo  and  Nortnbrldge, 


Waltham, 

Ware, 

Webster, 

Westborough, 

Westfield, 

Weymouth, 

Whitman, 

Winchcndon, 

Wobum, 

Worcester, 


13 


15 


9 
I 


30 

8 


24 


40 


»15 
11 

11 

24 


42 


07 
20 


6 
a. 


21| 
1 


60 
231f 
7j 


37 


141 
1301 

25} 

153^ 
40 


184| 


243| 
64 


aoi 


65 
28 

45 

7 
386 
158 

90 
144 
136 

14 


112 
32 


115 
19 

78 

71 

67 

175 

113 

44 

296 

65 

105 
38 
25 
32 

100 

1 

46 

23 

40 

300 


34 

160 

7 

108 

94 

7 
56 

30 

35 
46 

8 

96 

186 

424 

6 


50 
93 

2 

497 


67 

3 

53 

10 
36 
7 
12 
96 
400 


Number 

of 

Carbons 

Used. 


21,129 
7,232 


11,830 
143,171 
60,800 
46,586 
78,500 
40.000 
44,050 
21,067 

12,310 

9,000 
70,600 
10,000 

33,170 

167,444 

184,000 

28,000 

23,000 
10.000 
12,600 

70,000 

1,840 

355,538 

4,250 

75,032 

15,000 

27,240 

10,000 

31,985 

6.051 

9,815 

10,080 

69,145 

524,908 


1  Also  street  railway  motors. 


*  Street  railway  motors  only. 
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'. 3     "ll 

.2" °ii i  ■jJ.s^'jiiJ;  ■  ■  ,   ■  i  ^  '  'S» 

MSfllllillllilllllllllilll 

1 

Dark  to  midnight.   . 
Dark  lo  midnight,    .        . 
All  night,         .        .       . 
Average  4.6G  hours. 
Average  fj.ai  hours. 

Dark  to  midnight,   .       . 
Dark  lo  12.30  A.H.,. 
Dark  to  12.30  A.M.. . 
All  night.         .       .        . 

Untll2A.ii 

All  nlgbt, 

All  nigh-,         .        .       . 
Dark  lo  midnight.   . 
Areraoo  6  hours. 
Dark  10  midnlgbl,   .       . 
Dark  to  midnight,   .       . 
Average  6  hours.     . 
Dark  lo  midnight,    . 
Average  6  hours,     . 
Dark  to  midnight,  . 
Average  6  hours.     . 
Dark  to  1  A.M  ,        .        . 
Dark  10  1  A.M., 

Dnrk  10  midnight,    . 
Dark  to  midnight,   .       . 
Every  dark  hour,     . 

Dark  lo  midnight,   .       . 
Average  5  l-6liours.        . 
Averago  6  1-6  botirt. 

|j 

|'°||--i^  1  !f  !^ii"S^S"|^ '  ||"^|^i^ 

== 

Ss§"~^l«S?  g  S22g^2£SS|2gBS  iSS^-ISSSS 

1 

Lawrence,       .        .        , 
Lawrence, 

Metbuen,        .        .        . 
(North  Andover,     . 

Leominster 

Lowell 

Lrnn 

Medford 

Maiden, 

Maiden.     .... 

Melrose,    .... 
Maiden, 

Everett,     .... 

Mlllhury 

Milton 

Natick, 
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The  following  table  shows  the  price  charged  by  the  several 
electric  light  companies  for  commercial  lights  on  June  30,  1898 :  — 


COMPAKT. 


Prtot  Ibr  OottuiMreUl  UglUB. 


▲bliigtoii&  BoekUiid» 


AniMbvnyt 


iLiiiliMr8t» 


Beverly, 


•       • 


Boeton, 


•       • 


Bridgewater, 


K 


•       • 


•  • 


Andover, 


Athol, . 


BlaeHiU  (Canton),    . 


.  ^ 


One  cent  per  16  ceiidle  lamp  hour;  10  per  cent.  diiocNnit 
if  paid  before  the  fifteenth  of  the  month,  eostomen  pay 
for  wMng  and  renewals. 

For  16  c  p.  Ineandeeoent  liffhti  for  batinaia  plaoea  open 

6  nights  per  week  uitil  ll  p.m.,  $12.00|  open  4  ni^ti 
per  week,  #9.00;  renewals  free;  wiring  la  stores  and 
offices  free,  in  dwellings  at  cost. 

Arc  lights,  3  nights  per  week,  each  lamp,  $57.00 ;  4  nightt, 
•68.00;  6  nights,  #69.00;  6  niffhtsi,  $75.00;  7  nightt. 
$81.00  per  year.  Incandescent  Ughts,  16  c  p.  lamps,  8 
nights  per  week,  $8.00  per  year,  and  $1.00  per  year 
additional  for  each  additional  nU(ht  per  week ;  20  c  p. 
lamps,  8  nights  per  week,  $9.00  per  year,  and  $1.00 
per  year  addittonal  tor  each  addittonal  night  per  week ; 
82  c  p.  lamps,  3  nights  per  week,  $16.00  per  year,  and 
$2.00  per  year  additional  for  each  additional  night  per 
week.  Wiring  at  owner's  expense.  All  lamps  at  con- 
sumers' expense. 

Incandescent  16  c  p.  lights  one  cent  per  hoar  by  meter; 
dwelling-hoose  wiring  at  cost;  commercial  wiring  free; 
renewals  at  cost. 

Incandescent  lights  24  cents  per  thousand  watts ;  a  very 
few  lights  by  contract.  Wiring,  stores,  free.  All  other 
places  from  $2.50  to  $5.00  per  oatlet ;  renewals  on  con- 
tract lights  free;  castomers  pay  for  metered  lights 
renewals. 

Arc  lights,  $75  00  per  vear.  Incandescent  32  c  p.  lights, 
$15.00  per  year.  Run  only  where  street  lights  are 
used. 

Arc  lights,  50  cents  per  night.  Incandescent  lights,  16  c.  p. ; 

7  nii^bts  per  week,  $1.16|  per  mouth;  6  nights  per 
week,  $1.00  each  per  month ;  five  nights  per  week,  each 
92  cents  per  month ;  4  nights  per  week,  87^  cents  each 
per  month ;  3  nights  per  week,  82  cents.  Meter  rates, 
25  cents  per  1,000  watts.  Customers  pay  for  wiring  and 
renewals. 

Incandescent  lights,  one  cent  per  ampere  hour  by  meter ; 
$10.00  per  year  per  light  by  contract.  Wiring  at 
owner's  expense ;  lamp  renewals,  70'  cents  each. 

Arc  liffbts  under  contracts,  I  lamp  for  12  mos.,  75  cents ; 
for  6  mos  ;  80  cents;  for  3  mos.,  90  cents;  2  lamps  for 
12  mos.,  each  70  cents ;  for  6  mos.,  each  75  cents ;  for  3 
mos.,  each  85  cents ;  3  or  4  lamps  for  12  mos.,  each  65 
cents;  for  6  mos.,  each  70  cents;  for  3  mos.,  each  80 
cents;  5  to  7  lamps  for  12  mos.,  each  60  cents;  for  6 
mos..  each  65  cents :  for  3  mos.,  each  75  cents  per  day ; 

8  or  9  lamps  for  12  mos.,  each  55  cents ;  for  6  mos.,  each 
60  cents;  for  3  mos.,  each  70  cents;  10  lamps  for  12 
mos.,  each  50  cents ;  for  6  mos.,  each  55  cents ;  for  3 
mos.,  each  65  cents  per  day.  Incandescent  lights  under 
contracts,  125  c.  p.  for  12  mos.,  each  lamp  50  cents  per 
day ;  65  c.  p.  for  12  mos.,  30  cents  per  day ;  32  c.  p.  for 
12  mos.,  20  cents  per  day ;  16  c.  p.  1  cent  per  hour  by 
meter.  Inside  Incandescent  wiring  charged  to  customer 
at  cost ;  lamps  furnished  and  renewed  free,  except  those 
broken  by  customer. 

Incandescent  lights,  1  cent  per  ampere  honr  or  $10.00  per 
year  for  16  c.  p.  lamps;  wiring  $2.00  per  lamp,  open 
wiring;  $2.75  per  lamp  for  concealed  work.  Lamp 
renewals  free  to  contract  customers ;  to  meter  customers 
65  cents  per  lamp. 


Arc  Itghll,  tfiS.OD  lo  jlioa.oa  per  year  accordine  io  hourt 
burnt.  lDC&nd<»ccn(  Ughla,  Cl.OO  to  «1.BD  per  mo.,  16 
c.  p.  lamp*,  Bccorillng  tu  hourt  bnmt,  &a(l  I  cent  per 
bour  by  meter.  Lumps  free  lo  contract  uaslotnerB;  met4r 

Arc  JjgbM,  tlDO.OO  per  Inmp  per  yenr.   IncnndcgceDE  llghti, 
""  -   -     -  -  -   ■       omract,  1  tamp  (10  00 ;  32  c.  p.,  SS4.00 ; 
Dne  cent  pEr  lamp  hour  bj  meter.   Con- 
,  ,  impa  and  renewals- 

Arc  UbIiU,  00  amis  pvr  nigbt.  Incandeiccnl  ligbti,  GO 
B  per  nigbt  per  Rroup  ot  B,  16  c.  p.  lampi  running 
~      ~  if  about  G  hoars  per  nlgbt.    I^mp  reiww^ 


Cttiieiis'  (Wflkefleld), 

CllDton, 

Cohaasel.  ■ 
Coltaee  City, 
Dedliam.  . 
Edison  IBoBli 
Edison  (Brockum), 
Edlsgn  (FallRt'er), 

Fall  Rtver. . 


Arc  lights,  to  cents  per  lamp  per  nipbc  until  12  p.h.,  95 
cents  until  aM  p.m.  Inondes(«ni  tigbu,  IG  c.  p.^1  20 
per  mo.  Tor  stores.    By  meter  IJ  cents  per  hour.    Re- 

Inoanilesceiit  Hsbts,  1  cent  per  bonr,  16  c.  p.  Iamp«  by 
mater,  f  1.00  per  month  by  contract  for  16  e.  p.  lompi; 
81.TS  for  32  c.  p.  Isiups  WlrlDft.  $2.60  per  lamp  rot 
deal  work;  do  no  concealed  work .  Renewals,  60  eenti 
for  Ifl  c.  p-  lampii,  7B  cents  tor  32  c.  p.  Arc  lights,  6  or 
7  nights  per  week,  ^lOHDO  per  year;  5  nights,  (96.00; 
4  or  less  nigbts,  CM  00. 

Arc  llgljlK.  1  llpbi.  (8.33  per  mo.;  2  ligbts, 7,1)0  each;  3 
llglils.  (7.00  earh ;  *  or  more  tigbts,  (6.60  each.  Incan- 
descent lights,  (l.flO  per  light  per  month,  meter  rate*  1^ 
cents  per  hour-    Wiring  at  cost ;  renewals  free. 

Intandcscenlllghls.contrBct  rates  for  each  i^ustomer;  cus- 
tomers pay  for  renewals. 

Arc  lights,  single  Lights,  (SO.OD  per  season  of  90  days.  2 
lights,  (lA.OO  each  i  4  or  more,  (40.00  eacb. 

Arc  Ifgbis,  (TO.OO  per  year.  InotDdeiCenl  lights  on  con- 
tracts based  on  flO.OO  per  lamp  per  year  until  10  v.M.; 
by  meler.  20  cenu  per  1,000  watt  boarH. 

Incandesce  [I  I  lights.  1  cent  per  hour,  16  c.  p.  tamp  by  meter. 
I.amp  renewals  tire ;  Inskle  wiring  charged  to  customer. 

Arc  lights,  4  nights  per  week,  each  latnp  (9  00  per  month : 
7  Dlgbis.  (lO.OO.  Incandescent  lights,  11  cents  pet  16 
c.  p.  lamp  hour  hy  meter.    Lanp  renewals  free. 

Incandescent  lights,  I  cent  per  16  c.  p.  lamp  hour  by 
meter.    Itistile  wlrlngat  net  cost;  renewals  free. 

Arc  lights,  1  to  4  Ibzbts,  each,  (8.00  per  mo.  5  to  S,  each, 
(7.00,  9.(60.00.  t0,(6fi.D0,  II,  (70.00,  12  lo  IS.  each, 
(6.2A,  16  or  more,  each.  (6  00  per  mo.  Incandescent 
lights,  20  centa  par  1,000  watt  bonrs  by  meter.  Renewala 
tree. 

Arc  lights,  3  nighii  per  week,  I  to  4  lights,  (10.00  each 


I 

4 


light,  ^O.SO;  2to4,  (IO.O1I 
lore.  (8  00  iS  nights,  1  light, 
9.  (9.00 ;  10  or  more,  (SlW ; 
-  ■  11100;  B  to  9,  (10.00; 
tight,  (13  00;  2 


(SOO;  4  nights  per 
eaeb:6  to 0,(9  00;  iv  or  mo: 
81100;  2la4,(10.00;  A  lo  9 
6  nights,  1  light,  (12.00;  3  li 
to  or  more,  (9.00;  7  nlghu 
(1200;  e  to  9,  (11.00;  10 
descent  lights,  by  meter,  2Scei 
and  all  tamps  iiaid  tor. 

Arc  llabts,  for  Oral  light,  (96.00  per  year;  second  light, 
(B4.oa ;  each  Bitditional  light,  (72.00  per  year.  Incan- 
descent lights,  iiy  meter.  I  rent  per  lamp  bonr;  hy 
contract,  (l.2iS  each  per  month  if  3  lights  or  less;  ft 
more  than  3,(1.00each;  IS  lights  for  (10,00  per  month. 
Larger  number  ^y  contract.  Wiring  in  alores,  (1.60 
per  lamp,  booses  at  cost.    Renewals  (no. 

Incandeicent  lights.  4  nights  in  the  week  to  9  p.m.,  (7.00 
per  year:  6  nights  in  the  week  to  II  f.m.,  (10.00;  7 
nights.  (11.00.    'Wirlngand  renewals  free. 
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HBvertUll,  . 
Holjoke,     ■ 

HndMD, 
Hyde  Pork, 


Ldss«t«r,    . 
LMinliMMr, 


Are  lights,  fur  jearly  contract,  6  nlgbU  par  week,  CTTTS: 
6  nigbii.  8S6.R7  :  i  nifilits,  $.U.5S.  Incandeisceiit  JialiU. 
lA  cent*  per  1,000  wati  boan;  bv  caatnci,  80.012:2  pir 
lamp  baur.  Sbops.  mills  and  lactoricB.  SO  ceau  per 
1,000  wguhonra,  or  1)7  «>ninM:l,80.022S  per  l«mp  hour. 
DIacuunC  of  10  per  cent,  on  all  Ijills  It  paid  on  or  befbre 
Ibe  Icnib  or  tbe  luonlli.  Lamp  reneirala  fVw  lo  mewr 
con  to  others.    Wiring  at  caatoroer't 


2  lamps,  tSM  each;  mure  Ibnn  2,  83.00  pet  month 
each.  lacandeueni  ItctiU.  5  niKbcg  per  week  lo  7  r.n., 
and  1  night  to  midnight,  16  c.  p.,  7fl  cenli  per  lamp  per 
mo.,6S  c.  p  ,83.00  per  mo.,  fi  nlgbta  to  9  ■■.»,,  and  1 
nlRbl  to  mldnlelit,  16  c.  p.,  SI-UO,  65  c.  p..  ^^.M;  7 
nlgbu  to  mldniibl,  16  c.  p.,  81-26,  65  c.  p.,  81.00  per 
lamp  per  mo.  K*ie»  by  meter,  20  cenu  par  1,000  *att 
boiir«     Wiringln  Btores  torcnntraci  tights  free;  otberi 

Arc  licbu,  2£  ceniB  per  night  lacnndescent  llglits,  16  c.  p  , 
810.00  per  lamp  per  vear  bv  contract ;  b;  meter,  I  cant 
per  ampere  hour.  Renewals  free.  Wiring  at  cuttom. 
cr's  expenie. 

Arc  Itgbia,  aTsraging  lA  bonra  pec  veek,  iG5  DO  per  lamp 
perjesr.  Incandeicent  I  Ighu,  metered  lights  at  1  cent 
per  16  c  p.  lamp  houc ;  contract  rates,  86-OU  lo  820.00 
per  lamp  per  year,  b«Bed  on  1  cent  per  hour  and  eeil- 
mated   houra  of   conmrnption.     Lamp  renewal!  free. 

Arc  lighui,  tU  cents  per  night.  Incandescent  lighta,  $1.29 
per  ino.    Wiring  tnd  renewals  freo. 

Arc  iiebu,  7  nights  per  week,  until  10.30  p.m.,  flOO  00 
each  per  year ;  i  nights  until  lU.iO  p  M.,  other  nlgbU  to 
e.SOr.M.,  t7''.00;  3nlght>until  10.SO  t-.u..  other  nIgbU 
to  6.30.  870.00.  [ncandeicent  lights  by  meter  or  con- 
tract, IJ  cents  per  hour  for  16  c.  p.  himp.  Arc  wiring 
free;  Incandeiuenl  renewals  at  cost. 

Arc  lights,  86.2{i  per  mnnth  to  10  p.u  ,  88.33  per  montb  lo 
12  p  H.  Incandescent  llglito,  by  contract,  50  cenu  (o 
81.00  per  ino.;  I>y  mewr,  1  cent  per  boar.  Customer 
pavs  for  wiring  and  rvnewaU 

Arc  llgbls,  SJO.OO  per  vear.  Incandescent  lights.  flOOO 
each  per  year  nntil  10  p.m.;  20  tents  par  IfiOO  wau 


■s  by  m 
Arc  lights,  816.30 perm 


Ineandaaceni  llgbti,  16  c.  p,, 
r  mo.,  according  to  locaiiani 
:nta  per  bout.  Special  winter 
ily,  10  centa  per  ligbi  per  mo. 


rate,  dark  to  midnight 
Wiring  and  renewals  si  izusu 
Arc  ilgbta,  2  nights  per  week.  May  to  September.  fi-M, 
bniannot  Iheyesr.fSOO  permo.j  3  nlnbu  per  week, 
8600;  4nlgb1s,  87.60i  6nigbta,  8S.00;  7  nighia,  89.00. 
Incandescent  ligbtt,  1  ceni  per  16  c.  p.  lamp  hour;  10 
per  cent,  off  when  bill  amounla  to  8-'i-O0  per  mo.  and  6 
par  cent.  otT  when  bills  are  leEt  than  fS  00.  with  a  mini- 
mum charge  of  81-00  per  mo.  to  new  i^uitomerc.    Arc 

Incandescent  ligbls,  89.00  per  year  by  contract.    Meter 

ralea,  20  cents  per  l.OOOwatla.    Wiring  alcosl;  ronew- 

ala  free. 
Incandescent  tighta.  until  10  p.m..  810.00  per  lamp  per  year. 

Meier  rates,  20  cents  per  1,000  watt  hours.     Wiring  at 

cost.    Renewrtia  paid  by  customer. 
Arc  lights,  87.1.00  par  year.    Incandescent  llgbis  nntil  10 

o'clock,  810.00  per  year;  nntil  U  o'clock.  81206;  all 

nigbt.  818.00 ;  by  meter,  20  cents  per  I.OlM  watt  honrs. 

Renewals  at  customer's  ejtpense.    Wiring  at  cost. 
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ATcllgbta,910.DD  per  lamp  per  month,  burned  evcrynlgbl; 
K  cents  per  lump  per  niilit.  'mrned  3  or  i  nlgtils  per 
week ;  tS.H  per  lamp  per  montb  on  jrearly  coalracU. 
InvandearanI  llEbtB,  (1.00  per  lamp  per  mo.  tor  contract 
IlKbis,  12  cenLs  iwr  l,0OU  walls  by  meter.    Rsuewala 

H.,  810.00 

lacandeaceni  lamps. 


.,  »7.00  . 

10  |t.2C  per  lamp  per         ,    . 

wall  Uonr*.    Renewals   free. 


Ibyni 


conlriict  llgliu 


«1-D 

l,00( 
only. 

Arc  lIshtB.  910  00  pei  mo.  for  single  llgbt,  (8  S3  per  lamp 
for  2  IlKhli.  Speciiil  rutes  for  larger  nnmhers  according 
to  boura  named,  incandescent  llgbu,  81  DO  per  mo.  Tor 
IG  c  p.  lampi.  lor  contract  llgbtB :  1}  centa  per  16  e.  p. 
lamp  boor  by  meler.  Lamps  and  renewals  for  contract 
liflbia  £rce.    Fur  metered  llgbls  no  frifi  renewal*. 

Arc  llgbta,  erery  oiRbt,  1  HkBi.  tS.ao  per  mo. ;  3  nr  more 
llgbta,  87 -SO  oacli  j  3  niiibts  per  week,  1  llnht.  87.30  per 
mo. ;  2  or  more  li|fbta,  85  00  cacli.  Incandescent  llirlils, 
16  c.  p.,  stores  closing  3  nlgbls  a  week  at  6  r.M.,  810.00 
per  rear;  Snlfrbis  per  week  bam  I  ng  until  Df.m.,  812.00; 
unil1  llF.M.,  813.00 1 oniil  12  P.U.,  813.00.  Meier  rntes, 
2S  cenLB  per  1,000  watt  boura.  Wiring  at  coat  and  re- 
newaU  free 

Incandescent  Ugbts,  810  00  per  lamp  per  year.  Wiring 
and  renewals  at  cost. 

Arc  Ilgbls,  oDtslde,  every  nigbt,  April  to  October,  86.Q7  per 
lamp  per  mo.;  October  to  April,  (lO-CK)'  Inaldc  use. 
April  to  October,  1  lamp  6  or  7  nlgbls  per  week,  09,00  per 
mo.;  2 lamps e or  7  uigbcsper  week,  (14.90;  3  lamps 6 
or  7  nlKhts  per  week,  820.60;  *  lampsO  or  7  nlgUts  per 
week,  82-i  50.  For  i  nigbts  por  week,  1  lamp,  (6.00;  2 
lamps,  (10.76;  3  Inmpt.dO.OD;  4  lamps,  820.00.  For3 
nlgbls  per  week,  llamp,  85^i21amps,810.U0;31amps, 
81S  00;  t  lampa.  flS.OO.  Prom  October  to  April,  6  or? 
nlgbls  per  week,  1  lamp,  812,00;  2  lamps,  821.IK);  3 
lampa,  (30.50;  clamps.  (38.50.  4  nigbts  pet  week,  I 
litmp,8S-7G;  2  lampa,  81700;  3  lamps,  824.00 ;  41ampi, 
(31.00.  3  nlnbu  per  week.  I  lamp,  89.M) ;  2  lampe,  815-uO: 
3  lamps,  (ZS-.-iOj  4  lamps,  8^^-00.  Transient  llgbta,  75 
ceniB  per  light  pet  nigbt,  Incandescent  lights  by  meter, 
H  cciiia  per  lamp  hour.  On  contract.  IS  c.  p.  lamps 
burning  eierj  nigbt  nnlll  II  r.ti  ,  81.25,  anill  0  p.m., 
(1  00.  1!  burnt  4  evenings  per  week.  (1.00  per  mo. ;  3 
I  evenings,  00  cents  If  as  many  as  3  llitbu  are  nsed.  For 
5or  more  tlghia,  wiring  and  renewals  free;  other  wiring 
atid  renewals  paid.    For  10  or  15  lights,  1  consumer,  10 

Sir  cent,  discount;  more  than  IG,  1.^  per  cent,  dlscoont. 
Bctorr  llgbthig,  ttoia  4  to  S  p.if .,  6fi  cents  pet  lamp  per 
monib, 
IncBOdcseent  lights  until  10  p.m..  810  00  poryear.  Wiring 
at  cost.  Hencwala  el  customer's  expense.  Meter  rates, 
20  cents  per  1,000  watt  bours.    Arc  lights,  (80.00  pet 

Incandescent  iigbts,  I  cent  per  hour  by  meter  tor  each  16 
c  p.  lamp.    Renewals  at  cuatomer'a  eiipense. 

Arc  llgbts.  (10  DO  each  per  month.  Incandescent.  10  c,  p., 
(lOtoo   each   per   year.    Wiring   at   cosl.     Iteuewalt 

Ar  lights,  Ist  light,  48  00 ;  2a  light,  $7.00 1  3d  light.  (6.00 
per  month,  fncandeicepi  lignti,  Qrat  three,  (1  20  per 
mo.  each;  second  three,  (1.00;  Iblrd  tbiee,  BO  cants; 
fbnrtb  ibree,  60  cents :  addlilonal  lampa,  fiO  cents  each, 
Wiring  at  cost ;  renewals  free. 
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Nortb  Adam*, 


' !  Arc  llKbU.  abonl  d  eenia  per  hoar,  oiid  rent  or  lamp  at 

I      ilO.m  p«r  ytar.    Incandescent  IlKbu,  I  cent  per  16  c.  p. 

lamp  baur.   Dtocounu,  btll«  $8.00  per  monlli  and  ander. 

I      ^  per  cent.;  (B^  to  816.00.  10  per  cent,  i  (IG.UU  W 

920.00.  IS  per  cent. ;  over  C2O.II0. 25  pel  cent,  ror  prompi 

pafmcnc.      Wiring  t>y  coutiact.    uunpi  and  renewal* 


Norlb  Atlloborongb,  . 


Nortb  Sbora  (R«fere), 


free. 

Arc  Kitbtii,  -4  to  7  nicbn  per  week,  one  tight,  f  10  00  per 
mo  i  2  ligbta,  ^9  DO  eaeb ;  3  or  more,  fS.OO  eacb ;  1  to  S 
nlKbu  per  week.  I  lisbt,  f7.oa  p«'  mo. ;  2  llKbu.  96.25 
eacb ;  3  ot  more.  9-^.67  wch.  Serlea  incwidBicent  l%tiu, 
at  c.  p..  4  10  7  nfgbta  per  week,  1  ll«bl,  BS.OO  per  mo. )  3 
llpbU.  9t.7S  OBcbi  3  tight!,  tl. no  each;  1  ligbU.f4.3S 
eaeh  i  5  or  more,  |4.00  each.  1  ui  S  nlgliU  per  week.  1 
lltihi,  93.0)  per  mo.;  2  llcbw,  93.37J  each;  3  llffhta, 
93.2fi  eacbi  4  lights.  93.12)  eacb  ;  G  Ilgbil.  93.00  each; 
e  or  more,  92  BSj  each.  Direct  correni  IncandeMenl,  30 
c.  p.  lamp.  4  to  7  nlgbii  per  week.  tl.U  eacb  per  mo.i 
1  ID  3  nights  per  week,  f  1.00;  32  c.  p.  lamp,  4  to  7 
nights,  92  00  each  per  mo.;  1  to  3  nights  per  week, 
91.60.  8  per  cent,  dieronni  from  lho«e  prices  for  incan- 
descent Usbis,  nod  n  fnflber  discount  of  fi  per  ceat.  on 
all  bill*  paid  before  the  lOlh  of  the  montb.    KenewBl* 

Incandescent  llgbtn,  bf  contract,  $1.00  per  mo.;  by  mel«r. 
29  cents  per  1,000  watt  boars.  Discount  of  20  per  cent, 
furpmmpt  pavment.  Renewals  at  customers'  expense; 
TO  cents  for  16  c.  p.,  tl.OO  far  32  c.  p.  Ump. 

Arc  Ugbta.  sinste  lamp,  40  cents  per  nlgbl;  2  lamps,  10 
cents  each  :  3  or  more  at  25  centa  eaeh.  tncandeaceat 
It*.  913,00  per  year  forti  nicrhu  Mr  wi  ' 
IT  for  4  nlRhts  per  i 
i|cr  week.  Meier  n" 
Renewal*  Oee. 

Arc  lit;bt*.S7a.OO  per  rear  every  night  tilllOp.u.;  <100.00 
till  mlilnlffht;  fGO.OO  for  one  night  ■  week  Ull  lO  r.it. 
lacandescent  lamps.  16  e.  p.  nsed  i  nishts  per  wc«k  until 
10  F.u.  and  *  nltrbts  until  0  f.h..  98.00  each  per  jear; 
e  nights  UDtll  9  P.II..  810.00;  until  10  P.v  .  812.00;  until 
n  PH  ,  914.00;  until  midnight,  91600:  7  nlgbU  until 
ID  p.ic.,  813  00;  until  11  p.m.,  tlS.OO;  until  raidnUbl, 
917  00;  all  night,  82000.  10  c  p.  used  2  nisbts  per 
week  until  10  p.m.  and  4  nights  until  6  p  it.,  97.00  each 
per  vltar;  6  nights  until  9  p  u..  9300;  unlit  10.00  p  M.. 
99.00;  ancll  11  p.u.,  flO.OO;  until  miilnlgbl,  912.00;  7 
mil    10   F.M..   810.00;    ODtll    11    P.M.,   811.00; 


s  per  1,000  watt  hoore. 


nntil  midnight,  813.00;  all  nisht,  915.00.   2tt  c.  p.  u 

,  812.00: 


4  nights  m 


2  nights  per  week  u 

810  00  each  per  veu;  S  night. 

until  10  p.u  ,  9IG  00;  until  It  p.m..  f  18.00;  until  mid- 

nlglii.  920.00;  7  nights  until  10  p.m.,  9I6.OO;  ontll  U 

P.M.,  820.00;  unUl  midnight,  821.00;  all  nlgbt,  9'2S  00. 

29  per  cent  added  to  these  rates  wben  less  iban  3  ll^i* 

--e  used.    By  meter,  1  cent  a  lamp  hour.    Wiring  ar-" 


I;  other  lampreDewala 


Arc  lights,  8^00  per  lamp  per  mo.  Shop  light*.  8  cents 
per  inch  of  carlwn  burned.  Incnndesoent  light*  hj 
meter  1  j  cents  per  ampere  boar.    Renewals  and  wiring 

Arc  lights,  8B0.O0  per  year.  Summer  rates.  55  cents  per 
night  per  llglit.  Incandescent  light* ;  by  contract, 
910.00  per  year  until  10  p.u.:  1>y  meter,  20  cent*  to 
yearly  and  30  cents  to  summer  customers  per  l.DOO 
watt  boars.  Renewals,  70  cents  each,  wltb  relnle  t^  i 
cent*  for  old  lamps.    Wiring  paid  by  ei 
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Sontli  Hidle;  Falli,  . 


SlOUglltOD,   , 

Suburban  (Boalon), 


Ini^ndesconL  tigbit,  17  to 
by  meter  nai  70  cents 
contracl,  BCcordlTig  to 
and  number  ur  laiupi.    Wiring  at  co«I.    A  cbarge  Tor 

bidndesccnt  ligbU  nntll  9  v.u..  t9.00  per  jett ;  910  00  per 
fear  till  10  km.;  ancll  midnlgbl,  tl'i.OO  porjear.  Store 
wiring  Iree ;  house  wklng  «t  coal.    Reoewali,  70  cents 

Arc  llgblB,  nntll  Q  r.n.  3  nigbl*  per  week,  and  until  9  p.m. 
3  nigbw,  1  lamp,  JtH.OO  per  year,  2  or  more  lunpt, 
I72.U0  eacb;  same  gerricc  as  utiove  from  April  lal  to 
September  Ui,  l  lamp,  f25,00,  2  iampt,  924.00  euh; 
from  tteptember  Ul  to  April  lal.  I  lamp,  $6D.00,2  latnpa, 
teO.OO  eacli.  Until  9  i>.h.  6  nlgbts  a  iFeek,  1  lamp, 
tlSO.OO  per  ;esr ;  2  lampa,  flOS.Qo  eacb ;  same  aenice 
from  April  lal  lo  8epti:niber  lat,  I  lamp,  t40  00;  2  or 
mnro  Umpa,  t36.0D  eacb;  Septomber  lat  lo  April  Uc, 
1  lamp,  tM.OO;  2  lamps,  67(1-00  eacb.  Incandeceent 
llgbtD,  by  meter,  26U  ampere  bours  or  lesa,  1  2-10  cents 
utr  buur;  2i0  to  ftOO.  1  I-IO  cenU;  600  to  1,500,  I  cent i 
l.&OO  to  -^500,  9-10  cents  1  2,SO0  lo  3,600  8-10  centi; 
3,500  or  more,  7-10  cenla.    Wiring  and  renewall  cbarged 


Arc  tigbta,  30  cents  per  lamp  caiboD.  Incandeacenc  llghta, 
4  nigbts  per  week,  BO  cents  per  lamp  per  moatb;  S 
nlgbu  per  week,  9U  tvtits  per  monib ;  these  ratei  for  Id 
c.  p.  lampa.  Moier  rnlea,  20  cenla  per  1,000  watt  bonri 
Tor  lesideDcea  and  stores:  SO  cunla  per  1,000  watt  boon 
in  olticr  cases.     Wiring  and  renenala,  60  centa  each. 

IncuudetceniligbtB, (t.UO  pernio.,  I6i:. p. lamp:  76  cenli 
for  to  c.  p.;  iDctcr  rates,  Ij  cents  ]>er  Iti  c.p.  lamp  boor. 
Renewala  for  stores  having  contract  rates  fnrnlabed  by 
company,  all  otbers  tiy  consumers.  Arc  llgbts,  |7-fiO 
per  month,  moon  schedule. 

Arc  llgbts,  G 


bj-  t 


lamp  per  monih ;  »  

retiewals  free.      Renewals,  60  cctils  each.     Wiring  bj 

Arc  ligbia,  fl^.OO  to  (SO.OO  per  year.  Incandescent 
lights,  meter  rates,  20  cents  per  1,000  wall  bours.  Cod- 
sumers  pay  for  renewals. 

Arc  ligbls,  single  lamp,  t7S  00  per  year  7  nigbti  per  week, 
fGO  00  per  year  4  nights  per  week  ;  If  Ibree  to  flTe  lights 
taken,  t&O  00  each,  Incandeacenl  llgbts,  SID.OO  eacb  per 
year  tor  &  lampa  or  less ;  tor  more  than  5  llghta,  10  per 
cent,  leaa.    Renewals  free. 

Incandescent  llghla,  6  sights  per  week  till  6,30  p.m., 
96  00  per  year;  (ill  6.30  F.u.  ordinarily  and  till  10  p.m. 
2  nights  pcrweeJt,  87.20;  till  6.30  p.m.  ordinarily  and 
till  10  P.M.  3  nlgbts  per  week,  (7. SO;  till  6.30  r.H. 
ordioarily  and  till  10  p  h.  four  nights  per  week,  (S.40 ; 
tlligp.M.6nlghCaperweek,  88  40;  till  10  p.m.  6  nights 
per  noek,  8IO-OO1  till  11  p.m.  B  nights,  811.00.  FHcea 
are  for  10  c.  p.  lampa.  Discount  of  0  per  cent,  on  bills 
paid  within  Hve  days.  Meter  rst«a,  20  cents  per  1,000 
watt  hours.  Discount  of  6  per  cent.  If  paid  wlthla  IC 
days  from  date  of  bill.    Wiring  and  lamp  renewals  at 

Arc  lights,  27.9  cents  per  nfght. 
Arc  lights,  860.00  per  year. 

llghta  for  all  Day  llgbts,  1.200  c. 

-"  '- "-igbl,  """" 

ghl;  2  toellabl. , 

cents  eacb.    Incandescent  llgbts,  20  ci 
ti  bonis.    Renewals  free. 


Dnion  (Franklin). 


United  (Springfield),. 


^ 


month.    lacaiuleicent  lights,  $\M 


iMiip  per  year;  llll  12  p 


Arc  ligbtl.  $7.(K 

pel  moDib . 
Arc  llxbM.  single  iKmp.  4  nighu  per  week  till  10  f.x., 

j^eur;  tillli  p.n  ,»7.'iOO;  CTer;  nUbl  tUl  10 

0  per  year;  HII  12  p.m.,  fSOM.  Incandei- 
■  ■  -  eTBry  nighl  lill  10  p.m.,  $10.00  per 
per  year;  llll  12  p  M.,tl3.00;  till  day llffrhl,  •18.(10; 
^.  till  10  P.M.,  (12.00  pcTVMr;  tilll2p.M..91S.OO; 
nil  darllgb!,  CJl.OO,  Above  20  c.  p.,  ipeciftl  ratei.  87 
meter,  SO  cenia  per  1,000  wati  boor*.  Wiring  and  n- 
newalB  at  eonaunier'n  expensB. 
Arc  ItghtB.  10  cents  |ier  lamp  per  night.  Ineandeaoml 
ligliig.  Ij  f«nU  per  ampere  hour.  Monthly  diiconnu 
on  500  ampere  boors,  2U  per  cent.;  on  1 ,000, 30  peroenL  j 
on  2,000,  S3i  per  l-gdI.  1  on  4,000,  40  percent.  ReneTi]* 
free  wben  montblj  bllU  aierage  50  cenu  per  lamp  In- 
EiBlleci. 
Incandescent  ligble,  IG  c  p.  lampn,  1  cent  per  hoar  by 
meter  1  by  contract.  flD.OO  per  jear.  Wiring,  (2.00  per 
Ugbt  open,  $3.00  concealed  1  renewals  free- 
Arc  lights,  6  ur  7  nigbta  per  week  till  IS  p.m.,  1  light,  f  13.B0 
per  mo.;  2  llghti,  911.87*;  3  lights,  tll.2a;  4  llabU, 
«10  62i ;  a  llabts,  tID.OO ;  4  or  G  nlsbls  per  iretk,  1  llgbt. 
tlOOO:  2llKlica,  «9.»):  3  tlghca,  |i9.00;  4  ligbia,  ys.W; 
D  llgbls,  98M  each.  Dieconni  20  per  cent,  from  abore 
prices  If  paid  on  or  before  the  16tn  of  the  month.  In- 
candescent I  l^bla.  IS  c.  p.,  Sot  7  nigbts  per  week,  tl.tS 
per  light  per  mo.;  5  n)ghl«  per  week,  (1.30  eacbi  4 
nlRhls  per  week,  {I  2G  each.  Disconnt  35  eenta  per 
light  if  paid  on  or  bcrore  the  ISth  ut  the  month.  AU 
InslaDatlons  of  5  lights  or  more  by  meter  only  at  Ij  cents 
per  16  c.  p.  lamp  hour.  Discount  of  20  per  cent.  &om 
this  rate  If  paid  betorelbelMb  of  the  month.  AU  night 
contract  lights,  (2.00  per  light  per  month,  with  35  per 
cent,  discount  as  above.    Lamp  renewals  at  expense  01 


Arc  lights.  Ce.OO  p 


mo.    Incandcsrant  lights,  6  nights 

-  -    •'  "" until  9  P.M.,  81 

I  P.M.,  er  conli 
1  hoars.    Wir- 


cents  per  mu, ;  3  nights  per  wtik  a 

pernio.;  by  meter,  20  cents  per  l.W       

lag  under  cost ;  renewals  at  one.balf  cost. 
Aru  lights,  single  light,  (80.00  per  year  1  2  lamps.  (72.00; 

5  lamps.  (68.00 ;  5  or  more.  (60.00  each  per  year.  le- 
candescent  lights,  1  light  until  12  r.u.,  (10.00  per  year; 
G  lights,  B  per  cent,  off;  l%llgha  or  more,  tO  per  cent 
off.  By  meter,  25  cents  ]#  1,000  watt  hours.  Wiring 
stores,  ftee  1  houses,  at  cost ;  renewals  free. 

Arc  lights,  (SO.OO  per  year.  Incandaacent  lights,  bj  meter, 
20  cents  pec  1.001)  watt  bones.    Wiringatcoit;  renewal* 

Are  llftbis.  (lOO.DO  per  year,  payable  monthly.  A  dltconnt 
of  10  per  cent  It^  made  for  each  week-day  night  on  which 
the  lamp  is  not  burned  aftel  6  p  u.  Incandescent  lighU, 
for  1  16  c.  p.  lamp  every  night  nnlil  II  p.k.,  (1.2a  per 
mo  :  eyeTf  ntght  except  Sanday  nnijl  11  r.M.,  (I  15: 

6  nights  until  »  p.m.,  1  night  until  11  p.u  ,  (1.00;  4 
□IghtB  nntll  8  P.11.,  2  nights  until  11  p.m..  85  centi;  3 
nighu  until  6  P.M.,  2  nights  until  ep.H..  I  night  nntil  U 
P.M.,  70  cents  per  ma. ;  10  c.  p.  lamps,  29  per  cent,  less 
tbaji  alxiTe  mles ;  20  c.  p.  lamps,  20  per  cent,  mora  than 
above  rates.  Exposed  wiring  free ;  lamps  and  renewals 
at  eonsnmen'  expense. 

Incandescent  lights,  IB  c.  p.  lamps 
(10  00  per  year;  6  nights,  .""'- 
nights,   (B.50.      Wiring  »- 


p.  lamps,  7  nights  per  week. 
Its,  (9.S0;  6  nights,  fS.OO;  4 
at   eoit;    renewals,  6S   cenu 
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COMPANY. 


Price  for  Commercial  Lighti. 


Whitman,    . 


Winchendon, 


Woburn, 


Worcester,  . 


•   I 


J 


Arc  lights,  4  nights  per  week  until  10  p.m.,  $60.00  per  year ; 
nntil  midnight,  $75.00;  7  nights  per  week  until  10  p.m., 
$7ft.OO;  until  midnight,  $90.00.  Incandescent  lights,  16 
c  p.,  until  10  P.M.,  90  cents  per  lamp  per  mo.;  until 
midnight,  $1.00.    Renewals  at  customers' expense. 

Arc  lights,  4  nights  per  week  until  10  p.m.,  $60.00  per 
year;  until  midnight,  $75.00;  6  nights  per  week  until 
10  P.M.,  $75  00;  until  midnight,  $90.00.  By  meter  for 
residences,  20  cents  per  1,000  watt  hours;  in  other  cases 
30  cents  per  1,000  watt  hours.  Meter  rental,  25  light 
meter,  $2.00  per  year ;  50  light,  $2  50 ;  100  light,  $4.00. 
.Wiring  at  cost.    Lamp  renewals,  65  cents  each. 

Arc  lights,  7  nights  per  week,  $9.00  per  mo.;  6  nights, 
$8  00 ;  5  nights,  $7  00 ;  4  nights  or  less,  $6.00.  Incan- 
descent lights,  6  or  7  nights  per  week,  $12:00  .per  year; 
5  nights,  $11.00;  4  nights  or  less,  $10.00.  Renewals  at 
cost;  wiring  at  from  $1  50  to  $3.25  per  outlet. 

Arc  lights  until  9  p.m..  40  cents  per  night;  until  II  p.m., 
50  cents;  all  night,  60  cents.  Day  lights,  65  cents  per 
day.  Incandescent  lights,  until  9  p.m  ,  $1.00  per  lamp 
per  mo. ;  nntil  10.30  p.m.,  $1.50  per  mo. ;  until  12  v  m., 
$1.75  per  mo. ;  ail  night,  $2.00  per  mo.  Renewals  firee 
to  stores ;  others  at  cost.    Consumers  pay  for  wiring. 


!j^ 
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Cases  pendiko  beforb  the  Board  Jav.  8,  1894. 

In  all  the  folloiviog  cases  the  parties  have  been  notified  that  by 
by  agreement,  or  at  the  request  of  any  party,  each  case  will  be  set 
down  for  a  hearing  by  the  Board. 

Class  A. 

Including  all  eases  pending  more  than  one  year^  iqxm  which  no  aeUon  has 
4    been  taken  or  requested  by  any  patty  thereto, 

m 

These  cases  will  be  considered  as  suspended,  and  will  not  be 
hereafter  reported  unless  some  party  interested  shall  make  a 
request  for  a  hearing  or  some  other  final  disposition  of  the 
case. 

Appeal  of  the  Braintree  Electric  Light  Company  fh>m  the 
decision  of  the  selectmen  of  Braintree,  granting  permission  to 
A.  S.  Morrison  and  others  to  run  wires  over  certain  streets  in 
Braintree. 

Appeals  of  the  Randolph  and  Holbrook  Electric  Company,  and 
of  Edward  H.  Galligan  and  others,  from  the  decision  of  the 
selectmen  of  Randolph,  granting  permission  to  the  Randolph  and 
Holbrook  Light  and  Power  Company  to  erect  poles  and  wires  in 
the  streets  of  Randolph. 

Appeal  of  the  Bristol  County  Electric  Company  from  the 
decision  of  the  aldermen  of  Taunton,  refusing  to  grant  permlB- 
sioQ  to  said  company  to  erect  poles  and  wires  in  the  streets  of 
Taunton. 

Appeals  of  the  Boston  Electric  Light  Company  and  the  Edison 
Electric  Ilium  in  ating  Company  from  the  decision  of  the  aldermen 
of  Boston,  granting  permission  to  certain  parties  to  run  wires  over 
Summer  Street. 

Petition  of  the  Natick  Gas  Light  Company  for  authority  to 
supply  electric  light. 

Appeal  of  the  Framingham  Gas,  Fuel  and  Power  Company  from 
the  decision  of  the  selectmen  of  Framingham,  granting  permission 
to  the  Framingham  and  Ashland  Gas  Light  Company  to  lay  pipes 
in  the  streets. 
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Appeals  of  the  Edison  Electric  lUuminatiug  Company,  and 
BostoQ  Electric  Light  Conipauy,  from  decieion  of  aldermen  of 
the  city  of  Iloston,  grantiog  to  D.  Webster  Kiog  permission  to 
run  electric  wires  over  certain  streets  in  Boston. 

Appeal  of  the  Westtorough  Gas  and  Electric  Company  from 
the  decision  of  the  selectmen  of  Westboi'ough,  granting  to  Henry 
S.  Jackson  and  others  permission  to  lay  gas  mains  and  pipes  in 
the  streets  of  Westborougb. 

Appeals  of  the  Boston  Electric  Light  Company,  and  Edison 
Electric  lUumiDating  Company,  from  the  decision  of  .the  alder- 
men of  Boston,  granting  to  the  Suburban  Light  and  Power 
Company  permission  to  maintain  electric  wires  in  the  streets 
of  Boston. 

Petition  of  consumers  of  Citizens'  Gas  Light  Company  of  Read- 
ing, South  Heading  and  Stoneham  for  improvement  in  quality  and 
reduction  in  price  of  gas  supplied  in  Reading. 

Petition  of  consumers  of  the  Jamaica  Plain  Gas  Light  Company 
for  improvement  in  quality  and  reduction  in  price  of  gas. 

Class  B. 

Including  recent  cases  in  whtch  no  action  has  been  requMtcd  by  either 

Petition  of  consumers  of  the  Haverhill  Gas  Light  Company,  for 
reduction  in  price  of  gas. 

Petition  of  mayor  of  Worcester  for  reduction  in  price  of  gas 
supplied  by  Worcester  Gas  Light  Company. 

Petition  of  mayor  of  Cambridge  for  reduction  of  price  of  gaa 
supplied  by  Cambridge  Gas  Light  Company. 

Appeal  of  Chelsea  Gas  Light  Company  from  the  decision  of  the 
aldermen  of  Chelsea,  granting  permission  to  the  Champlin-Bab- 
Bon  Electric  Company  to  lay  underground  electric  light  wires  in 
certain  streets  in  the  city  of  Chelsea, 

Appeal  of  Cottage  City  Gas  and  Electric  Company  from  the 
decision  of  the  selectmen  of  Cottage  City  in  granting  permission 
to  H.  S.  Kemp  and  others  to  construct,  maintain  and  operate  an 
electric  plant  in  said  town  of  Cottage  City. 
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Class  C. 
Including  eases  heard  and  decisions  not  rendered  up  to  Jan.  St  1894, 

Petition  of  selectmen  and  consnmere  for  redaction  in  price  of 
gas  supplied  by  the  Arlington  Gas  Light  Company. 

Petition  of  mayor  of  Boston  for  redaction  in  price  of  gas  sap- 
plied  by  the  Charlestown  Gras  and  Electric  Company. 

Petition  of  customers  of  Maiden  Electric  Company  for  improve- 
ment in  quality  and  redaction  in  price  of  electric  light. 

Petition  of  Edison  Electric  Illaminating  Company  of  Boston  for 
increase  of  capital  stock. 

JOHN  T.  WHEELWRIGHT, 
FORREST  E.  BARKER, 
MORRIS  SCHAFF. 

Jm.  3,  ISM. 


APPENDICES. 


APPENDIX   A. 


BALANCE    SHEETS,    MANUFACTURING    AND    PROFIT 
AND   LOSS  ACCOUNTS,   TO  JUNE  30,  1893. 

[From  the  retains  made  as  corrected  by  the  Board.] 


ABINGTON  AND  ROCKLAND.    ELECTRIC  LIGHT  AND  POWER 

COMPANY   OF. 

Assets. 

Real  estate 821,976  58 

Steam  plant, 27,448  39 

Electric  plant, 26,180  26 

Lines,  meters,  lamps  and  globes, 27,741  38 

Due  for  electric  light  and  power, 1,624  03 

Fuel  on  hand, 229  6S 

Carbons  on  hand, 45  02 

Oil  and  waste  on  hand 66  50 

Other  electric  materials  on  hand, 342  23 

Horses,  wagons,  etc., 714  62 

Sundry  accounts  due  the  company, 422  44 

Office  furniture, 290  89 

Cash  on  hand, 2,141  43 

Total  assets,  as  per  books  of  the  company, f  109,223  32 

Liabilities. 

Capital  stock, f  41,200  00 

Notes  payable, 65,500  00 

Unpaid  bills, 9,989  11 

Total  liabilities,  as  per  books  of  the  company,         ....  f  106,689  11 

Profit  and  loss  balance  (if  surplus), 2,534  21 

f  109,223  32 

Manupactvrino  Accouht. 

Db.  Cb. 

Operating  expenses, f  10,185  05 

Income  from  sale  of  electric  light  and  power,         •       .  f  17,843  90 

Balance  to  profit  and  loss, 7,658  86 

f  17,843  91  f  17,843  91 
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Pbotit  Am  Lost  Aooouvt. 

Balaaoe  Jane  80, 1882, $2,572  86 

Balance  of  electrie  manaflictnrlng  aooonnt*     .  $7,858  88 

Intereet  xecelred, •       .       .  17  31 

Dtridende  dedaxed, 1,878  80 

Inteiest  paid 896  10 

Balance  Jane  80, 1896, 2,584  21 


$7,676  17       $7,676  17 


ADAMS  ELECTRIC  LIGHT  AND  POWER  COMPANY. 


Real  eftate $3,785  48 

Steam  plant, 11,815  31 

Electric  plant, 6,819  96 

Lines,  meters,  lamps  and  globes, 9,641  90 

Incandescent  Installation, 1,860  73 

Dne  for  electric  light  and  power, 2,061  96 

Fael  on  hand, 160  00 

Cartxms  on  hand, '45  50 

Oil  and  waste  on  hand, 4520 

Incandescent  lamps  on  hand, 175  90 

Globes  on  hand, 4  50 

Other  electric  materials  on  hand, 340  15 

Cash  on  hand, 78  64 

Total  assets,  as  per  books  of  the  company, $36,255  16 

f 

Liabilities. 

Capful  stock $8,500  00 

Notes  payable, 9,050  00 

Unpaid  bills 16,919  75 

Total  liabilities,  as  per  books  of  the  company,         ....  $34,469  75 

Profit  and  loss  balance  (if  sarplns), 1,785  40 

$36,255  15 

Manupactubino  Account. 

Db.  Cb. 

Operating  expenses, $8,513  01 

Income  fVom  sale  of  electric  ligbt  and  power,  .       .       .  $10,789  73 

Balance  to  profit  and  loss, 2,276  72 

$10,789  73  $10,789  73 

PUOFIT  AND  Loss  ACCOUNT. 

Dk.  Gb. 

Balance  June  30, 1892, $0  97 

Balance  of  electric  mannfacturing  account,     .       .       .  $2,276  72 

Interest  paid, 490  35 

Balance  June  30,  1893 1,785  40 

$2,276  72  $2,276  72 
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ADAMS  GAS  LIGHT  COMPANY. 

A88BT8. 

Real  estate, $21,326  01 

Machinery  and  manafacturing  appliances, 6,777  05 

Meters, 1,350  74 

Due  for  gaa, 199  61 

Gas  coal  on  hand, 60  00 

Coke  on  band, 10  00 

Tar  on  hand 210  00 

Enrichers  on  hand, 18  00 

Gas  fixiures  on  hand,  lamps, 478  82 

Sundry  accounts  due  the  company, 6,332  02 

Office  furniture, 409  20 

Cash  on  hand, 22  65 

Total  assets,  as  per  books  of  the  company, $37,184  10 


Liabilities. 

Capital  stock $17,300  00 

Unpaid  bills, 19  02 

Total  liabilities,  as  per  books  of  the  company,         ....  $17,81902 

Profit  and  loss  balance  (if  surplus), 19.865  08 

$37,184  10 

Manufactubino  Account. 

Da.  Cb. 

Operating  expenses, $7,479  16 

Income  from  sale  of  gas, $10,856  44 

residuals, 733  09 

Balance  to  profit  and  loss, 4,110  37 

$11,689  63  $11,689  63 

Profit  and  Loss  Accoixt. 

Da.  Cb. 

Balance  June  30, 1892, $19,280  68 

Balance  of  gas  manufacturing  account,   ....  4,110  37 

Rents 72  00 

Dividends  declared. $3,597  87 

Balance  June  30,  1893 19,865  08 

$23,462  95  $23,462  95 


AMESBURY   ELECTRIC  LIGHT,  HEAT  AND  POWER  COMPANY. 
[Formerly  Electric  Light  and  Patent  Flooring  Company  of  Amesbury  ] 

Assets. 

Real  estate, $11,000  00 

Steam  plant, 14,674  56 

Electric  plant, 20,813  81 

Lines,  meters,  lamps  and  globes, 8,428  50 

Patent  rights 2.000  00 

Due  for  electric  light  and  power, 3,095  84 

Fuel  on  hand, 669  20 

Carbons  on  hand, 103  00 
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on  and  WMte  on  hand, 969  96 

Olobet  on  hand, 14  60 

Other  electric  materials  on  hand, 98  40 

Unexpired  intnranoe, 20000 

Office  fiimitare,        .       .       .       .       ; 100  00 

Electric  fixture!  on  hand, 206  40 

Sundry  acconnte  doe  the  oomiMiny, 68  57 

Caeh  on  hand, 2  49 

Notes  receirable, 668  82 

Inrestments  (other  property,  real  and  personal),   .       .       .       .       .  46,624  86 

Total  assets,  as  per  books  of  the  company, f  106,783  20 

LXABILITIBS. 

Capitol  stock, $60,000  00 

Notes  payable, 63,000  00 

Unpaid  bilU 1,260  95 

Unpaid  dividends, 62500 

Total  liabilities,  as  per  books  of  the  company,        ....  $104,875  96 

Profit  and  loss  balance  (if  sorplus), 3,907  25 

$106,788  26 

IffANVFAOTrRnrO  ACCOl'KT. 

Operating  expenses, $12,940  46 

Income  from  sale  of  electric  light  and  power,        .       •  $20,395  58 

Balance  to  profit  and  loss, 7,466  08 

$20,395  53  $20,395  53 

Profit  and  Lobs  Account. 

Dm.  Cb. 

Balance  Jane  30, 1892, $2,026  31 

Balance  of  electric  manafactnring  account,     .       .       .  7»4r»5  08 

Mill  income, 5,924  88 

Other  items  of  income 207  18 

Dividends  declared $2,023  00 

Interest  paid, 1,624  00 

Depreciation, 3,000  00 

Mill  expense, 4,873  71 

Other  items 185  49 

Balance  June  30, 1893, 3,907  25 

$15,613  45  $15,613  45 


AMESBURY  AND  SALISBURY  GAS  COMPANY. 

Real  estate, $4,875  98 

Machinery  and  manufacturing  appliances, 40,255  50 

Street  mains, 16,595  72 

Meters, 1,663  31 

Duo  for  gas, 635  91 

Gas  coal  on  hand, 1,105  80 

Enricbers  on  hand, 150  00 

Purifying  materials  on  hand, 15  00 

Stoves  on  hand, 10  20 
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Gas  fixtures  on  hand, $36  18 

^Office  furniture, 80  00 

Cash  on  hand, 8,847  67 

Total  assets,  as  per  books  of  the  company, $69,271  27 

Liabilities. 

Capital  stock, $60,000  00 

Total  liabilities,  as  per  books  of  the  company, $60,000  00 

Profit  and  loss  balance  (if  surplus), 9,27127 

$69,271  27 
Manufacturing  Account. 

Db.  Cb. 

Operating  expenses, $6,602  78 

Income  from  sale  of  gas, $9,360  94 

other  sources,  gas, 196  92 

Balance  to  profit  and  loss, 4,066  08 

$9,667  86  $9,657  86 

Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1892, $7,916  19 

Balance  of  gas  manufacturing  account,    ....  4,05608 

Dividends  declared $2,700  00 

Balance  June  30,  1893, 9,271  27 

$11,971  27  $11,971  27 


AMHERST  GAS  COMPANY. 

Assets. 

Real  estate  (gas), $635  86 

Machinery  and  manufacturing  appliances  (gas), 7,98122 

Street  mains  (gas), 6,710  87 

Meters  (gas), 1,492  01 

Due  for  gas, 698  47 

Coke  on  hand, 30  00 

Naphtha  on  hand, 136  14 

Other  gas  materials  on  hand, 91  20 

Real  estate  (electric), 1,298  77 

Steam  plant  (electric),      ,       ,       ,       ,   \ 

Electric  plant, V 33,625  42 

Lines,  meters,  lamps  and  globes  (electric),  J 

Due  for  electric  light  and  power, 790  90 

Fuel  on  hand  (electric) 71  06 

Oil  and  waste  on  hand, 63  63 

Incandescent  lamps  on  hand, 151  05 

Other  electric  materials  on  hand, 880  29 

Tools  on  hand, 43  60 

Sundry  accounts  due  the  company, ........  559  42 

Office  furniture, 55  16 

Cash  on  hand, 289  37 

Unexpired  insurance, 95  26 

Investments, 1,011  26 

Total  assets,  as  per  books  of  the  company,      .       .       .       .       .  $56,599  82 
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XiIABILITIBS. 

CapHalitock, 

Bonds  Issned,    •       •       •       . 

Unpaid  Mils,     •       .       .       .       ^       .       . 

Intereit  doe  bat  not  pftid, 


A 


Total  liabilities,  as  per  books  of  the  company, 
Ftoflt  and  kiss  balanoe  (if  surplns). 


Manvtaotubino  Aooomrr. 


J8»if 


Operating  expenses.  I  »j^-      ; 

Income  from  sale  of  gas,  .... 

sale  of  eleetric  Uglit  and  power, 
other  soarees,  electric, 

Balanoe  to  profit  and  loss,   f^>  .* 

1  electric,     • 


Profit  and  Loss  Aoconrr. 


Balsnce  Jane  80, 1892, 
Balance  of  gas  mannftustnring  acooant,  . 
Balance  of  electric  manaikctnring  socoont, 
Mercbandfse  acconnts,     .... 

Interest  paid, 

Depredation, 

Balance  June  30, 1893 


f2S,000  00 

18,600  00 

978M 

462  00 

tM^Mllo 
11408  82 

$60,009  82 


$2,626  U 
4J44  17 


$4,037  87 

4,936  92 

117  15 


2,002  78 
809  90 


$9,68194 

$9,881  94 

Db. 

Cb. 

$10,801  28 

2,002  73 

809  90 

489  32 

$925  00 

469  41 

11.668  82 

•13.053  23      $13,053  23 


ANDOVER  ELECTRIC  COMPANY. 

Assets. 

Real  estate. $12,380  80 

Steam  plant, 12,387  70 

Electric  plant, 17,153  94 

Lines,  meters,  lamps  and  globes,      .       .       . 16,771  10 

Due  for  electric  light  and  power, 972  38 

Fnel  on  band, 180  00 

Carbons  on  hand, 20  00 

Oil  and  waste  on  hand, 4886 

Incandescent  lamps  on  band, 171  90 

Globes  on  band, 6  10 

Other  electric  materials  on  hand,     .       .       .       .       .       .       .       .  464  50 

Electric  fixtures  on  hand, 176  65 

Horses,  wagons,  etc., 331  70 

Sundry  accounts  due  the  company, 614  34 

Office  furniture, isl^  40 

Cash  on  band, 85  89 

Total  assets,  as  per  books  of  the  company, $60,800  26 

Profit  and  loss  balance  (if  deficit), 2,000  18 

$62,800  44 
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Liabilities. 

Capital  stock, $30,000  00 

Bonds  issued, 22,000  00 

Notes  payable, 8,631  00 

Unpaid  bills 1,598  10 

Interest  due  but  not  paid, 571  34 

Total  liabilities,  as  per  books  of  the  companj,         ....  |62,800  44 

Manvpaoturino  Account. 

!>«.  Cr. 

Operating  expenses, $8,883  94 

Sale  of  electriclight  and  power, $11,246  67 

Balance  to  profit  and  loss, 2,362  73 

$11,246  67  $11,246  67 

Profit  and  Loss  Account. 

D».  Cb. 

Balance  June  30, 1892, $2,068  74 

Jobbing  and  fixture  accounts, 540  68 

Balance  of  electric  manufacturing  account,     .       •       .  2,362  73 

Bond  premiums, 50  00 

Rents, 150  00 

Construction  previously  charged  off,        ....  528  42 

Other  items  of  income,     . 151  78 

Interest  paid, $3,052  53 

Depreciation, 4,800  00 

Balance  June  30, 1893, 2,000  18 

$7,852  53  $7,852  53 


ARLINGTON  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $1,000  00 

Machinery  and  manufacturing  appliances, 36,000  00 

Street  mains 84,000  00 

Due  for  gas, 3,007  54 

Gas  coal  on  hand, 697  64 

Tar  on  band, 173  25 

Cash  on  hand, 4,634  53 

Total  assets,  as  per  books  of  the  company, $78,512  96 

Liabilities. 

Capital  stock $70,000  00 

Unpaid  dividends, 780  00 

Total  liabilities,  as  per  books  of  the  company,         ....  $70,78000 

Profit  and  loss  balance  (if  surplus), 7,732  96 

$78,612  96 
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MAMTTrAOTUXIHO  ACOOITlfT* 

Operating  expeniM, $11,612  88 

looome  from  sale  of  gftf, $14,796  <t2 

iMidiials, 915  00 

other  sonioes,  gM, 24  00 

Balance  to  profit  and  loes, 4,226  24 

$15,787  62      $15,787  62 

Pbovit  axd  Loas  Accoxtmt. 

•  I>B.  Ca. 

Balance  Jane  80, 1892, $8,182  95 

Balance  of  gas  mannfiMtoring  acoonnt,    .       .       •       •  4,225  24 

DiTidends  declared, $4,200  00 

Depredation, 475  28 

Balance  Jone  80, 1898, 7,782  96 


$12,408  19      $12,408  19 


ATHOL  OAS  AND  ELBCTRIC  COMPANT. 

Aaavra. 

Beal  ettate  (gas), ^ 

Machinery  and  mannfiMStnring  appliances  (gas),    .  I  ^.^  -^j  jo 

Street  mains  (gas) y    .       .       .       .  $53,334  49 

Meters  (gas), J 

Due  for  gas, 521  80 

Gas  coal  on  band, 409  14 

Enricbers  on  hand, 206  25 

Other  gas  materials  on  hand, 225  00 

Real  estate  (electric),       .       .  •       •! 

Steam  plant  (electric),      ...  .  j 

Electric  plant, [ 11,660  49 

Lines,  meters,  lamps  and  globes  (electric),     .  j 

Patent  rights, j 

Due  for  electric  light  and  power, 260  84 

Fuel  on  hand  (electric), 90  00 

Carbons  on  hand, 27  00 

Other  electric  materials  on  hand, 150  00 

Cash  on  hand, 242  28 

Total  assets,  as  per  books  of  the  company, $67,127  29 

Liabilities. 

Capital  stock, $25,000  00 

Bonds  issued, 25,000  00 

Notes  payable, 8,4i{6  66 

Unpaid  bUls 6,252  30 

Total  liabilities,  as  per  books  of  the  company, $64,738  86 

Profit  and  loss  balance  (if  surplus) 2,388  43 

$67,127  29 
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Manvfactubimo  Account 


Operating  expenses,  1^!"*      ' 

I  eiectnCi        •       « 

IncoDQe  from  sale  of  gas,  .... 

sale  of  electric  light  and  power, 

Balance  to  profit  and  loss,  /  ^^*    ' 

I  electric, 


Pbofit  and  1^88  Account. 


Balance  June  30,  1892,  .... 
Balance  of  gas  manufacturing  account,  . 
Balance  of  electric  manufacturing  account, 

Supplies,  gas, 

Supplies,  electric, 

Interest  paid, 

Depreciation, 

Balance  June  30, 1893,       .... 


Dm. 

Cb. 

$6,272  67 

3,930  85 

$7,693  66 

3.288  11 

2,420  99 

642  74 

$11,624  51 

$11,624  51 

Db. 

Cb. 

$2,225  18 

2,420  99 

$642  74 

840  39 

267  00 

1,230  00 

1,492  39 

2.388  48 

•5,753  56       $5,763  56 


ATTLEBOROUGH  GAS  LIGHT  COMPANY. 

A88BT8. 

Real  estate, $12,187  18 

Machinery  and  manufacturing  appliances, 26,507  69 

Street  mains, 12,603  09 

Meters, 2,310  12 

Due  for  gas, 2,204  97 

Gas  coal  on  hand, 5,484  60 

Coke  on  hand, 16  00 

Tar  on  hand, 390  94 

Purifying  materials  on  hand, 33  75 

Other  gas  materials,  tools  and  supplies  on  hand, 271  57 

Stoves  and  lamps  on  hand, 442  84 

Sundry  accounts  dne  the  company, 299  11 

Office  furniture, 131  20 

Cash  on  hand 103  97 

Total  assets,  as  per  books  of  the  company, $62,986  53 

Liabilities. 

Capital  stock, $46,400  00 

Unpaid  bills, 462  51 

Total  liabilities,  as  per  books  of  the  company, $46,862  51 

Profit  and  loss  balance  (if  surplus), 16,124  02 

$62,986  53 
Manufactubino  Account. 

Db.  Cb. 

Operating  expenses, $10,668  69 

Income  from  sale  of  gas, $18,122  20 

residuals, 1,788  96 

other  sources, 3  60 

Balance  to  profit  and  loss,         ......  9,246  17 

$19,914  76  $19,914  76 
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Pbovit  axd  Lost  AOOOOXT. 

DB. 

Balanoe  Jane  80, 1882,      . fU^lS  28 

BaUnooofgasniAiiiiflMStiiriiigaoconiit,  .       .       •       •  9^6  17 

Interest  reoeiTed, •  M08 

Otberitemf  ofinooDMb     • 78  41 

PlTldende  dedarad, $M40  00 

Depredation, •  180  29 

Balanoe  Jane  80, 1898t 16,124  02 


120,894  81      •20,894  81 


BAY  STATE  GAS  COMPANY. 
Ambts. 


} 


B«al  estate,       ..... 

Madiineiy  and  manofaetaring  appliances,  }•  •       •       •       •       •       .f4,964,380  96 

Street  mains, 

Meters, 1,761  10 

Dae  for  gas, 20,474  08 

Oas  coal  on  hand, 10,164  98 

Coke  on  hand, 71  20 

Tar  on  hand, 8900 

Enrtchers  on  hand, 12,210  81 

Porifying  materials  on  hand, * .       .       .       .  2,009  60 

Other  gas  materials  on  hand, •  10,893  00 

Horses,  wagons,  etc.,« 790  50 

Sundry  acconnts  dae  the  company, 206  10 

Cash  on  hand, 2,735  13 

Notes  recefyable, 7,400  00 

Investments, 25,000  00 

Works,  improvement, 74,146  11 

Gas  on  hand, 729  90 


Total  assets,  as  per  books  of  the  company |5,122,452  25 

Liabilities. 

Capital  stock, $500,000  00 

Notes  payable 4,507,000  00 

Unpaid  bills, 37,617  57 

Amounts  dae  fh>m  the  company,  not  included  above,    ....  4,525  86 


Total  liabilities,  as  per  books  of  the  company,         ....  95,049,143  43 
Profit  and  loss  balance  (if  surplus), 73,308  82 


$5,122,462  25 

Manufacturing  Account. 

Dk.  Cb. 

Operating  expenses, $358,693  73 

Income  ft-om  sale  of  gas, $862,097  25 

residuals, 1%  45 

Balance  to  profit  and  loss, 503,596  97 


$862,292  70    $862,292  70 


1894.]  PUBLIC  DOCUMENT  — No.  35.  163 


Pbopit  and  Loss  Account. 

Db.  Cr. 

Balance  Jane  30,  1892, $5,816  29 

Balance  of  gas  manufacturing  account 503,598  97 

Dividends  declared, $43,750  00 

Interest  paid 392,356  44 

Balance  June  30,  1893 73,308  82 

$509,415  20    $509,415  26 


BEVERLY  GAS  AND  ELECTRIC  COMPANY. 

Assets. 

Real  estate  (gas), $23,000  00 

Machinery  and  manufacturing  appliances  (gas), 8,324  39 

Street  mains  (gas), 15,654  31 

Meters  (gas), 4,409  69 

Due  for  gas, 4,150  85 

Coke  on  hand, 36  00 

Tar  on  hand, 735  00 

Enrichers  on  hand, 1  23 

Purifying  materials  on  hand, 10  00 

Stoves  on  hand, 224  77 

Gas  fixtures  on  hand,  and  Lungren  lamps, 465  53 

Real  estate  (electric), 17,257  64 

Steam  plant  (electric) , '\ 

Electric  plant, V      .       .       .       .  54,232  09 

Lines,  meters,  lamps  and  globes  (electric),      .        J 

Due  for  electric  light  and  power, 1,197  26 

Carbons  on  hand, .  40  00 

Oil  and  waste  on  hand, 13  12 

Incandescent  lamps  on  hand, 40  80 

Sundry  accounts  due  the  company, 474  37 

Office  furniture, 577  46 

Cash  on  hand, 170  03 

Investments, 1,000  00 

Total  assets,  as  per  books  of  the  company, $132,014  54 

Liabilities. 

Capital  stock, $92,000  00 

Bonds  issued, 11,800  00 

Unpaid  bills, 566  00 

Total  liabilities,  as  per  books  of  the  company,        «...  $104,366  00 

Profit  and  loss  balance  (if  surplus), 27,648  54 

$132,014  54 

Manufactubino  Account. 

Da.  Cb. 

f  gas, $10,003  65 

Operating  expenses,   |  electric,        .       .•      .       .       .  7,692  55 

Income  from  sale  of  gas, $16,448  67 

residuals, .  1,490  95 

other  sources,  gas 81  85 

sale  of  electric  light  and  power, .       .       .  11,502  88 

other  sources,  electric,        ....  97  40 

r  gas, 8,017  82 

Balance  to  profit  and  loss,    j  electric,     ....  3,90773 

$29,621  75  $29,621  75 
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PBonr  AXD  LoM  AooomiT. 

Di.  Cm. 

Balance  June  30, 1892, #81,940  96 

Balance  of  gas  manafiuitoring  aoeonnt,  •       •       .       •  8,017  82 

Balance  of  electric  manafkctoring  account,     .       •       •  8,907  78 

Interett  recelTed, 78  34 

Rente, 99  00 

Other  items  of  income, 82  48 

DiTidends  declared, $5,520  00 

Interest  paid, 881  06 

Other  items, 21  68 

Balance  Jane  80, 1898, 27,648  54 


984,071  28     tU/m  28 


BLUB  HILL  ELBCTBIC  COMPANY. 

ASSBTB- 

Bealestate, $3,742  40 

Steam  planti 6,951  88 

Blectric  plant, 10,577  52 

Lines,  meters,  lamps  and  globes, 21,828  09 

Oil  and  waste  on  hand, 2  47 

Horses,  wagons,  etc, 807  60 

Cash  on  hand, 93  10 

Total  assets,  as  per  books  of  the  company, $42,602  41 

Profit  and  loss  balance  (if  deficit) 947  59 

$43,450  00 

Liabilities. 

Capital  stock, $22,000  00 

Bonds  issued, 20,000  00 

Notes  payable, 1,450  00 

Total  liabilities,  as  per  books  of  the  company, $43,450  00 


Manttfacturino  Account. 

Pi.  Cb. 

Operating  expenses, $4,048  44 

Income  from  sale  of  electric  light  and  power,  .       .       .  $4,987  63 

Balance  to  profit  and  loss, 939  19 

$4,987  63       $4,987  63 

Pbopit  and  Loss  Account. 

DiL  Cb. 

Balance  Jane  30, 1892, $1,286  78 

Balance  of  electric  manufacturing  account,     .       .       .  $939  19 

Interest  paid, 600  00 

Balance  June  30,  1893, 947  59 

$1,886  78       $1,886  78 
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BOSTON  ELECTRIC  LIGHT  COMPAKY. 

Real  Mtale, $486,077  27 

Steam  plant 368,143  20 

El«eiric  plant, 3S0,4f«  10 

Llnea,  metera,  lampi  and  glolwi, 614,839  87 

Due  Tor  electric  light  and  power &3,93fl  98 

Fuel  on  baod 6,313  30 

Carboni  on  band !,41fl  38 

Oil  an.l  uMiL'onUBnd, 190  62 

jDOBn.lesi'i.'ntlainp»onhaDd 7,393  22 

Olo.|>e.oilImnd 1,388  63 

Ottier«lectrlcDialCirmIsonband 28,000  69 

Motors  on  lard, 3,369  M 

Honei,  wagona,  etc.. '2.031  13 

Suniir;  accounti  dne  the  compaD? 14,210  46 

OrKw  (iirnHiire 3,029  17 

Caib  on  hand, 83,693  60 

Tola]  a«ietB,  a«  per  booka  of  the  compan;, f2,3M,101  42 


LtABILITIta. 

Capital  ftock |1 ,698,200  00 

Bonda  iMiied 300,000  00 

Notes  pavahle 12^,056  09 

Unpaid  bllli 13,631  32 

Inlereal 6,54S  00 

Total  liabllltiea,  as  per  booki  oflbe  cotopanr f2,04t,332  41 

FroHl  and  losa  balance, 309,869  01 

(2,304,191  12 

MisuFACTi'EiNa  Account. 

Operating!  expenaea, (372,608  86 

Income  from  sale  of  electric  llgbl  and  power, .       .       .  f  536,287  B9 

other  lonrcet 76  TB 

Balance  to  profit  and  loaa 163,869  79 

f636,364  64  9636.364  SI 

PaopiT  ASD  Loaa  Acoocmt. 

D«.  Ca. 

Balance  June  30,  1892 (218,967  67 

Balance  of  electric  mannfacturlng  acconnt,     .       .       .  163,835  79 

Rente, 1.376  00 

Other  itema  of  income 26,036  6S 

DItldenda  declared (103,610  00 

Inlereal  paid 23,866  00 

Balance  June  30,  1893 300,869  01 


(442,234  01    (142,234  01 
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BOSTON  GAS  UQHT  COMPANY. 

Ambtc. 

BMlMtete, fl«a6,ia0  77 

Macliinerj  and  mannfactnring  Applfawoei, 3,2M.027  43 

Street  niAiiis, 1,087.41S  13 

Heten, 886,»8  20 

Daeforgas, 71,Ml  OS 

Om  coil  00  band,     .                             14,490  86 

Coke  on  band, 4,066  00 

Tar  on  band, 6,474  00 

Bnrtcbers  on  band, 6,170  20 

Purifying  malerialf  on  band,  . 060  16 

Otber  gas  materials  on  band, 40,010  80 

Snndry  acoonnts  due  tbe  company, 20,804  22 

bffioe  fnmitnre, 11,880  76 

Casb  on  band, 120,106  86 

Notes  receiTable,      •       •       •       • 06,000  00 

Ammonia, 406  02 

Gas  on  band,    . 2,617  00 

Total  assets,  as  per  books  of  tbe  company §7,394,807  88 

CapiUl  stock, .$2,600,000  00 

Notes  payable, 180,000  00 

Unpaid  bills 49,590  46 

Deposits, 21,780  00 

Reserve  fand,    •    \ 

Contingent  fond,     [ 290,954  91 

Depreciation  fand,  J 

Amounts  dae  from  the  company,  not  included  above,    ....  10,000  00 


Total  liabilities,  as  per  books  of  the  company, $3,052,276  37 

Profit  and  loss  balance 4,342,032  46 

$7,394,307  83 
Manufacturino  AccorNT. 

Operating  expenses, $1,273,790  53 

income  from  sale  of  gas, $1,490,30104 

residuals, 55,*/61  63 

otber  sources,  • 142  60 

Balance  to  profit  and  loss, 271,914  74 

$1,545,705  27  $1,545,706  27 

Pbofit  and  Loss  Account. 

Ds.  Cb. 

Balance  June  30,  1892, $4,357,403  38 

Balance  of  gas  manufacturing  account,    ....  271,91474 

Rents, 20,266  95 

Dividends  declared $250,000  00 

Interest  paid, 7,651  61 

Rent  of  street  mains, 60,000  00 

Balance  June  30, 1893, 4,342,032  46 

$4,649,584  07  $4,040,684  07 
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BRIDGE  WATER  ELECTRIC  COMPANY. 

A88BTB. 

Real  estate, $3,221  86 

Steam  plant, 5,629  33 

Electric  plant, 5,289  25 

Lines,  metern,  lamps  and  globes, 16,688  83 

Dae  for  electric  light  and  power, 590  15 

Fael  on  band, 131  25 

Carbons  on  band, 69  50 

Oil  and  waste  on  band, 32  55 

Incandescent  lamps  on  band,  "^  40  90 
Globes  on  band,       .       .       / 

Sundry  accounts  dne  tbe  company, 19  85 

Casb  on  band, 244  70 

Total  assets,  as  per  books  of  tbe  company, $31,958  17 

Profit  and  loss  balance, 1,963  37 

$33,921  54 
Liabilities. 

Capital  stock, $16,000  00 

Bonds  issued, 15,000  00 

Unpaid  bills 2,571  54 

Interest  due  but  not  paid, 1,350  00 

Total  liabilities,  as  per  books  of  tbe  company,         ....  $33,921  54 


Manufacturing  Account. 

I)B.  Cb. 

Operating  expenses, $4,326  77 

Sale  of  electric  light  and  power, $6,418  38 

Other  sources 19  85 

Balance  to  profit  and  loss, 2,111  46 

$6,438  23       $6,438  23 

Profit  and  Loss  Account. 

Db.  Cb. 

Balance  Jane  30, 1892, $3,275  36 

Balance  of  electric  manufacturing  account,     .        .        .  $2,11146 

Other  items  of  income, 100  53 

Dividends  declared, 900  00 

Balance  June  30,  1893, 1,963  37 

$4,175  36       $4,175  36 


BROCKTON  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $49,000  00 

Machinery  and  manufacturing  appliances,  1  j«q  .»q  qq 

Street  mains,      ......  f * 

Meters, 4,140  33 

Dae  for  gas, 4,360  55 
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Otf  ooal  on  hand •       •       •       •       •  fl»287 

Coke  on  hand, 80  00 

Tar  on  hand 8i0  00 

Enrichtra  on  band, 10  00 

PnrifTing  materlalf  on  hand, 00  00 

Other  gas  materiali  on  hand, •  3,741  03 

Oas  on  hand, •       •       •       •       .  41  60 

SIOYes  on  hand, 806  07 

Lamps  on  hand, S,270  SO 

Oas  flstnres  on  hand, 806  08 

Patent  rights, 79,000  00 

Horses,  wagons,  etc, 46490 

Bnndry  accounts  due  the  oompan  j, •  080  82 

Office  ftimitnre, 104 10 

Cash  on  hand, 8S9  28 

Inyestments •  7,220  41 

Total  assets,  as  per  books  of  the  companj, $280,980  09 

Profit  and  loss  balance, 88,888  15 

9824,848  24 

LXABILimS. 

Capital  stock, $178,000  00 

Bonds  issued, 100,000  00 

Notes  payable, 9,000  00 

Unpaid  bills, 29,408  24 

Deposits 20  00 

Unpaid  ditidends 6,305  00 

Interest  due  bat  not  paid, 2,600  00 

Totalliabilities,  as  per  books  of  the  company, $324,843  24 


MANrPACTUKiifo  Accorin'. 

Dx.  Cb. 

Operating  expenses, $18,107  69 

Income  from  sale  of  gas, $32,059  67 

residuals 2,480  22 

other  sources, 439  37 

Balance  to  profit  and  loss, 16,871  67 

$34,979  26      $34,979  26 

Profit  and  Loss  Accoxtkt. 

I>B.  Cb. 

Balance  June  30, 1892, $39,327  76 

Balance  of  gas  manufacturing  account,    ....  $16,871  67 

Interest  received, 168  52 

Bents 60  00 

Other  items  of  mcome, 64  42 

DiTidends  declared, 10,680  00 

Interest  paid, 6,000  00 

Balance  June  30, 1893, 38,868  16 

$66,007  70     $60,007  76 
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BEOOKUNE  OA8  LIGHT  COMPANY. 

RmI  eiMCe  (ga») t492,621  27 

Maclilner7«nilraanar»ctQrliii!«ppll»Dces  (gM), 86, IBS  71 

Machinery  and  menu  fact  iirlng  appliance!  (gas),  111  procK$ii.  .        .       .  71,713  86 

Streal  main,  (gu.) 271,372  11 

Street  mains  (pa.),  in  proce 3l6.«97  33 


Meter,  (gas). 


21,SI2  6; 


le  ror  gal 24,781  39 

Ou  coal  on  hand 1^.364  GO 

Coka  on  band !»  W 

Tar  on  band, ««  00 

Knrlcher.  on  hand, 10  OO 

PnrlfylnR  maltrlaU  on  band 656  00 

Other  gaa  materlali  on  band 3,fi96  3S 

RenlesUle  Icleelricl «,a00  00 

Sttam  plant  (electric  , 70.8<9  « 

■Etectrieplani 81.279  81 

Lines,  metets  lamp*  and  global  (electric), 122,748  2> 

Due  for  electric  light  and  power, S.988  29 

Fuel  on  hand  (electric) 200  00 

Carbonaonhund,             Ml  W 

OlIandirasleoDhaiitl, 188  06 

IncandeacCDt  lamps  on  hand, 2,776  71 

GlybeBOnhand 88  S6 

Other   leciricmHicrml.onhand 2,284  60 

Horsea,  wagon.,  etc., 2,080  60 

Sundry  accounli  due  the  company 1,032  OS 

OfD™  furniture MM  W 

Cafihotlhund 76.69186 

InTcatm^nta. 600  00 

Sinking  rand 8.0WI  «> 

Total  aaieta,  as  per  book,  or  the  company $1,034.038  18 

LlABILtTIEH. 

Capitalatock Jl ,000,000  00 

Bondl  i«.iied 360,000  00 

Note,  payable 1«.000  00 

Unpaid  bill ".112  33 

nepoalt 7S6  67 

Intere.i  doe  bat  not  paid '.       .       .       .  (5,48128 

Total  llabllitie.,  a.  per  book*  ot  the  company 91,684,980  26 

Profit  and  low  balance, 49.6B7  98 

»1,634,03S  18 

MANVFAtrTUHINO   ACCOUHt. 

i-fta. (96,323  86 

Operating  expan.e*,  \  ^^^^^ 70,mi  36 

Income  rromiale  of  ga>, $136,936  34 

realdnal 23.0S8  81 

saleof  electric  light  and  power,  .        ,       .  60,218  11 

other  source.,  electric 801  00 

f  gas 63,667  29 

Balance  to  profit  and  loM,   ^Blectrlc 9,126  20 

9330,132  61  $230,133  SI 
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PbOFIT  AlTD  LOM  AOOOUMT. 

Db. 

Balance  Jane  80, 1892, 

Balanoeofgai  manafkctaringaooennt,   •       •       .       • 

Balanoe  of  electric  mannfiictiiringacoomit,     •       •       •        t8,l25  26 

Interest  received, 

Preminms  on  new  stock 

Otber  items  of  income, 

BiTidends  declared, 80,000  00 

Interest  paid, 81,860  78 

Fittings  accoont, 2,182  27 

Depreciation, 702  18 

Commissions  on  sale  of  new  stocky 812  60 

Other  items, 688  02 

Balance  Jone  80, 1893, 40.667  98 


f48,868  09 
88,687  29 

488  94 

21,976  26 

842  88 


$180,848  68    $180,343  63 


CAMBRIDGE  BLECTBIC  LIGHT  COMPANT. 


AsaiTS. 


Real  estate,       .       .       •       • 

Steam  plant,      .... 

Electric  plant,   .... 

Lines,  meters,  lamps  and  globes, 

ConstrnctioD  acconnt, 

Dae  for  electric  light  and  power, 

Fael  on  band,    .... 

Carbons  on  band, 

Oil  and  waste  on  band,     . 

Incandescent  lamps  on  band. 

Globes  on  band, 

Otber  materials  on  band,  . 

Unexpired  insarance, 

Horses,  wagons,  etc., 

Casb  on  band,    . 


$482,667  01 

8,707  40 

12,718  62 

2,223  48 

847  08 

140  73 

2,200  00 

80000 

63633 

2,497  82 

Francbise, 15,000  00 


;} 


Total  assets,  as  per  books  of  the  company. 


$478,228  47 


LlABILITIBS. 

Capital  stock, $200,000  00 

Bonds  issued, 200,000  00 

Notes  payable 30,000  00 

Unpaid  bills, 6,449  69 

Interest  dne  but  not  paid, 6,425  00 

Resenred  fund, 10.000  00 


Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance, 


$462,874  69 
26,363  78 


$478,228  47 
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Manufaotukino  Account. 

Operating  expensei, $58,336  18 

Income  flrom  sale  of  electric  light  and  power, . 
Balance  to  profit  and  loss, 


Profit  and  Loss  Account. 

Balance  June  30, 1892, 

Balance  of  electric  manafacturing  account,     . 

Wiring  account, 

Diyidends  declared, $12,000  00 

Interest  paid, 14,230  61 

Bad  debts 1,600  00 

Other  items, 200  00 

Balance  June  30, 1893, 25,353  78 


Db. 
$58,336  18 

38.737  22 

C?B. 

$92,073  40 

$92,073  40 
Db. 

$92,073  40 

Cb. 
$18,855  75 
33,737  22 
841  42 

$53,434  39      $53,434  39 


CAMBRIDGE  OAS  LIGHT  COMPANT. 


Assets. 

Real  estate, $66,142  66 

Machinery  and  manufacturing  appliances,  \ 

Street  mains [ 751,633  49 

Meters, ) 

Due  for  gas, 41,516  32 

Oas  coal  on  hand, 5,364  17 

Coke  on  hand, 1,250  00 

Tar  on  hand, .  855  00 

Other  gas  materials  on  hand, 5,984  00 

Oas  fixtures  on  hand,  Lungren  lamps, 3,531  50 

Sundry  accounts  due  the  company, 7,329  71 

Cash  on  hand, 22,582  48 

Notes  receivable, 43  74 

Investments,      .        .       . 107,081  66 

Total  assets,  as  per  books  of  the  company, $1,013,314  73 

Liabilities. 

Capital  stock $700,000  00 

Deposits 2,616  60 

Amounts  due  from  the  company,  not  included  above,    ....  17  95 

Total  liabilities,  as  per  books  of  the  company,         ....  $702,534  55 

Profit  and  loss  baUnce, 310,780  18 


$1,013,314  73 

Manufactu&ino  ACCOUIfT. 

Db.  Cb. 

Operating  expenses, $134,794  06 

Income  from  sale  of  gas, $208,366  64 

residuals 24,933  03 

other  sources, 510  I* 

Balance  to  profit  and  loss,        .,,,,.         99,014  75 

$233,808  81  $233,808  81 
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Pbovit  avd  Lom  Aooouire. 

Bftlanee  Jane  80, 1882, 9278,726  45 

Balmncd  of  gat  mannfketairing  aceognt,  ....  99,01475 

Interest  recdyed, 2,147  4S 

Bentf, 802  66 

Dhrtdends  dednnd, 970,000  00 

BnUmce  Jane  80, 1808 810,780  18 

9880,780  18    9880,780  18 

CANTON. 
(See  Blvb  Hux  Blbotbio  GcnrFAin.) 


CHABLE8T0WN  GAS  AND  ELECTRIC  COMPANT. 

Amstb. 

BealeMate(gai) 9667,600  91 

Machinery  and  manaftdnrlng  ftppltences  (gM), 90,600  00 

Doe  for  gas, 18i620  80 

Oas  coal  on  hand, 4,499  21 

Coke  on  hand, 216  00 

Ttoonhand, 1,687  76 

Enrlehen  on  hand, 220  81 

Electric  plant 94,914  19 

Electric  light  extension, 2,069  79 

Dae  for  electric  light  and  power, 2,196  66 

Cash  on  hand, 5,371  24 

Investments, 3,600  00 

Total  assets,  as  per  books  of  the  company, 9721,636  26 

Liabilities. 

CaplUl  stock, 9600,000  00 

Notes  payable, 72,164  00 

Unpaid  bills, 2,497  89 

Deposits, 713  62 

Unpaid  dividends, 620  00 

Reserve  fnnd, 3,600  00 

Total  liabilities,  as  per  books  of  the  company,         ....  9579,696  61 

Profit  and  loss  balance, 142,040  75 

9721,636  26 
Manufaotcring  Acooukt. 

Db.  Cb. 

Operating  expenses,  /  ^"» 9^,294  84 

\  electric, 27,016  99 

Income  from  sale  of  gas, 9132,831  85 

residuals, 17,666  39 

sale  of  electric  light  and  power, .       .       .  36,668  84 

Balance  to  profit  and  loss,   /  ^" ^'^^  ^ 

I  electric,     .       ...       .  9,651  85 

9187,167  06  9187,167  06 
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PaOFIT  AND  L088  AOOOUNT. 

DS.  Cr. 

Balance  Jone  30, 1892, '    $132,325  28 

Balance  of  gas  manafactnring  acconnt,    ....  56,203  40 

Balance  of  electric  manufacturing  account,     .       .       .  9,651  85 

Rents, 144  00 

Shop  account, 905  78 

Dividends  declared, $50,000  00 

Interest  paid 3,189  56 

Depreciation,  electric  plant, 4,000  00 

Balance  June  30, 1893 142,040  75 

$199,230  31    $199,230  31 
CHELSEA  GAS  LIGHT  COMPANY. 


Assets. 

Real  estate  (gas), $170,000  00 

Machinery  and  manufacturing  appliances  (gas),  ^ 

Street  mains  (gas), 1 130,000  00 

Meters  (gas), j 

Due  for  gas 9,682  35 

Gas  coal  on  hand, 6,333  85 

Real  estate  (electric) 12,757  16 

Steam  plant  (electric), 30,766  02 

Electric  plant 35,839  18 

Lines,  meters,  lamps  and  globes  (electric) 46,313  10 

Due  for  electric  light  and  power, 4,529  29 

Sundry  accounts  due  the  company, 569  53 

Cash  on  hand, 5,394  21 

Total  assets,  as  per  books  of  the  company, $451,184  69 

Liabilities. 

C'apital  stock, $300,000  00 

Bonds  issued, 100,000  00 

Notes  payable, 5,000  00 

Deposits, 1,298  00 

Unpaid  dividends, 75  00 

Amounts  reserved  for  discounts, 300  00 

Total  liabilities,  as  per  books  of  the  company,         ....  $406,673  00 

Profit  and  loss  balance, 44,51169 

$451,184  69 
Manvpaoturino  AOOOVIIT. 

Dr.  Ch. 

Operating  expenses,  |  ^f « •^•®^*^  ^2 

^         e      »~       '  ^  electric 27,691  05 

Income  from  sale  of  gas, $56,581  33 

residuals 7,998  77 

sale  of  electric  light  and  power, .       .       .  36,769  55 

Balance  to  profit  and  loss,    /  «*«• 15»^*  ^ 

*  I  electric,      ....  9,078  50 

$101,349:65  $101,349  65 
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Pbokt  and  Loss  Aoooumt. 

Db.  Cb. 

Balance  Jane  SO,  1892» •tS.llft  M 

Balance  of  gas  mannfkctaringaceoant,   •       •       .       •  16,964  88 

Balance  of  electric  mano&ctnring  account,     .       .       •  0,078  80 

Bond  premioms, 410  00 

Bents 212  00 

Jobbing  account, 648  80 

Other  items  of  income, 28  80 

DiTidends  declared, $18,000  00 

Interest  paid, 4,092  88 

Constmction  charged*oif, 5,862  10 

Depreciation, 2^  08 

Balance  Jnne  80, 1898 44,011  69 

•74,661  28      •74/USl  2S 

CHICOPEE  ELECTRIC  LIGHT  COMPANT. 

Assets* 

Real  estate f  1,020  77 

Steam  plant, 2,414  18 

Electric  plant, 6^78 

Lines,  meters,  lamps  and  globes, 4,296  99 

Doe  for  electric  light  and  power, •  606  26 

Carbons  on  hand, 80  00 

Oil  and  waste  on  hand 10  00 

Total  assets,  as  per  boolcs  of  the  company, $18,952  93 

Profit  and  loss  balance, 3,441  93 

•17,894  86 
Liabilities. 

Capital  stock, $10,00000 

Notes  payable, 7,050  00 

Unpaid  bills, 844  86 

Total  liabilities,  as  per  books  of  the  company,         ....      $17,894  86 

Manufaoturino  Account. 

Da.  Cb. 

Operating  expenses, $3,145  80 

Income  from  sale  of  electric  light  and  power, .        .       .  $6,490  08 

Balance  to  profit  and  loss, 3,344  23 

$6,490  03        $6,490  03 

Profit  and  Loss  Account. 

Di.  ce. 

Balance  June  30,  1892, $2,058  58 

Balance  of  electric  manufacturing  account,      .       .       .  3,844  23 

Interest  paid, $203  38 

Construction  charged  off, 8,189  02 

Depreciation, *52  34 

Balance  June  30,  1893, 3.441  93 

$8,844  74       $8,844  74 
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Its 


CHICOPEE  GAS  WORKS. 


ASSBTS. 

Real  estate, 

Machinery  and  manufacturing  appliances, 

Street  mains, 

Meters, 

Due  for  gas, 

Gas  coal  on  band, 

Enrichers  on  hand 

Purifying  materials  on  hand,    .       .       .       . 
Sundry  accounts  due  the  company, . 

Office  furniture, 

Cash  on  band, 

Notes  receivable, 

Investments, 


920,000  00 

1,684  00 

6,500  00 

2,200  00 

738  78 

861  75 

101  10 

100  00 

500  00 

100  00 

98  49 

7,060  00 

10,000  00 

Total  assets,  as  per  books  of  the  company, f49,434  12 


Liabilities. 


Capital  stock. 


$30,000  00 


Total  liabilities,  as  per  books  of  the  company, f30,000  00 

Profit  and  loss  balance, 19,434  12 


MANrFACTURINO  ACCOUNT. 


Operating  expenses,  . 
Income  from  sale  of  gas,  . 
residuals,     . 
Balance  to  profit  and  loss. 


Profit  and  Loss  Account 


Balance  June  30, 1892, 

Balance  of  gas  manufacturing  account. 

Interest  received. 

Dividends  declared,  . 

Construction  charged  off. 

Depreciation, 

Old  bills  charged  off. 

Balance  June  30, 1893, 


$49,434  12 

Dh. 

Cb. 

$11,382  43 

$14,734  00 

5  25 

3,356  82 

$14,739  25 

$14,739  25 

Db. 

Cs. 

$25,255  03 

8,356  82 

395  69 

$1,800  00 

7,441  58 

155  00 

176  84 

19,434  12 

$29,007  54      $29,007  54 


CHICOPEE  MANUFACTURING  COMPANY. 

Manupacturino  Account. 

Dh.  Cb. 

Operating  expenses, $5,179  14 

Income  from  sale  of  gas, $3,756  50 

Balance  to  profit  and  loss, 1,422  64 

$5,179  14       $5,179  14 
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CITIZENS'  GAS  UQRT  COMPAIIT  OF  QUINGY. 


Baalettate, f9,600  90 

MACbfnery  and  miaafiMteiiiig  applfauioet, 15,000  00 

Stnet  iBAinf,     . 92,59S  10 

Mmtn, 8^007  TO 

DnefiurgBs, 1,889  46 

Om  ooal  OD  band,  ' 8,713  60 

Coke  on  hand, 12  00 

Tter  OD  hand,            700  00 

Kirichen  on  hand, 8000 

Other  gaa  materials  on  hand, '•       •       •  140  81 

StOYes  on  band,        •••• 618  86 

Oas  flztnrea  on  band, 400  00 

Hones,  wagons,  ete., 176  00 

Offloe  ftirnltnxe, 100  00 

Gash  on  hand, 607  88 

Total  assets,  as  per  books  of  the  oompanf, 968,29187 

Fkoflt  and  loss  balance,    .      ,. 47,617  21 


9116,608  68 


LlABIUTIBS. 


Capital  Stock, 968,000  00 

Notes  payable 67,000  00 

Unpaid  bills, 6,008  58 

Total  liabilities,  as  per  books  of  the  company 9116,608  68 


MANrFACTUBINO  ACCOUNT. 

Db.  Cb. 

Operating  expenses, f  13,707  49 

Income  from  sale  of  gas, 918,779  65 

residaals, 1,613  86 

other  soarces, 201  40 

Balance  to  profit  and  loss, 1,887  41 

916,604  90      916,694  90 

Profit  and  Loss  Aocoitnt. 

Dx.  Cb. 

Balance  Jane  30, 1892, 946,623  88 

Balance  of  gas  manofactoring  acconnt,   ....  91*88741 

Rents, 128  60 

Fitting  account 668  84 

Other  items  of  income, 46  21 

Interest  paid, 1,990  05 

Old  accoants  not  previously  inclnded,     ....  1,888  84  • 

Balance  June  30, 1893 47,817  21 

949,947  27      949,947  27 


1894.]  PUBLIC  DOCUMENT  — No.  35.  177 


CITIZENS*    GAS    LIGHT    COMPANY    OF   READING,    SOUTH  READING 

AND  STONEHAM. 

(Works  at  Wakefield.) 

ASSBTS. 

Real  estate  (gas), f21,280  00 

Machinery  and  manafactnring  appliances  (gas) , 65,742  64 

Street  mains  (gas), 29,672  40 

Meters  (gas), 2,126  75 

Dne  for  gas, 2,202  31 

Gas  coal  on  band, 625  62 

Coke  on  hand 81  22 

Purifying  materials  on  band, 100  00 

Other  gas  materials  on  band, 1,006  49 

Stoves  on  hand, 43  36 

Real  estate  (electric), 12,307  76 

Steam  plant  (electric), 17,322  86 

Electric  plant, 18,475  76 

Lines,  meters,  lamps  and  globes  (electric) ,     ^ 23,224  51 

Patent  rights 5,000  00 

Dae  for  electric  light  and  power, 1,259  52 

Fael  on  band  (electric  light) 345  95 

Carbons  on  hand, 4  50 

Oil  and  waste  on  band, .  40  00 

Incandescent  lamps  on  band, 130  35 

Meters, 856  38 

Motors,  tools,  etc.,  on  band, 652  56 

Horses,  wagons,  etc., 637  30 

Sundry  accounts  due  the  company, 784  84 

Office  fhmlture 179  32 

Cash  on  hand, 362  98 

Unexpired  insurance,  etc 113  90 

Total  assets,  as  per  books  of  the  company , 8194,559  28 

Profit  and  loss  balance, 4,808  63 

9199,367  91 
Liabilities. 

Capital  stock $95,300  00 

Bonds  issued, 70,000  00 

Notes  payable, 24,422  38 

Unpaid  bills, 8,395  53 

Unpaid  diyidends, 25  00 

Accmed  interest, 1,225  00 

Total  liabilities,  as  per  books  of  the  company,         ....  8199,367  91 

Manufaotcrino  Account.  « 

Da.  Cb 

OperaUngexpen,.,,  {«;^;^^;       [       [       '^       [       *'\f^'^ 

Income  firom  sale  of  gas, 812,606  37 

residuals, 1,298  00 

sale  of  electric  light  and  power,  .       .       .  7,386  93 

Balance  to  profit  and  loss,    i^* ^»PI  ^ 

^  \  electric,      ....  262  35 


821,291  30      8^^>^I  30 
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Pbofit  amp  Lom  AOOOUITT. 

Dl.  Cb. 

Balanee  Jane  80, 1892, |1>186  81 

BalAnoeofgaiiiuuinfSMtartngaoooiiiiti  .       .       •       .  $2,127  66 

BaUnoe  of  electric  mianfiMJliiriiig  aooonnt,     •       •       •  262  85 

Jobbing  acooiuit, 126  82 

Intereit  paid 5,801  87 

Old  billi  not  previoualy  reported, 607  60 

Baddebti 288  88 

Balance  Jane  80, 1896, 4,806  68 

$7,825  06       f  7,825  06 


CLINTON  QAS  LIGHT  COMPANY. 

AeilBTS* 

Heal  estate  (gas),     .       .       .                                   .  '    .       .       •  927,000  00 

Street  maim  (gas) 9,00000 

Meters  (gas),    .>. 60009 

Oas  coal  on  hand 6 I^Sgl  qo 

CoIlc  on  band, .       .       •       •       •  08  00 

Tar  on  band,     .       • 200  00 

Enricbenronliand, ••  12108 

Pnrifying  materials  on  band, 100  00 

Other  gas  materials  on  ban^,  •              .       .  '    .  *    .       .       .       •  296  01 

Real  estate  (electric),        .       .       .       .       .       .       .       .       .       .  24,000  00 

Steam  plant  (electric),      .       .       .  ' 15,000  00 

Electric  plant, 17,000  00 

Lines,  meters,  lamps  and  globes  (electric), 54,000  00 

Fuel  on  band  (electric), 1,102  12 

Carbons  on  band 153  00 

Oil  and  waste  on  band,     . 19  90 

Incandescent  lamps  on  band, 300  25 

Globes  on  band, -816  17 

OfSce  fumitare, 200  00 

Cash  on  band, 4,502  76 

Total  assets,  as  per  books  of  the  company f  155,936  83 

LlABILITIBS. 

Capital  stock, $73,000  00 

Notes  payable,  .       .       .       .       .       .       •       .       ...       .  74,000  00 

Total  liabilities,  as  per  books  of  the  company,        ....  f  147,000  00 

Profit  and  loss  balance, 8,936  83 

f  1(^,936  83 

•  Manufaoturxno  Account. 

Db.  Cb. 

Operating  expenses,  /  8**'      •       •       •       •       •       •       f  12,771  20 

I  electric, 14,920  94 

Income  from  sale  of  gas,  . $12,503  58 

residuals, 913  80 

sale  of  electric  light  and  power, .       .       .  19,886  62 

Balance  to  profit  and  loss,   i^^* 646  18 

i.  electric,     ....  4,965  68 

933,304  00  988,804  00 


1894.]  PUBLIC  DOCUMENT— No.  35.  179 


Pbofit  and  Loss  Account. 

Db.  Cb. 

Balance  Jane  30, 1892, ^9,216  68 

Balance  of  gas  manafactaring  account,  ....  646  18 

Balance  of  electric  naanafactaring  account,     .       .       .  4,965  68 

Dividends  declared, f  1,460  00 

Interest  paid, 3,983  96 

Depreciation, 447  75 

Balance  June  30, 1893, 8,936  83 

•14,828  54      914,828  54 


C0HA8SET  ELECTRIC  COMPANY. 

Assets. 

Real  estate ^4,221  89 

Steam  plant, 7,604  85 

Electric  plant 17,438  15 

Lines,  meters,  lamps  and  globes, 13,778  61 

Due  for  electric  light  and  power, 571  82 

Fuel  on  hand, 145  50 

Oil  and  waste  on  band, 52  10 

Incandescent  lamps  on  hand, 54  00 

Other  materials  on  band,  ...  - 35  00 

Sundry  accounts  due  the  company, 13  84 

Cash  on  hand 920  11 

Total  assets,  as  per  books  of  the  company, $44,835  87 


Liabilities. 

Capital  stock $30,000  00 

Bonds  issued, 9,000  00 

Unpaid  bills 3,108  79 

Depreciation  fund, r  1,000  00 

Total  liabilities,  as  per  books  of  the  company, $43,108  79 

Profit  and  loss  balance, 1,727  08 

$44,835  87 

Manufacturing  Account. 

Da.  Cs. 

Operating  expenses, $5,267  50 

Income  from  sale  of  electric  light  and  power, .       .       •  $7,095  62 

Balance  to  profit  and  loss, 1,838  12 

$7,095  62       $7,095  62 

Profit  and  Loss  Account. 

Db.  Cb. 

Balance  June  30,  1892, $616  38 

Balance  of  electric  manufacturing  account,      .       .       .  1,838  12 

Interest  received, 23  69 

Other  items  of  income, 8  00 

Interest  paid $239  65 

Depreciation, 514  41 

Balance  June  30,  1893,       ..,,,..  1,727  08 


$2,481  14       $2,481  14 
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COTTAQB  dTT  OA8  AND  BLBCTBIC  COM  PANT. 


Beal  estate  (gas) 

Maehlnery  and  mannfiifltlning  appUanoee  (gae). 

Street  maini  (gae), 

Helen  (gai), 

Doe  for  gas, 

Oaa  eoal  on  hand,     •••••• 

Enzichers  on  baody 

Other  gas  materials  on  band,  •       .       •       • 
Stoves  on  band,        •••••• 

Gas  flxtores  on  band,  •  •  .  •  • 
Eeal  estate  (deetrie),  •  •  .  •  . 
Steam  plant  (electric), 

Bleetilc  pbmt, 

Lines,  meters,  lamps  and  i^bes  (dectric) ,     . 

Dae  for  electric  Ugfat  and  power,     . 

Oil  and  waste  on  band. 

Incandescent  lamps  on  band,  •       •       •       . 

Otber  electric  materials  oo  band,     • 

Snndrj  aooonnts  doe  the  company, 

Oflloe  fnmttore,        •••••. 

Cash  on  band,  ••..... 


9Xijm» 


48 
60 
00 


72 


aoi 

SS7 
219 


70 


9,062  4 


170 
S 

36 
4» 


00 
00 


4S 

121 


61 


Total  assets,  as  per  books  of  the  oompanj, fS2,818  79 


Liabilities. 


Capital  stock, 
Notes  payable, 


626,000  00 
2,000  00 


Total  liabilities,  as  per  books  of  the  company, 627,000  00 

Profit  and  loss  balance, 6,818  79 


Manufacturino  Aocovnt. 


{gas, 
electric. 


Income  firom  sale  of  gas, 

other  Bonrces,  gas, 

sale  of  electric  light  and  power, . 

{gas,  .  . 

electric,     .       . 


Pbofit  and  Loss  Account. 


Balance  June  30, 1892,  .... 
Balance  of  gas  manafacturing  account,  . 
Balance  of  electric  manofactaring  account. 

Interest  paid, 

Balance  June  30,  1893,      .... 


632,818  79 


Db. 

Cb. 

68,468  69 

1,162  23 

64,050  90 

219  56 

2,225  00 

811  86 

1,072  77 

66,495  66 

66,495  55 

Db. 

Cb. 

64,056  16 

811  86 

1,072  77 

6122  00 

6,818  79 

66,940  79       15,940  79 


1894.]  PUBLIC  DOCUMENT  — No.  35.  181 


DANVEES  GAS  LIGHT  COMPANY. 


Assets. 

Real  estate, ^ 

Machinery  and  manufactarlng  appliances,  > f  21,782  96 

Street  mains, J 

Meters, 462  08 

Dae  for  gas, 812  00 

Gas  coal  on  band, 206  75 

Coke  on  band, 10  60 

Tar  on  band, 90  00 

Stoves  on  band, 10  00 

Gas  fixtures  on  band, 7  50 

Casb  on  band, 876  60 

Notes  receivable, 200  00 

Total  assets,  as  per  books  of  tbe  company, f  24,018  98 

Liabilities. 

C/ipital  stock, 20,000  00 

Notes  payable, 1,000  00 

Unpaid  bills 47  47 

Total  liabilities,  as  per  books  of  tbe  company, f  21, 047  47 

Profit  and  loss  balance, 2,971  51 

$24,018  98 

BiANVFAOTV&INO  ACCOUNT. 

Db.  Cm. 

Operating  expenses, f4,086  62 

Income  from  sale  of  gas, ^       .  6,540  88 

residaals, 228  79 

otber  soarces, 18  00 

Balance  to  profit  and  loss, 1,697  15 

0                 95,782  67  $5,782  67 

Profit  and  Loss  Account. 

DlL  Ck. 

Balance  Jane  30, 1892, $2,159  42 

Balance  of  gas  manufactaring  account,  ....  1,697  15 

Otber  items  of  income, 191  00 

Dividends  declared, $400  00 

Interest  paid, 131  36 

Depreciation 644  71 

Balance  Jane  30, 1893, 2,971  51 

$4,047  57  $4,047  67 


DEDHAM  ELECTRIC  COMPANY. 

Assets. 

Real  estate, $13,768  68 

Steam  plant, 16,162  76 

Electric  plant, 11,849  23 

Lines,  meters,  lamps  and  globes, 64,916  68 
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FMODtrlghto #8,741  7S 

Doe  for  eleetrle  Ugbt  and  powor,     *       *       *# ^^^^  ^ 

Fuel  on  hand, 7545 

Gutxmi  on  band, 4800 

OU  and  waste  on  band, 26  75 

Incandefoent  lampf  on  hand, 848  80 

Olobea  on  band, 21  80 

Office  fbrnftnre, 16  00 

Otber  eleetrle  materiala  on  band,     •••••...  487  51 

Honei,  wagoni,  etc., 454  00 

Snndrj  aeoonnte  doe  tbe  eompanj, 583  80 

Inmranee, 32561 

Advanced  intereet, 425  35 

Caeb  on  band, •       •  198  16 

Notes  xecdTable,  ......       •       • 1,207  00 

Total  assets,  as  per  book!  of  tbe  eompanj, $118,147  91 

LlABILimS. 

Capital  stock $60.000  00 

Notes  payable,  .       .       •       ^ 02,546  63 

Unpaid  bills 2,170  25 

Interest  due  but  not  paid, 157 1>4 

Total  liabilities,  as  per  books  of  tbe  companj $114373  92 

Profit  and  loss  balance,    .       .       •       • 8,273  90 

$118,147  91 
Manufacturing  Acoount. 

Dm.  Cb. 

Operating  expenses, $7,947  97 

Income  fh)in  sale  of  electric  ligbt  and  power, .       .       .  $13,753  08 

Income  from  otber  sources, 28  60 

Balance  to  profit  and  loss, 5,833  61 

$18,781  58  $13,781  58 

Profit  and  Loss  Account. 

D«.  Cm. 

Balance  June  30,  1892,      .       .t $1,176  43 

Balance  of  electric  mannfSACtnring  account,     .       .       .  5,833  61 

Guarantee  fund, 1,753  60 

Otber  items  of  income, 309  04 

Dividends  declared, $3,600  00 

Interest  paid, 2,198  69 

Balance  June  30, 1893, 3,273  99 

$9,072  68  $9,072  68 


DEDHAM  and  HYDE  PARK  GAS  AND  ELECTEIC  COMPANY. 

ASSBTS. 

Real  estate, $7,704  12 

Machinery  and  manufacturing  appliances, 11,866  22 

Street  mains, 22,193  97 

Meters, 1,422  46 

Due  for  gas,       . I,a55  85 

Oas  coal  on  hand,     .,••,..•,.•  781  87 


1894.]          PUBLIC  DOCUMENt  — No.  85.  183 

Coke  OD  bknd ITS  7B 

Tnr  on  band, 001  00 

Stove*  on  hind.         ■        ■       -l 2.243  98 

Gna  en^inc^  and  Uxtures,  .        .  I 

HoiBCB,  wagont,  etc., 331  68 

Sundry  accounts  dae  Uie  company, 30  W 

OEcB  furniture 160  *2 

Ctuh  on  hand 1,934  Vt 

tnvcsUncnle 480  00 

Tot&l  asseu,  as  per  booka  of  the  companj 100,789  Sfi 

Profit  and  loai  tulance 07,863  11 

9108,602  ge 

Capital  stock, tlW,000  00 

Bond!  laaued, 8,500  00 

Unpt^d  billa Sfi  46 

latereit  due  bat  not  paid, 127  EO 

Total  llabllitlet,  as  per  books  ot  the  comptuiy (108,602  OS 

HlKUFACniKlNO  ACCOtNt. 

Da.  Cb. 

Operating  eipenaea (10,971  BE 

Income  frotn  aale  of, (12,087  70 

residual 1,063  29 

otber  jonrcea, 161  9S 

Balance  to  profit  and  loM, 2,341  14 

(18,312  99  (13,312  99 

PBoriT  AND  LOIB  AoCDDHT. 

Dll.  Ct 

Balance  June  30, 1892 (08,840  02 

Balance  of  gaa  maDufactnring  account (2,341  It 

RenW 84  00 

Intareat  paid, 072  04 

Depredation 870  19 

Balance  Jane  30,  1893 .        ,  S7368  11 

,               (80,288  20  (60,288  20 


D0HCHE8TEH  GAS  LIGHT  COMPANT. 

lUal  e!<tate % 

Macblnery  and  maiiufactnring  appllancea,  (   .       .       ,        .  -     .       ,  (040,368  94 

Street  maina, i 

Meter* 20,000  01 

Due  for  gaa U,294  84 

Gaa  on  hand, 79  83 

Biuicbera  on  band, 2  07 

Purifying  maleilala  on  band 298  85 

Other  gaa  materials  on  band, 3,394  jq 

Gas  fixturea  on  band 144  63 

SuDiliy  Hti^uiuiEsdue  the  company, 941  93 

C sab  on  h an,], 4,096  68 

Kolea  recelvalilc, 0,417  00 

Total  ataeti,  as  per  book*  of  the  oompanj,      ,       .             ,      ,  (089,041  4i 


r-.* 


184  QAS  A»l>  ELfiCTBtC  tJOfiT.  [Jaa. 


LlABILITm. 

CipfliUilod^ •• 

UoMld  bilb.  •••       lljoro  21 

ncpoills, 8780B 

Total  ItabOttiMyaf  par  books  of  tteeompn^,        •       •       .       •   fUS,MS  16 
FraiiaadloMtMlttice» mjBM  l» 

XijiuFAonnum  Aooomn* 

Opmtiiic  espeoM,  ........      t80,»ft  97 

InoomofhimMtoorfu, fUMW  0 

Ineome  from  oUier  foareei, ilOQ 

to  proOt  and  km, 4M78  M 

PmVIT  AXB  IiOM  Aoooumt. 


Bshuiee  JoM  80, 1898, «161,9B7  70 

BAfamoeofgMiiuHiallwtarliigMeovBty   •       •       «>      •  44^^6  66 

IntortiC  loeehred, 138  0* 

Bam,       . MM68B 

Dtvideodi  dedaiod. ISSjOOO  00 

Baliiiee  taw  80, 1808,      •••••••  17M00  18 

•807,600  18    •907,600  18 


•229,037  00 


EAST  BOSTON  GAS  LIGHT  COMPANY. 

Ambtb. 

Bealeftate, 

Machinery  and  manafkctnring  applianoes. 

Street  mains, 

Meters, 

Dae  for  gas, 6,009  64 

Gas  ooal  on  hand, 2^11  42 

Coke  on  hand,  .' 4500 

Purifying  materials  on  hand, 196  48 

Other  gas  materials  on  hand, 996  00 

Stoves  on  hand, 110  57 

Gas  fixtures  on  hand, 1,498  49 

Horses,  wagons,  etc., S28  60 

Sundry  accounts  due  the  company, 511  32 

Cash  on  hand, 25,620  15 

Investments, «...  40,456  00 

Total  assets,  as  per  books  of  the  company, •307,606  57 

LlABILITIBS. 

Capital  stock, •220,000  00 

Unpaid  bills 2,606  57 

Deposits, 684  87 


Total  liabilities,  as  per  books  of  the  company,        ....    •223,193  44 
Profit  and  loss  balance, 84.418  13 

•307,606  57 


1894.]  PUBLIC  DOCUMENT  — No.  35.  186 


Mantfacturimo  Account. 

dk.  Cx 

Operating  expenses, $55,518  12 

Income  from  sale  of  gas, $70,466  75 

residuals, 8,995  91 

other  sources, 206  51 

Balance  to  profit  and  loss, 24,151  05 

$79,669  17      $79,669  17 

Profit  and  Losr  Account. 

Dh.  Or. 

Balance  June  30, 1892, $81,231  00 

Balance  of  gas  manofacturing  account,  ....  24,151  05 

Interest  received .  3,054  68 

Jobbing  account, 411  53 

Other  items  of  income, 16  66 

Diyidonds  declared, $22,000  00 

Depreciation, 2,451  79 

Balance  June  30.  1893, 84,413  13 


$108,864  92    $108,864  92 


EASTHAMPTON  GAS  COMPANY. 

Assets. 

Real  estate  (gas), $9,500  00 

Machinery  and  manufacturing  appliances  (gas), 10,600  00 

Street  mains  (gas), 8,000  00 

Meters  (gas;, 600  00 

Due  for  gas, 61100 

Oas  coal  on  hand, 175  00 

Coke  on  hand, 75  00 

Tar  on  hand, 325  00 

Enrichers  on  hand, 240  00 

Purifying  materials  on  hand, 12  00 

Other  gas  materials  on  band, 00  00 

Oas  fixtures  on  hand, 2,286  71 

Real  estate  (electric), 2,589  01 

Steam  plant  (electric), 5,350  00 

Electric  plant, 536  25 

Lines,  meters,  lamps  and  globes  (electric), 40  00 

Patent  rights, 36  00 

Due  for  electric  light  and  power, 40  00 

Other  electric  materials  on  hand, 20  00 

Cash  on  hand 395  26 

Total  assets,  as  per  books  of  the  company, $41,281  23 

Liabilities. 

Capital  stock $30,000  00 

Notes  payable, 5,000  00 

Total  liabilities,  as  per  books  of  the  company, $35,000  00 

Profit  and  loss  balance, 6,281  28 

$41,281  23 
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Opandnf  upaoKs.  i 
Imobi  tmn  Mk  of  p 


MridltiU, 

488  78 

otharMRC<i,fM 

T» 

MlaofdMtrieUgbtudpowor,.       .      . 

2,108  78 

<iaetm>mm,att»ie,       .... 

SO  OB 

BkiuceioptofltudioM,  {JJJ;;^   !    !    !    ! 

1,173  17 
IMH 

•11.WBI 

•11,188  a 

Dm. 

Bidaoce  June  »,  1892, 

•0.128  79 

B*l«nM  of  gM  BMinBntctaiftig  ■cconpt,   .... 

a,mn 

19184 

DlTtdnuIi  dMlmd. 

«i,a>oo> 

IntmniMU 

408  81 

BtdftiM  Jane  X^  ISM 

c^snn 

•8,488  H 

•8,489  IS 

BDISON  BLBOTBIC  ILLVHINATIHQ  COXFAHT  OF  BOSTOlt. 


BMlMUte, 


ElActrlc  plant •2,774,113  66 

LlDM,  metera,  lunpi  and  globes, 

Patent  lights 

Da«  br  «l«ctrlc  llgbt  and  power, 8S,6S8  01 

Carbone  on  band. 

Oil  and  mate  on  hand.    ■ 

Incandeacent  lamps  od  band,  . 

Qlobei  oa  band, 

Otber  electric  materlali  on  hand, 

Hoton  on  band, 

Electric  flitacM  on  hand, . 

Honea,  wagoni,  etc., 

Sondrr  acconnti  dae  the  company, 30,002  97 

Ca«h  on  hand, 09,397  47 

Kotea  receWable 3,101!  11 

Inveatmenta,  real  estate, 220,913  OS 


Total  assets,  as  per  books  of  the  company •3,300,SM  40 

LlASILITIaS. 

Capital  Stock •3,070,800  00 

Bondilssaed 780,000  00 

Notes  pajable 290,000  00 

Dnpaid  bills 1,629  28 

Depoaita, S46  08 

Snapenae  accounts 13,102  27 

Interest  dne  bat  not  paid, 0,146  00 
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Reserved  fand $24,000  00 

Depreciation  fund 60,000  00 

Amounts  dae  from  the  company,  not  included  above 19,157  42 


Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance, 


.  f  8,274  J79  07 
26,475  39 


Manvfaoturino  Account. 


Operating  expenses, 

Income  fh>m  sale  of  electric  light  and  power, . 

other  sources,  electric, 
Balance  to  profit  and  loss,        .... 


Profit  and  Loss  Account. 


Balance  June  30, 1892,      .... 

Balance  of  electric  manufacturing  account. 

Interest  received. 

Sale  of  supplies. 

Steam  sales. 

Dividends  declared. 

Interest  paid,     . 

Depreciation, 

Depreciation  fund. 

Balance  June  30,  1893, 


•  93,300,654  46 

Db. 

Cb. 

$329,717  44 

$567,995  99 

392  63 

238,671  18 

$568,388  62 

$568,388  62 

Db. 

Cb. 

$52,418  47 

238,671  18 

3,583  22 

4,248  60 

4,277  02 

$149,298  00 

38,420  00 

65,000  00 

24,000  00 

26,475  39 

$308,193  39    $303,193  39 


EDISON  ELECTRIC  ILLUMINATING  COMPANY  OF  BROCKTON. 

Assets. 

Real  estate $52,102  69 

Steam  plant, 36,778  19 

Electric  plant, 78,603  13 

Lines,  meters,  lamps  and  globes, 67,632  81 

Patent  rights 19,000  00 

Incandescent  lamps  on  hand, 274  43 

Electric  materials  on  hand, 2,543  20 

Motors  on  hand 272  40 

Horses,  wagons,  tools,  etc., 9,034  48 

Sundry  accounts  due  the  company, 8,378  96 

Interest  and  insurance  prepaid, 535  90 

Cash  on  band, 439  57 

Total  assets,  as  per  books  of  the  company, $275,595  76 

Liabilities. 

Capital  stock, $100,000  00 

Bonds  issued 100,000  00 

Notes  payable, 44,750  00 

Unpaid  bills 2,790  95 

Interest  accmed, 1,000  00 

Depreciation  fund, 27,054  81 

Total  liabilities,  as  per  books  of  the  company,        ....  $275,595  76 
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ILLMUTAOnrUHO  AOOOUWT. 

Opermting  expeniee, #41,660  •! 

Income  flnom  nle  of  electric  light  end  power, ...  f82,461  48 

Balmnoe  to  profit  end  loes, 20,911  47 

$62,461  48      962,461  48 
Profit  and  Loee  Aooouitt. 

Db.  Cb. 

Belance  of  electric  mannftictnring  eccoont,  f20,911  47 

Other  items  of  income,            185  69 

Dividends  declared,  .              $6,000  00 

Interest  paid, 8,280  00 

Material  and  flztore  aoconnt*, 456  58 

Depredation  fnnd, 6,285  00 

Otheritems 125  53 

*  * 

121.007  06     921,097  06 


EDISON  BLBCTBIG  ILLUMINATINQ  COMPANY  OF  FALL  BIYEB. 

AseBTs. 
RealestiUa,      \ 

Steam  plant,     V 977,188  89 

Electric  plant,  J 

Lines,  meters,  lamps  and  globes, 43,967  90 

Patent  rights, 10,000  00 

Due  for  electric  light  and  power 1,082  14 

Other  electric  materials  on  hand 6,439  42 

Motors  on  hand, 9,623  01 

Sundry  accounts  doe  the  company, 3,864  80 

Cash  on  hand, 919  76 

« 

Total  assets,  as  per  booths  of  the  company, $153,085  92 


Liabilities. 

Capital  stock, 990,000  00 

Notes  payable, 43,500  00 

Unpaid  bills, 8,656  22 

Total  liabilities,  as  per  boolLS  of  the  company,         ....  $142,156  22 

Profit  and  loss  balance, 10,929  70 

9153,085  92 

Manufacturing  Account. 

Db.  Cb. 

Operating  expenses, 930,788  64 

Income  from  sale  of  electric  light  and  power, .        .  946,117  44 

Income  from  other  sources,  electric,         ....  1,336  00 

Balance  to  profit  and  loss, 16,664  80 

947,453  44  947,453  44 
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Profit  and  Loss  Account. 

Balance  Jano  30, 1892 

Balance  of  electric  manufactQiing  account, 

Dividends  declared 

Interest  paid, 

Wiring  account, 

Balance  June  30,  1893, 


Dm. 

Cb. 

$3,460  79 

16,664  80 

$7,200  00 

1,117  22 

878  67 

10,929  70 

$20,125  59      $20,125  59 


ELECTRIC  LIGHT  AND  PATENT  FLOORING  COMPANY  OF  AME8BURY. 
(See  Ambsburt  Elbotrio  Light,  Hbat  and  Powbr  Company.) 


ELECTRIC  LIGHT  AND  POWER  COMPANY  OF  ABINGTON  AND 

ROCKLAND. 

(See  Abinoton  and  Rockland.) 


ELIOT  FALLS  ELECTRIC  LIGHT  COMPANY. 

(From  Feb.  1, 1893.) 

Assets. 

Electric  plant, $83,259  60 

Due  for  electric  light  and  power, 188  00 

Cash  on  band, 1,337  41 

Totalasscts,  as  per  books  of  the  company, $84,785  01 

Liabilities. 

Capital  stock, $81,800  00 

Notes  payable 1,580  00 

Unpaid  bills, 1,338  26 

Total  liabilities,  as  per  books  of  the  company,         ....      $84,718  26 
Profit  and  loss  balance, 66  75 

$84,785  01 
Manufacturing  Account. 

Dr.  Cb. 

Operating  expenses, $1,102  46 

Sale  of  electric  light  and  power, $1,172  04 

Balance  to  profit  and  loss, 69  58 

$1,172  04       $1,172  04 

Profit  and  Loss  Account. 

Db.  Cr. 

Balance  of  electric  manufacturing  account,     .        .  $69  68 

Interest  paid, $2  83 

Balance  June  30, 1893, 66  75 

$69  68  $69  68 


190  GAS  AND  ELECTBIC  UGHT:  [Jan. 


FALL  RIVBR  ELECTRIC  LIGHT  COMPANY. 


Real  estate  (electric) 926,800  00 

Steam  plant, 88,066  04 

Electric  plant, 48,214  11 

Ltnet,  meters,  lampe  and  ^obee, 68,671  66 

Patent  riglite, 8,000  00 

Ihw  for  electric  light  aad  power, 6,619  41 

Cash  on  band, 13,960  SO 

Total  assets,  aa  per  books  of  the  company t200,87O  61 

LIABIUTIB8. 

Capital  stock, •160,736  34 

Notes  payable, 10,600  00 

Unpaid  bills, 1,200  00 

Resenred  flind, 19JS0O  00 

Total  liabilities,  as  per  hooikB  of  the  company,        ....  $191,933  34 

Pro6t  and  loss  balance, 8,487  17 

$200,870  61 

ILLMUTAOTITBIlfO  AOOOUXT. 

Operating  expenses, $48,768  00 

Income  ftom  sale  of  electric  light  and  power, .  $67,870  84 

Balance  to  profit  and  loss, 24,112  84 

$67,870  84  $67,870  84 

PSOFIT  AND  Loss   A.CC0UNT. 

Dft.  Cr. 

Balance  June  30, 1892, $4,811  87 

Balance  of  electric  manufactaring  acconnt,  24,112  84 

Patent  rights  prevloaBly  charged  off,        ...       .  8,000  00 

Dividends  declared $7,200  00 

Interest  paid 1,787  64  ' 

Reserve  fond, 19,500  00 

Balance  June  30,  1893, 8,487  17 

$36,924  71  $36,924  71 


FALL  RIVER  GAS  WORKS  COMPANY. 

Assets. 

Real  estate, $135,169  97 

Machinery  and  manufacturing  appliances, 69,873  09 

Street  mains  and  services, 104,406  88 

Meters 22,170  49 

Due  for  gas, 3,979  70 

Oas  coal  on  hand 1,567  24 

Tar  on  hand. 1,326  76 

Oil  on  band, 652  69 

Purifying  materials  on  hand, 19  65 

Other  materials  on  hand 3,688  13 

Stoves  on  hand, 2,260  00 

Oas  fixtures  on  hand, 440  90 

New  construction, 2,510  62 
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Oas  engines, $871  50 

Fuel  experiments, 12  30 

Tools,  wagons,  etc., 86  40 

Sundry  accounts  due  the  company, 985  70 

Office  furniture, 434  21 

Cash  on  hand, 37,919  21 

Total  assets,  as  per  boolis  of  the  company, $388,375  43 

Liabilities. 

CapiUl  stock, $288,000  00 

Unpaid  bills 7,236  28 

Deposits, 287  00 

Total  liabilities,  as  per  books  of  the  company $295,522  28 

Profit  and  loss  balance 92,853  15 

$388,375  43 

Manufacturing  Account. 

Dr.  Cr. 

Operating  expenses $38,067  07 

Income  fVom  sale  of  ga£, $80,038  47 

residuals, 182  29 

other  sources, 184  80 

Balance  to  profit  and  loss 42,338  49 

$80,405  66  $80,406  56 

Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30, 1892, $79,446  57 

Balance  of  gas  manufacturing  account,    ....  42,33849 

Rents, 767  70 

Other  items  of  income, 9  65 

Dividends  declared, $28,800  00 

Interest  paid, I  68 

Depreciation, 160  94 

Old  bills  not  previously  reported, 746  64 

Balance  June  30, 1893, 92,853  16 

$122,562  31  $122,562  31 


FITCHBURO  GAS  COMPANY. 

Assets. 

Real  estate  (gas ), $8,600  00 

Machinery  and  manufacturing  appliances  (gas) 17,659  87 

Street  mains  (gas), 15,000  00 

Meters  (gas), 5,000  00 

Due  for  gas, 3,174  05 

Gas  coal  on  hand, 600  00 

Enrichers  on  hand, 100  00 

Water  works, 2,163  33 

Real  estate  (electric) 22,705  86 

Steam  plant  (electric), .  8,000  00 

Electric  plant, 34.000  00 

Lines,  meters,  lamps  and  globes  (electric), 39,231  07 

Due  for  electric  light  and  power, 71177 

Fuel  on  hand  (electric), 200  00 
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Sundry  aooonnto  doe  the  oompany, 
Cash  on  band,  .  •  .  .  . 
NoCflf  reoei?able»      •       .       .       . 


2,687  «) 
186  20 


Total  asteti,  as  per  books  of  the  company, $168,200  00 


LlABILITIBS. 


Capital  stock, 
Notes  payable. 


Total  liabilities,  as  per  books  of  the  company, 


MAKUPACTumnro  Acoovnt. 


OpemttDgespenN.,  jj^'      ; 

Income  from  sale  of  gas, 

residnals, 

other  sooroes,  gas, 

sale  of  electric  light  and  power, . 

Balance  to  profit  and  loss,  {^*    * 

C  electric, 


PBOTIT  AMD  Loss  AOOOUMT. 


Balance  <rf  gas  mannikctnrlng  acoaont,  . 

Balance  of  electric  mannfactaring  acoonnt, 

Jobbing  acconnt, 

Water  rents, 

DiTldends  declared, 

Interest  paid,     . 

Depreciation, 


9150.000  00 
13,200  00 


■      •      ■ 

9163,200  00 

Dm. 

Ca. 

926,151  77 

22,731  19 

935,803  40 

4,766  29 

148  37 

81,602  09 

14,561  20 

8,77180 

972,216  05 

972,216  05 

Da. 

Ca. 

914,661  29 

8.7n  80 

867  20 

284  60 

915,000  00 

1,171  25 

8,313  54 

924,484  79      924,484  79 


FRAMINGHAM  ELECTRIC  COMPANY. 

Assets. 

Real  estate, 912,902  87 

Steam  plant, 24,873  03 

Electric  plant, 41,168  20 

Lines,  meters,  lampR  and  globes, 49,793  60 

21,348  27 

3,062  86 

3.658  40 


Inside  wiring,    .... 

Franchise, 

Due  for  electric  light  and  power, 

Fael  on  hand,   .... 

Carbons  on  band. 

Oil  and  waste  on  hand,     . 

Incandescent  lamps  on  hand,   . 

Globes  on  hand, 

Other  electric  materials  on  band. 

Sundry  accoants  dne  the  company. 

Office  mmiture. 

Cash  on  hand,   .... 


1,079  27 


484  06 

168  00 

99  20 


Total  assets,  as  per  books  of  the  company. 9168,537  15 
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Liabilities. 

Capital  stock, $80,000  00 

Bonds  Issned, 50,000  00 

Notes  payable, 135  00 

Unpaid  bills 22,117  62 

Total  liabilities,  as  per  books  of  the  company,         ....  $152,252  62 

Profit  and  loss  balance, 6,284  53 

$158,537  15 
Manufacturing  Account. 

Db.  Ck. 

Operating  expenses, $15,026  07 

Income  from  sale  of  electric  light  and  power,         .       .  $19,371  03 

other  sources, 109  92 

Balance  to  profit  and  loss, 4,544  88 

$19,570  95  $19,570  95 

Profit  and  Loss  Account. 

Da.  Ca. 

Balance  Jane  30,  1892, $4,747  90 

Balance  of  electric  manufacturing  account,     .       .       .  4,544  88 

Interest  paid, $3,008  25 

Balance  June  30,  1893, 6,284  53 

$9,292  78  $9,292  78 


FRAMINGHAM  GAS,  FUEL  AND  POWER  COMPANY. 

Assets. 

Real  estate $31,948  64 

Machinery  and  manufacturing  appliances, 31,140  25 

Street  mains 27,888  30 

Meters, 2,826  43 

Due  for  gas, 737  55 

Oas  coal  on  hand, 224  68 

Purifying  materials  on  hand, 135  00 

Other  gas  materials  on  band, 971  54 

Jobbing  materials  on  hand, 355  18 

Stoves  on  hand, .       .   ) 

Gas  fixtures  on  hand,    J ^»*^  ^ 

Tools 755  28 

Horses,  wagons,  etc., 216  75 

Sundry  accounts  due  the  company, 2,293  86 

Office  funiiture,         .                1,044  71 

Cash  on  hand, 200  81 

Patent  rights  and  franchise 40,000  00 

Total  assets,  as  per  books  of  the  company, $143,199  42 

Profit  and  loss  balance, 30,590  30 

$173,789  72 
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LlABILZnSS. 

Cftpital  ftock, $75,000  00 

Bondf  itiaed, 75,000  00 

Notef  payable, lt,682  S2 

Unpaid  blllB, 1,857  40 

Interest  dne  bat  not  paid, 9,760  00 

Total  Uabilitiee,  as  per  books  of  the  oompaay, 9178,780  73 

"MjkMXJrjLOTVMDXQ  AOOOUNT. 

Db.  Cb. 

Operating  expenses, f  7,120  88 

Inoome  from  sale  of  gas, f5|0tt  06 

other  sooroes, 08  00 

Babwice  to  profit  and  loss, 1,425  41 

$7,190  88       $7,180  89 
Pbotit  and  Loss  Aooouht. 

Balance  Jnoe  80, 1892, $24,894  99 

Balance  of  gas  manutectoringaooonnt,   •       •       .       •  1,425  41 

Snndrj  items  of  income, $272  7S 

Interest  paid, 4,500  00 

Jobbing  aooonnt, 542  68 

Balance  Jane  80, 1898, 80,090  10 

$80,863  08      $80,863  03 

FRANKLIN. 
(See  Uniok  Elbctbic  Light  Company.) 


FRANKLIN  ELECTRIC  LIGHT  COMPANY. 

ASSBTS. 

Electric  plant, $11,007  46 

Cash  on  hand, 774  51 

Total  assets,  as  per  books  of  the  company, $11,78197 

Liabilities. 
Capital  stock, $10,000  00 

Total  liabilities,  as  per  books  of  the  company,         ....      $10,000  00 
Profit  and  loss  balance, 1,781  97 

$11,781  97 

Manufaotvbino  ACCOUITT 

Dk.  Cb. 

Operating  expenses, $2,707  45 

Income  from  sale  of  electric  light  and  power, .       .       .  $3,923  44 

Balance  to  profit  and  loss, 1,215  99 

$3,928  44       $8,928  44 
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Profit  and  Loss  Account. 


Balance  June  30, 1892,       .... 
Balance  of  electric  manofacturing  account, 

Dividends  declared, 

Interest  paid, 

Balance  June  30, 1893 


Db. 

Cb. 

$1,069  14 

1,215  99 

$600  00 

3  16 

1,781  97 

$2,285  13        $2,285  18 


GARDNER  ELECTRIC  LIGHT  COMPANY. 

A88BT8. 

Real  estate, $6,300  00 

Steam  plant, 9,002  75 

Electric  plant, 14,474  90 

Lines,  meters,  lamps  and  globes, 16,613  83 

Due  for  electric  light  and  power, 1,173  17 

Fuel  on  hand, 266  20 

Cart;ons  on  hand, 110  00 

Oil  and  waste*  on  hand, 14  00 

Incandescent  lamps  on  hand, 359  27 

Globes  on  hand 10  55 

Other  electric  materials  on  hand, 956  21 

Sundry  accounts  due  the  company, 206  16 

Offlce  furniture 38  92 

Cash  on  band 1,124  35 

Notes  receivable, 181  45 

Total  assets,  as  per  books  of  the  company , $50,83176 

LlABILITIBB. 

Capital  stock $30,000  00 

Unpaid  bills 364  95 

Reserved  fund, 15,000  00 

Total  liabilities,  as  per  books  of  the  company, $45,364  95 

Profit  and  loss  balance, 5,466  81 

$50,831  76 
Manufacturing  Account. 

Dr.  Cr. 

Operating  expenses, $8,518  58 

Income  from  sale  of  electric  light  and  power,  .       .       .  $13,479  56 

other  sources, 35  14 

Balance  to  profit  and  loss, 4,996  12 

$13,514  70  $13,514  70 

Profit  and  Loss  Account. 

Dk.  Cr. 

Balance  June  30,  1892, |7»182  II 

Balance  of  electric  manufacturing  accoant,     .       .       .  4,996  12 

Other  items  of  income, 865  51 

Dividends  declared,. $2,500  00 

Interest  paid, 9  70 

Depreciation, 4,968  00 

Other  items 109  23 

balance  June  30^  1893,       .,..,,.  5,466  81 

$13,043  74  $13,043  74 
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OABDNEB  OA8  WOBKS. 
(Mn.  M.  L.  ttnnlM.) 


$14,100  00 


Beal  estate 

Machinery  and  maaofaetiirfaig  appUanoei, 

Street  mains, 

Meters, 

StOTes  on  hand, •       •       •       .  300  00 

Gas  flxtiues  on  hand,       ••••. 4000 

Total  assets,  as  per  booki  of  the  oompany, $14,840  00 

LiABZuma. 

Notes  payable, $12,000  00 

Unpaid  bills, 488  00 

Total  liabilities,  as  per  books  of  the  company, $12,908  00 

Froflt  and  loss  balaiioe, 1,847  00 

ilMMOO 

MAKUWAOTUmSXQ  AOOOVIIT. 

DB.  Ca. 
Operating  expenses,  .             •      •  *     .             •      .        $7,077  89 

Income  from  sale  of  gas $7,866  81 

Balance  to  profit  and  loss, 812  07 


Profit  and  Loss  Account. 


Balance  Jane  30, 1892,      .... 
Balance  of  gas  manafoctoring  account,   . 

Fixture  account, 

Interest  paid, 

Balance  June  30,  1893 


07,677  89 

$7,677  89 

Da. 

Cb. 

01,711  39 

0312  07 

697  68 

760  00 

1,347  00 

02,409  07        02,409  07 


GLOUCESTER  ELECTRIC  COMPANY. 

Assets. 

Real  estate, $37,794  80 

Steam  plant, 33,267  18 

Electric  plant, 31,300  43 

Lines,  meters,  lamps  and  globes, 16,192  80 

Patent  rights, 6.000  00 

Due  for  electric  light  and  power,     .       . 3,485  40 

Fuel  on  hand 1,461  60 

Carbonfl^n  hand, 26  00 

Oil  and  waste  on  hand, 13  00 

Incandescent  lamps  on  hand, 617  86 

01oT>es  on  hand, ^ .        .  76  64 

Horses,  wagons,  etc., 196  03 

Sundry  accounts  due  the  company 1,764  68 

Office  famiture, 87  00 

Cash  on  hand, 1,007  77 

Total  assets,  as  per  books  of  the  company,      .....  $182,27818 
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Liabilities. 

Capital  stock, $60,000  00 

Bonds  issned, ' 60,000  00 

Notes  payable, 12,767  77 

Unpaid  bills, 8,367  66 

Interest  dne  but  not  paid, 760  00 

Total  liabilities,  as  per  books  of  the  company, f  121,865  43 

Profit  and  loss  balance, 10,392  75 

$132,278  18 

MANX7FA0TURING   ACCOUNT. 

Dh.  Ch. 

Operating  expenses, $16,430  60 

Income  from  sale  of  electric  light  and  power, .       .       .  $21,680  84 

Balance  to  profit  and  loss, 6,250  24 

$21,680  84  $21,680  84 

Profit  and  Loss  Account. 

Dr.  Ch. 

Balance  June  30,  1892 $9,012  71 

Balance  of  electric  manufacturing  acconnt,      .       .       .  6,250  24 

Rents 127  50 

Dividends  declared $1,500  00 

Interest  paid 8,497  70 

Balance  Jane  30, 1893 10,392  75 

$15,390  46  $15,890  46 


GLOUCESTER  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $40,000  00 

Machinery  and  manufacturing  appliances,  \ 

Street  mains I 46,162  74 

Meters, J 

Due  for  gas, 4,787  85 

Gas  coal  on  hand 279  00 

Coke  on  hand, 222  66 

Tar  on  hand, 986  40 

Other  gas  materials  on  hand, 1,000  00 

Stoves  on  hand, 75  00 

Gas  fixtures  and  fitting  tools, 376  00 

Gas  on  hand, 114  40 

Horses,  wagons,  etc., 400  00 

Sundry  accounts  due  the  company, 4,064  46 

Cash  on  hand, 337  64 

Notes  receivable, 1,009  77 

Loan  account, 1,074  21 

Total  assets,  as  per  books  of  the  company,       .       .  ,       ,    $100,889  03 
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Cttpftel  ftod[, fBQgMOW 

Total  Ualrftfttef,M  per  book!  of  UMOompujt        ....  fBOJOOO  00 

Ftoflt  Mid  km  balance, 90,888  01 

$100,888  08 

MijrwAOTiTmzMO  Aooovht. 

Db.  Cb. 

Operattng  expcniet, 921,004  78 

Inoome  from  lale  of  gaa, f27,768  81 

reaidiiala, 8,706  71 

other  aoofoei,             9  88 

Balance  to  profit  and  loei 10,478  90 


$81,483  88  $81,483  68 

Pbofit  AMD  Lose  Aooouirr. 

Db.  Cb. 

Balance  June  80, 1892, $17,226  96 

Balance  of  gaa  manoflustaring  aoooont,  ....  10,478  90 

Intereit  receired, 70  68 

Benti, 2,440  78 

Gaa-fltting  aocoont, 923  70 

Other  Itemi 949  44 

Dividendi  declared, $11,200  00 

Balance  Jane  80, 1898 20,889  08 


$32,089  03      $32,089  08 


GREAT  HARRINGTON  ELECTRIC  LIGHT  COMPANY. 

AB8BT8. 

Real  estate, $1,960  00 

Steam  plant, 5,803  26 

Electric  plant 17,063  10 

Lines,  meters,  lamps  and  globes, 10,006  62 

Dae  for  electric  light, 2,640  73 

Fnel  on  band 4500 

Carbons  on  hand, 24  28 

Oil  and  waste  on  hand, 62  75 

Incandescent  lamps  on  hand, 334  05 

Globes  on  band, 12  30 

Other  electric  materials  on  hand, 432  II 

Meters  on  band, 370  50 

Electric  fixtures  on  hand, 103  38 

Sundry  accounts  doe  the  company, 237  17 

Office  furniture, 60  00 

Cash  on  hand, 93  33 

Insurance  advanced, '      .        .       .        .  225  00 

Investments, 1,155  06 

Total  assets,  as  per  books  of  the  company $40,228  64 

Profit  and  loss  balance, 202  15 

$40,430  79 
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Liabilities. 

Capital  stock, f  23,800  00 

Bonds  issned, 14,000  00 

Notes  payable, 2,398  29 

Interest  due  bat  not  paid, 232  50 

Total  liabilities,  as  per  books  of  the  company, f  40,430  79 

Manufacturing  Account. 

Dr.  ci. 

Operating  expenses, ^7,188  06 

Income  from  sale  of  electric  light  and  power,  •       .       .  f  7,574  26 

Balance  to  profit  and  loss 386  21 

17,574  26  17,574  26 

Pbopit  and  Loss  Account. 

Dk.  Ck. 

Balance  Jane  30, 1892, f  439  84 

Balance  of  electric  manafactaring  accoant,     .       •       .  386  21 

Other  items  of  income 69  91 

Bond  commissions, f420  00 

Interest  paid,  678  11 

Balance  Jane  30,  1893, 202  16 

f  1,098  11  f  1,098  11 


GREENFIELD  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

Assets.  * 

Real  estate |4,000  00 

Steam  plant 10,030  07 

Electric  plant, 28,071  46 

Constraction  accoant, 427  88 

Dae  for  electric  light  and  power 981  30 

Fuel  on  hand  (electric), 484  00 

Carbons  on  hand, 38  00 

Oil  and  waste  on  hand, 9  00 

Incandescent  lamps  on  hand, 180  74 

Globes  on  hand, 803  16 

Sundry  accounts  due  the  company, 386  93 

Cash  on  hand 68  28 

Notes  receivable, 100  00 

Total  assets,  as  per  books  of  the  company f  45,569  82 

Liabilities. 

Capital  stock, f  30,000  00 

Bonds  issued, 9,000  00 

Notes  payable, 1,500  00 

Unpaid  bills 1,127  04 

Amounts  due  fVom  the  company,  not  included  above,    ....  498  20 

Total  liabilities,  as  per  books  of  the  company,         ....  f  42,126  24 

Profit  and  loss  balance, 3,444  68 

$46,669  82 
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MAKurAonruira  Aoooviit. 

db. 

Opermthig  expense!, •       •        f9,S41  87 

iDOome  from  sale  of  electrie  Ugfat  and  power,  •  fllffiffS  3ft 

other  eooroef, 98  76 

Balance  to  profit  and  loia, 2,810  88 

tll,6&2  10     $11,602  10 

Pbovit  akd  Lose  AooomiT. 

Db.  Gb. 

Balance  Jnne  80, 1882, $1,728  60 

Balance  of  electrie  mannfkctaring  account,    •       «       •  2^810  28 

Intereet  paid, $694  15 

Balance  Jnne  80, 1898, 8,ii4  68 


$4,088  73       $4,088  73 


OBBENFIBLD  OAS  UOHT  OOMPANT. 


ASSBtB. 

Beal  estate, *! 

Machineiy  and  mannftictaring  appliaaoef ,  J    * 

Street  maine, 

Meters,      •       ••       •       •       •       •       • 

Due  for  gas, 

Oas  coal  on  hand, 

Coke  on  hand, 

Tar  on  hand,     .       .       .       f      .       •       . 

Enricben  on  hand, 

Pnrifylng  materials  on  hand,  .... 
Other  gas  materials  on  hand,  .... 
Stoves  on  hand,         .  1 

Gas  fixtures  on  hand,  j 

Sundry  accounts  due  the  company, . 

Cash  on  hand, 


$44,808  47 

4,616  12 

1,829  41 

968  70 

30  00 

20  00 

176  00 

96  00 

21  25 

131  74 

199  00 

170  42 

1,619  59 

Total  assets,  as  per  hooks  of  the  company, $64,176  70 


Liabilities. 

Capital  stock, $60,000  00 

Notes  payable, 1,000  00 

Amounts  due  from  the  company,  not  included  aboTC,    ....  428  66 


Total  liabilities,  as  per  books  of  the  company, $61,428  66 

Profit  and  loss  balance, 2,747  14 


Manufaotubino  Account. 


Operating  expenses,  . 
Income  from  sale  of  gas,  . 
residuals,     . 
Balance  to  profit  and  loss, 


Dh. 
$6,187  80 


2,669  92 


$64,175  70 
Ce. 

$8,319  37 
427  86 


$8,747  22       $8,747  22 
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Pbofit  and  Loss  Aooount. 


Balance  Jane  30,  1892, 

Balance  of  gas  manufacturing  account,   . 

Other  items  of  income, 

DiTidends  declared, 

Interest  paid, 

Balance  June  30, 1893, 


Dr. 

Cr. 

f  1J55  83 

2,559  92 

41  39 

f  1,560  00 

50  00 

2.747  U 

f  4,367  14        f  4,357  14 


$226,310  39 


3,913  10 


HAVERHILL  ELECTRIC  COMPANY. 

Assets. 
Real  estate,        .... 

8team  plant,      .        .        .        . 

Electric  plant,    .... 

Lines,  meters,  lamps  and  globes, 

Due  for  electric  light  and  power, 6,189  07 

Fuel  on  hand,    . 

Carbons  on  hand, 

Oil  and  waste  on  hand, 

Incandescent  lamps  on  hand, 

Globes  on  hand. 

Other  electric  materials  on  hand, 

Motors  on  hand, 

Electric  fixtures  on  hand, . 

Horses,  wagons,  etc.. 

Sundry  accounts  due  the  company, 360  00 

Cash  on  hand, 1,382  25 

Total  assets,  as  per  books  of  the  company, $237,164  81 

LlABILITIBS. 

Capital  stock, $127,600  00 

Bonds  issued, 42,500  00 

Notes  payable, 38,795  18 

Unpaid  bills, 4,948  10 

Total  liabilities,  as  per  books  of  the  company, $213,743  28 

Profit  and  loss  balance 28,411  53 

Manuvaoturino  Account. 


Operating  expenses, 

Income  from  sale  of  electric  light  and  power. 
Balance  to  profit  and  loss, 


Profit  and  Losis  Acootmr. 


Balance  June  30,  1892,       .... 
Balance  of  electric  manufacturing  account. 
Other  items  of  income,      .... 

Dividends  declared, 

Interest  paid, 

Balance  June  30,  1893,       .... 


$237,154  81 

Dr. 

Cr. 

$27,298  99 

$38,329  20 

11,030  21 

$38,329  20 

$38,329  20 

Dr. 

Cr. 

$21,546  83 

11,030  21 

129  67 

$7,650  00 

1,645  18 

23,411  53 

$32,706  71      $82,706  71 
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HAYBRHILL  OA8  LIGHT  OOltPAinr. 

Ambts. 

Real  Mtatd, $25,038  71 

Machinery  and  manBftietiiring  applianoee,      .••...  125,016  87 

Rtraet  maint, 40,047  78 

Metan, 10,687  12 

Doe  for  gM, 11,6(82  82 

Oas  ooal  on  hand, ,       .       .       •       .  8,824  76 

Otber  coal  on  hand, 392  00 

Coke  on  hand, 800  00 

Taronhand, 1,050  00 

Bnrlchen  on  hand, 444  86 

Purifying  material!  on  hand, 860  00 

Lnngren  lampe, 4,068  04 

Sundry  accounts  due  the  company 626  16 

Cash  on  hand, 8,265  40 

luTestments, 21,646  29 

Total  assets,  as  per  books  of  the  company,                                 .  $248,606  81 


LxABiLrma. 

Capital  stock, $75,000  00 

Notes  payable, 87,500  00 

Unpaid  bills, 4,169  04 

Total  liabilities,  as  per  books  of  the  company, $116,669  04 

Profit  and  loss  balance, 131,929  77 

$248,598  81 

Manufaotukino  Aocovnt. 

Dk.  Cb. 

Operating  expenses, $48,227  59 

Income  from  sale  of  gas, $82,789  81 

residuals, 1,182  71 

Balance  to  profit  and  loss, 35,744  43 

$83,972  02  $83,972  02 


Profit  and  Loss  Account. 

Dh.  Cb 

Balance  June  30, 1892, $105,180  03 

Balance  ofgas  manufacturing  account,    ....  35,74443 

Rents, 829  68 

Dividends  declared, $7,500  00 

Interest  paid, 2,324  27 

Balance  Jane  30, 1893, 131,929  77 

$141,754  04    $141,754  04 
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HOLYOKE  WATER  POWER  COMPANY. 

Mani'faotuiuno  Account. 

Oeu  Department.' 

Db.  Cr. 

Inventory  Jnne  30,  1892 f  7,024  41 

Extensions, 4,490  77 

Operating  expenses 72,842  34 

Income  nrom  sale  of  gas, $83,699  75 

residnals 12,414  73 

sale  of  gas  stovei, 54  10 

Inventory  June  30,  1893 4,119  78 

Balance  to  profit  and  loss, 15,990  84 

$100,288  86    $100,288  86 


HUDSON  BLECTRIC  LIGHT  COMPANY. 

Ambts 

Steam  plant, $1,365  77 

Electric  plant, 6,522  68 

Lines,  meters,  lamps  and  globes 8,385  17 

Due  for  electric  light  and  power 387  11 

Cash  on  band, 749  17 

Investments, 5,875  00 

Total  assets,  as  per  books  of  the  company $23,234  85 


LlABILITIBS. 

Capital  stock, $15,000  00 

Notes  payable, 4,500  00 

Total  liabilities,  as  per  books  of  the  company,        ....      $19,500  00 
Profit  and  loss  balance, 3,734  85 

$28,234  85 

Manufaotvhino  Account. 

Db.  Ck. 

Operating  expenses, $3,092  24 

Income  from  sale  of  electric  light  and  power,         .        .  $3,983  98 

Balance  to  profit  and  loss, 891  74 

$3,983  98       $3,983  98 

Propit  and  Lo«8  Account. 

Dh.  Cb. 

Balance  Jane  30, 1892, $3,106  29 

Balance  of  electric  manafactaring  accoant,     ...  891  74 

Other  items  of  income, 520  00 

Interest  paid $263  18 

Other  items, 520  00 

Balance  Jane  30,  1893, 3,734  85 

$4,518  03        $4,518  03 


HULL  SUBCTBIC  LIOBT  AXD  POWKK  OOHPUIT. 


BmlMUtt, 911,000  W 

SMm  pimiii, n,xn  at 

BiaedlcpUm, Wjmv 


Oartou  oa  band. Un 

OUud«MtaoaliMd, MOO 

'   bODdMceni  lamp*  en  bmd, 900  00 

HoHM,  wiflOD*,  toob,  gle^ 100  H 

Sondry  ■oooonti  dne  tb*  tomgiaj, ^Wl  tt 


Total  HMti,M  per  book!  of  tkeeoBpny 91M,8B  «D 

ProOiaadkiMtBluM, 3,1»  Si 

«U7j01l  K 

lAABfLRIM. 

C^lttlMM*, fSOjOOOOO 

Bond!  ImdmI, 00^000  00 

HolM  parabla, t^  St 

Unpaid  bflla, 11,S8S  » 

iDtenit  daebnt  not  paid 1,800  OO 

Total  llablllUei,  u  per  book*  of  tbe  cmnptaj,        ....  91)7,011  96 

HAHDrAOTtrBina  Accodht. 
(Prom  Dec  1,1802.) 

Da.  ci. 

Operating  axpeiUM, $3,3t)9  10 

Income  from  sale  of  electric  llgbl  and  power,                 .  (2,962  74 

Income  (hnn  other  Mwrcta 19  25 

Balance  lo  proBt  and  lou 387  II 

93,389  40  93,3B9  40 

FbOFIT  AMD    Low    AOOOUNT. 

Balance  of  electric  manafactnrlng  account,    .        .  9387  41 

Interest  paid 1,801  94 

Balance  Jnne  30,  1893 92,189  U 

92,189  SB  92,189  3£ 
HYDE   PARK  ELECTRIC  LIGHT  COMPANY. 

Real  estate 919,659  96 

Steam  plant i       .        .  10,116  71 

Blectrk  plant, 34,336  16 

Lines,  melen,  lampi  and  globes 78,591  04 

Patent  rlgbls, '  20,290  50 

Dae  tor  electric  Hgbt  and  powei. 4,293  31 

Fael  on  band, 31  H 
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Carbons  on  hand, f  16  40 

Oil  and  waste  on  hand, 32  91 

Incandescent  lamps  on  hand, 1,405  00 

Globes  on  hand, 54  67 

Other  materials  on  hand, 20  00 

Horses,  wagons,  etc., 198  00 

Sundry  accounts  due  the  company, 666  46 

Office  furniture 60  30 

Cash  on  hand, 573  93 

Notes  receivable, 170  70 

Advance  payments  of  insurance  and  interest, 1,066  12 

Total  assets,  as  per  books  of  the  company, $201,453  02 

LlABILITIBS. 

Capital  stock $100,000  00 

Bonds  issued, 60,000  00 

Notes  payable, 28,872  19 

Unpaid  biUs, 6,466  60 

Total  liabilities,  as  per  books  of  the  company, $194,338  79 

Profit  and  loss  bahince 7,114  23 

$201,453  02 

Manuvaotukino  ACOOUWT.f 

Db.  Cb. 

Operating  expenses, $18,681  68 

Income  from  sale  of  electric  light  and  power, .        •       .  $22,812  13 

Income  from  other  sources, 62  00 

Balance  to  profit  and  loss, 9,192  45 

$22,874  13  $22,874  13 

Profit  and  Loss  Account. 

Db.  Ch. 

Balance  June  30,  1892 $5,614  87 

Balance  of  electric  manufacturing  account,     .       .        .  9,192  45 

Dividends  declared, $4,500  00 

Interest  paid, 3,193  09 

Balance  June  30, 1893 7,114  23 

$14,807  32  $14,807  32 


IPSWICH  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $3,700  00 

Machinery  and  manufacturing  appliances, 2,000  00 

Street  mains 6,100  00 

Meters, 1,800  00 

Gas  coal  on  hand, 16  50 

Oil  on  hand, 180  00 

Cash  on  hand, 698  27 

Total  assets,  as  per  books  of  the  company, $13,394  77 

Profit  and  loss  balance 11,641  80 

$24,936  67 
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LiABiLimt. 

Capital  stock $16,000  00 

Bondfiisaed, 8»000  00 

NoCM  payftble, 400  00 

UnpftidUlli, 596  57 

ToUlIiablUties,  asperbookfoftiieeompsQy,        ....     $84,9)657 

Mamvpactubdio  Aocoumt. 

Dk.  gk. 

Operating  expeiiMt, $3,406  73 

Income  ftom  sale  of  gat, $6,282  07 

Balance  to  profit  and  loss, 1,815  34 

$6,283  07       $6,282  07 

PlOFIT  AMD  Loss  AOOOVHT. 

Balance  Jnne  30, 1802 $12,292  7$ 

Balance  of  gae  mannlkrtnring  acconnt,   ....  $1,81634 

Interest  paid, 644  87 

Old  debts  paid, 619  48 

Balance  Jnne  30, 1893, 11,04180 

$]ii357  14     $13,357  14 


JAMAICA  PLAIN  OA8  UOHT  GOMPANT. 

Assets. 

Real  estate, $118,000  00 

Machinery  and  roanafacturing  appliances, 99,728  72 

Street  mains 100,640  06 

Meters 2,131  71 

Dae  for  gas 9,471  71 

Gas  coal  on  hand, 9,612  80 

Coke  on  hand, 45  00 

Tar  on  hand, 225  00 

Enrichers  on  hand, 36  00 

Other  gas  materials  on  hand, 1,069  66 

Horses,  wagons,  etc., 667  00 

Sandry  accounts  due  the  company 1,464  90 

Offlce  fbmitnre, 750  00 

Cash  on  hand, 85S  98 

Notes  receivable, 13,000  00 

Gas  works  extension  and  improvement, 4,481  16 

Total  assets,  as  per  books  of  the  company, $362,167  49 

Liabilities. 

Capital  stock, $260,000  00 

Notes  payable, 20,000  00 

Premium  account, 17,776  00 

Unpaid  bills, 4,260  83 

Deposits, 767  40 

Total  liabilities,  as  per  books  of  the  company,         .       .     -  .       .  $292,803  23 

Profit  and  loss  balance, 69,364  2( 

$362,167  48 
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Manvfaoturino  Account. 

Dr.  Cr. 

Operating  expenses, 961,912  74 

Income  from  sale  of  gas, 

residnals, 

Balance  to  profit  and  loss, 30,437  85 

992,350  69 

Propit  and  Loss  Account. 

Dr. 

Balance  June  30, 1892, 

Balance  of  gas  manufactaring  accoant,  .... 

RenU), 

Other  items  of  income, 

Dividends  declared, 920,000  00 

Interest  paid, 596  88 

Depreciation, 6,270  77 

Jobbing  acconnt, 419  49 

Balance  June  30,  1893, 69,364  26 


980,919  10 
11,431  49 

992,350  59 

Cr. 

966,098  00 

30.437  85 

110  00 

0  50 

996,651  35      996,651  35 


LAWRENCE  GAS  UGHT  COMPANY. 

A88ET8. 

Real  estate  (gas), 

Machinery  and  manufactaring  appliances  (gas). 

Street  mains  (gas), 

Meters  (gas), 

Due  for  gas, 

Water  gas  fael, 

Gas  coal  on  hand, 

Coke  on  hand, 

Tar  on  hand, 

Enrichers  on  hand, 

Purifying  materials  on  hand,    .... 
Other  gas  materials  on  hand,   .... 

Stoves  on  hand, 

Gas  fixtures  on  hand, 

Real  estate  (electric), 
Steam  plant  (electric), 

Electric  plant, \ 206,200  04 

Lines,  meters,  lamps  and  globes  (electric), 
Dne  for  electric  light  and  power. 
Fuel  on  hand  (electric),    . 
Carbons  on  hand,      .... 
Oil  and  waste  on  hand, 
Incandescent  lamps  on  hand,    . 
Globes  on  hand,        .... 
Other  electric  materials  on  hand, 
Motors  on  band,        .... 
Aqua  ammonia,         .... 
Sundry  accounts  due  the  company, . 
OfiSce  furniture,         .... 

Cash  on  hand, 

Investments, 

Total  assets,  as  per  books  of  the  company, 9842,693  60 


3).      J 


9011,062  73 

6,744  73 

1.929  76 

4,289  80 

173  66 

3,748  30 

1,457  63 

1,639  76 

8,624  88 

818  79 

9,163  66 

24,048  81 

5,716  87 

776  32 

254  10 

90  14 

1,934  99 

65  10 

2,868  87 

2,390  93 

2,150  78 

5,506  81 

3,361  44 

27.366  90 

11,430  00 

♦   -,        "  -         '       I* 
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C^|>ltil  Hock, fQ0O/MKIOO 

Bonds  itnied, 128,000  00 

Notes  iMyable, 85/100  00 

Depositi, 199  00 

Premiiim  sooount, 16,000  00 

Total  liabfltties,  as  per  books  of  tbeeompMiy,        ....  §760,79900 

Front  and  loss  balaooe, 86^894  00 


980,099  00 


MAirWAOTUUXO  AOOOUMT. 

Da.  Ga. 

{gas, t92jOB7  97 
alectrie,       .....         47,00204 

Income  from  sale  of  gas, 

resfdnals, 

sale  of  eleetrle  Ught  and  power, 

otlier  sooroes,  eleetrie,       .... 

Balance  to  proflt  and  loss,  {S^,     !       !       !       ! 

$190,487  68    $]96»467  0 

PbOPIT  AMD  Loss  AOOOVIIT. 


$100^174  00 

90,084  01 

60,67144 

# 

8,997  00 

89,74111 

88416  40 

Balance  Jane  90, 1892, 969,488  18 

Balance  of  gas  manofiictaring  acoonnt,   ....  39,741  11 

Balance  of  electric  mannfactoring  account,      .       .       .        ^  22,116  40 

Premiam  on  new  stock, 10,125  00 

Rents, 1,242  51 

Lamps,  tales  and  jobbing  accounts,         ....  1,60978 

Old  bills  collected, 183  22 

Dividends  declared, $37,100  00 

Interest  paid, 9,168  60 

Depreciation, 268  00 

Balance  Jane  30, 1893, 86,894  60 


$132,411  20    $132,411  20 


LEE  ELECTRIC  COMPANY. 

Assets. 

Real  estate  (gas), $1,718  88 

Machinery  and  manafkctnring  appliances  (gas) 2,000  00 

Street  mains  (gas) 4,121  19 

Meters  (gas) 685  86 

Real  estate  (electric), 6,396^ 

Steam  plant  (electric), 11,811  37 

Water 2,122  87 

Electric  plant, 13,334  49 

Lines,  meters,  lamps  and  globes  (electric), 26,197  88 

Dne  for  electric  light  and  power, 1,092  92 

Fuel  on  hand  (electric), 100  00 

Carbons  on  hand 6  00 
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Oil  and  waste  on  hand, f  60  15 

Incandescent  lamps  on  hand, 380  66 

Globes  on  hand 6  00 

Other  materials  on  hand 438  65 

Horses,  wa^^ons,  etc., 195  35 

Sundry  accoants  dne  the  company, 66  62 

OflBce  furniture, 15  75 

Cash  on  hand, 288  48 

Insurance  unexpired, 107  97 

Total  assets,  as  per  books  of  the  company, f  70,146  65 

Profit  and  loss  balance, 5,003  91 

175,150  56 
Liabilities. 

Capital  stock f  20,000  00 

Bonds  issued, 15,000  00 

Notes  payable, 3,177  65 

Unpaid  bills, 179  97 

Interest  dne  but  not  paid, 1,110  00 

Amounts  dne  firom  the  company,  not  included  above,    ....  30,682  94 

Total  liabilities,  as  per  books  of  the  company $75,150  56 

Maitvpactuhiko  Account. 

Dm.  Ck. 

Operating  expenses, $6»233  11 

Sale  ofelectric  light  and  power, f  5,655  72 

Balance  to  profit  and  loss, 577  39 

$6,233  11  16,233  11 

Profit  and  Loss  Account. 

Dr.  Ck. 

Balance  June  30,  1892, $2,851  52 

Balance  of  electric  manufacturing  account,     .       .       .  577  39 

Rents, $150  17 

Interest  paid 1,125  03 

Other  items, 600  14 

Balance  June  30,  1893, 5,003  91 

$5,154  08  $6,154  08 


LEICESTER  ELECTRIC  COMPANY. 

Ambtb. 

Real  estate, $10,309  59 

Steam  plant, 13,317  89 

Electric  plant, 6,126  83 

Lfties,  meters,  lamps  and  transformers, 15,650  82 

Water  power, 2,804  25 

Due  for  electric  light  and  power, 1,426  87 

Fuel  on  hand, 4683 

Oil  and  waste  on  hand, 35  58 

Incandescent  lamps  on  hand, 245  80 

Other  materials  on  hand, 92  22 

Tools  on  hand, 183  12 
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Sondry  aoooontt  due  fha  oompftiij $179  18 

Cash  on  hand, 187  06 

Adrance  Insnxmnoe  and  interaat, lU  48 

Total  aiieti,  as  per  booki  of  tbe  companj, $00,820  04 

Ftoflt  and  lots  balance,    . 365  22 

$00,065  26 
LzABiLnna. 

Capital  stock, $25,000  00 

Bondf  isined, 20,000  00 

Notes  payable, 1,960  41 

Unpaid  bills, 2,474  18 

Interest  doe  bat  not  paid, 1,541  67 

Total  UabOities,  as  per  books  of  tbe  companj,       ....  $60,985  26 

Mahitvaotuxixo  Aoootot. 

Da.  Ce. 

Operating  expenses, $4»446  26 

Income  from  sale  of  electric  light  and  power,  $5,851  90 

Balance  to  proflt  and  loss, 906  74 

$6,86199  $5,85190 
Pbofit  awb  Lots  AoooimT. 

I>B.  Gl. 

Balance  Jane  80, 1892, $1,006  86 

Balance  of  electric  manafkdaring  aocoont,    .  $906  74 

Materials  omitted  flram  inTentoiy  Jnae  80, 1802,    •  1,178  05 

Other  items  of  income, 163  34 

Interest  paid, 1,047  88 

Other  items 568  62 

Balance  Jane  30, 1893, 365  23 

$2,608  35  $2,608  35 


LEOMINSTER  ELECTBIC  LIGHT  AND  POWER  COMPANY. 

Absbts. 

Real  estate, $11,617  80 

Steam  plant, 28^216  86 

Electric  plant, 21,278  49 

Lines,  meters,  lamps  and  transformers, 58,080  22 

Franchise, 10,000  00 

Dae  for  electric  light  and  power, 3,350  69 

Fael  on  hand, 35  00 

Oil  and  waste  on  hand, 33  17 

Incandescent  lamps  on  hand, 474  30 

Globes  on  hand, i4  24 

Other  materials  on  hand, 217  13 

Tools  on  hand, 62  40 

Horses,  wagons,  etc , 209^00 

Sundry  accoants  dae  the  company 632  11 

Office  fumitare, 142  27 

Cash  oa  hand, 851  97 

Advance  insurance  and  interest, 976  29 

Totalassets,  as  per  books  of  the  company, $136,215  91 

Profit  and  loss  balance 2,840  69 

$188,596  63 
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LlABXLITIBS. 

Capital  stock, $50,000  00 

Notes  payable, 82,057  33 

Unpaid  bills, 6,172  14 

Interest  dae  bat  not  paid, 327  16 


Total  liabilities,  as  per  books  of  the  company $138,556  63 

Manxttaoturino  Aocount. 

Db.  Cb. 

Operating  expenses, 916,286  86 

Income  from  sale  of  electric  light  and  power,  .       .       .  $19,603  76 

other  sources, 116  96 

Balance  to  profit  and  loss, 4,433  86 


919,720  72      919J20  72 

Pbofit  and  Loss  Account. 

Ds.  Cb. 

Balance  Jane  30, 1892, 92,381  27 

Balance  of  electric  manafactaring  account,     .  .  94,483  86 

Interest  paid,     .       .       « 4,373  28 

Other  items, 20  00 

Balance  Jane  30, 1893 2,340  69 


96,774  65       $6,774  66 


LEOMINSTER  OAS  LIGHT  COBfPANY. 

A88BT8. 


Real  estate, 

Machinery  and  manufkctaring  appliances. 

Street  mains, 

Meters 

Dae  for  gas 

Oas  coal  on  hand, 

Enrichers  on  hand, 

Sundry  accounts  due  the  company, . 

Cash  on  hand 

Notes  receiyable, 


960,000  00 


1,066  42 

482 

271  92 

28  00 

2,096  62 

1,200  00 

Totalassets,  as  per  books  of  the  company, 964,666  78 

Liabilities. 
CapiUl  stock, 960,000  00 


Total  llabilitiei,  as  per  books  of  the  company 950,000  00 

Profit  and  lost  balance 4,666  78 


Manutaotueino  AoooimT. 


Operating  expenses,  . 
Income  from  sale  of  gas,  . 
other  sources. 
Balance  to  profit  and  loss. 


964,666  78 

Db. 

Cb. 

94,668  44 

97,412  02 

28  00 

2,871  68 

97,440  02       97,440  02 
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Pbovit  awb  Lom  Aooovvt. 
Baknoe  Jana  90, 1892, 

Balance  of  gai  mannfutiiriiig  toooimty  .... 

Intereft  reoelTed, 

Rents, 

DiTidends  declared, 

ConBtnictkm  chained  off, 

Other  items, 

Balance  Jane  30, 1898, 


Db. 

Cb. 

$3,971  78 

2,871  68 

48  00 

118  00 

ts,ooooo 

826  80 

17  28 

4,606  78 

97/)09  36       97,009  30 


LEXINGTON  OAS  UQHT  COMPANY. 

AesBTS* 

Real  estate  (gas) $1,514  96 

Machinery  and  mannfactnring  appMances  (gas), 21,623  73 

Street  mains  (gas), 7,490  90 

Meters  (gas) 718  31 

Dae  for  gas 274  66 

Tar  on  hand 16  00 

Enricbers  on  hand, 23  00 

Other  gas  materials  on  hand, 120  00 

Real  estate  (electric), 3,969  41 

Steam  plant  (electric) 4,467  48 

Electric  plant, 8,175  76 

Lines,  meters,  lamps  and  ^6bes  (eleetrlc),  1  8  987  14 

Patent  rights j ^ 

Dae  for  electric  light  and  power, 539  00 

Fael  on  hand  (electric), 126  56 

Carbons  on  hand, 16  00 

Oil  and  waste  on  hand, 19  25 

Incandescent  lamps  on  hand, 406  00 

Globes  on  band, 284  60 

Other  electric  materials  on  hand, 673  48 

Sundry  accounts  due  the  company, 3,396  18 

Cash  on  band, 503  30 

Total  assets,  as  per  books  of  the  company, $63,184  71 

Liabilities. 

Capital  stock, $20,000  00 

Notes  payable, 29,305  93 

Unpaid  bills, 1,235  79 

Total  liabilities,  as  per  books  of  the  company $60,541  72 

Profit  and  loss  balance 12,642  99 


Manufactubino  Account.! 


Operating  expenses,  /  ^*      ' 

(  electric, 


Income  from  sale  of  gas 

residuals, 

other  sonrces,  gas, 

sale  of  electric  light  and  power, 


Balance  to  profit  and  loss,    <  ^' 
^  i  elecl 


electric. 


$63,184  71 

Da. 

C«. 

$3,194  62 

1,431  67 

$4,643  48 

41  60 

19  80 

1,649  74 

1,510  26 

218  07 

$6,354  52        $6,354  62 


I  Begun  to  sell  electric  light  in  February,  1893. 
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Profit  and  Loss  Account. 


Balance  Jane  30, 1892,  .... 
Balance  of  gas  manufacturing  account,  . 
Balance  of  electric  manufacturing  account, 

Interest  receiyed, 

Rents, 

Other  items  of  income,     .... 

Dividends  declared, 

Interest  paid, 

Depreciation, 

Balance  Jane  30,  1893,      .... 


Dr. 

Cb. 

$12,426  10 

1,510  26 

218  07 

200  43 

10  00 

19  20 

$700  00 

279  81 

761  76 

12,642  99 

$14,384  06      $14,384  06 


LOWELL  ELECTRIC  LIGHT  CORPORATION. 

Assets. 

Real  estate $27,070  45 

Steam  plant 98,041  21 

Electric  plant 112,851  20 

Lines,  meters,  lamps  and  globes, •   .    -   .  228,608  11 

Inside  wiring, 9,390  50 

Due  for  electric  light  and  power 11,783  36 

Fuel  on  hand 379  47 

Carbons  on  band, 735  60 

Oil  and  waste  on  band, 159  22 

Incandescent  lamps  on  band, 613  18 

Globes  on  hand, .  42  50 

Other  materials  on  band 5,244  50 

Meters  on  band, 444  80 

Horses,  wagons,  etc., 525  00 

Sundr>'  accounts  due  the  company, 1,091  63 

Office  furiiiture, 180  00 

Cash  on  hand, 1,407  54 

Total  assets,  as  per  books  of  the  company, $498,568  17 

Liabilities. 

Capital  stock, $300,000  00 

Bonds  issued, 7,000  00 

Notes  payable, 154,455  64 

Unpaid  bills 12,418  08 

Total  liabilities,  as  per  books  of  the  company,         ....  $473,873  72 

Profit  and  loss  balance, 24,694  45 

$498,568  17 

Manufactubino  Account. 

Dr.  cr. 

Operating  expenses, $72,006  70 

Income  from  sale  of  electric  light  and  power,  .               .  $113,301  69 

other  sources, 346  80 

Balance  to  profit  and  loss 41,641  29 

$113,647  99  $118,647  99 
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Feovit  Am  IXMt  AOOOUVT* 

Urn,  GL 

B«laaoe  June  80, 1802;     ........  $88,71996 

Bilaaoe  of  aleetrie  numsfictaiiag  Mocmnty    •  41,641  99 

Intereit  reoelTcd, 21  88 

(Hhor  itenu  of  income, 168  07 

Dftrideiidf  dedftrad* 190,998  00 

iBterast  pftldi. 9i848  U 

DepreciatlOD 96/XN)  00 

Otlierlteiiit 800  00 

Balanee  Jana  80, 1888, 91,694  48 

181,086  69     $81,536  09 


$425,000  00 


LOWELL  OA8  UOHT  COMPANY. 

A86BTS* 

Real  estate, 

MadiiDery  and  maanlketiiring  ^n»lianoei, 

Street  mainf, 

Meten,      •••••••• 

Dueforgaf, 8,176  80 

Oaf  ooal  on  hand, 1,187  23 

Coke  on  hand, 1,222  00 

Tar  on  hand, 3,200  00 

Enrichers  on  hand, 203  00 

Parifying  materials  on  hand, 51  00 

Stoves  on  hand 13,250  00 

Cash  on  hand, 29,984  07 

Investments, 106,609  47 


Total  assets,  as  per  books  of  the  company, $583,883  57 


Liabilities. 
Capital  stock $500,000  00 


Total  liabilities,  as  per  books  of  the  company $500,000  00 

Profit  and  loss  balance .        83,883  57 


$583,883  57 

Manufacturino  Account. 

Dm.  Cb. 

Operating  expenses, 8251,956  91 

Income  from  sale  of  gas, $292,986  69 

residuals 69,292  10 

Balance  to  profit  and  loss, 110,321  88 


$362,278  79      $362,278  79 
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Profit  and  Loss  Account. 

Db.  Cr. 

Balance  June  30,  1892, $50,676  98 

Balance  of  gas  mannfacturing  account^  ....  110,321  88 

Rents, 6,162  46 

Dividends  declared, $80,000  00 

Interest  paid, 1,314  62 

Depreciation, 963  12 

Balance  June  30,  1893, 83,883  67 

$166,161  31    $166,161  31 


LYNN  GAS  AND  ELECTRIC  COMPANY. 

AB8ST8. 

Real  estate  (gas), $189,868  40 

Machinery  and  manafactnring  appliances  (gas),  ^ 

Street  mains  (gas), J          ....  132,86412 

Due  for  gas 20,826  26 

Gas  coal  on  hand 2,126  81 

Tar  on  hand, 356  00 

Parifying  materials  on  hand, 200  00 

Stoves  on  hand, 3,104  67 

Reiil  estate  (electric) 23,034  79 

Steam  plant  (electric), 24,982  62 

Electric  plant 64,176  26 

Lines,  meters,  lamps  and  globes  (electric), 104,015  43 

Patent  rights, 15,000  00 

Dne  for  electric  light  and  power 11,941  71 

Carbons  on  band, 450  00 

Incandescent  lamps  on  hand, 266  29 

Globes  on  hand, 30  00 

Sundry  accounts  due  the  company, 1,609  23 

Cash  on  hand, 13,007  14 

New  electric  station, 28,959  80 

Total  assets,  as  per  books  of  the  company, $626,297  43 


LlABILITIBS. 

Capital  stock $376,000  00 

Notes  payable 128,000  00 

Unpaid  bills 7,624  17 

Unpaid  dividends, 302  65 

Reserved  ftind, 2,252  06 

Depreciation  fund 10,000  00 

Total  liabilities,  as  per  books  of  the  company, $623,078  77 

Profit  and  loss  balance 103,218  66 

$626,297  43 
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IdVUFAOTITBIlf  O  AOOOVR. 

op-«^«p— .  {SS«e.-  :  :  :  :  :  ♦'SSS 

Inoome  from  lale  of  git 9123,404  48 

refidiuUt, 11,050  68 

lale  of  deeCiic  light  and  power, .  121,492  35 

Balance  to  proflt  Mid  loM,  /^^, S'fS  S 

lelectrle,     ....         S7j622  29 

•260,947  S5    9295,947  35 
Pxonr  AKD  Loss  Aoooinra. 

IML  Cl. 

Balance  June  80, 1892, 972,796  49 

Balance  of  gas  mannfiuliizlng  aoconnt,   ....  30,201  97 

Balance  of  electric  manwfkrtnring  accopnt,     .  67,022  29 

Rents, 1,289  33 

Insnrance  for  loss  oo  electric  station,      ....  8,248  00 

BiTidends  dedaied, 930,000  00 

Interest  paid, 0,441  42 

Constrnctlon  charged  off  (gas) 14/XN)  00 

Depredation, 18^000  00 

Balance  June  80, 1898,      . 108,218  86 

9170,160  08    9170,160  06 


MALDEN  BLECTEIC  COMPANT. 

ASSBTB. 

Real  estate 927,424  26 

Steam  plant,  .       ,  \ 

Electric  plant,    .        .       .        .    [ 293,721  34 

Lines,  meters,  lamps  and  globes,  J 

Patent  rights, 55,000  00 

Due  for  electric  light  and  power, 10,526  64 

Fuel  on  hand, 186  65 

Carbons  on  hand 142  50 

Oil  and  waste  on  hand, 54  42 

Incandescent  lamps  on  hand, 436  12 

Olobes  on  hand, 23  12 

Other  materials  on  hand 619  03 

Horses,  wagons,  etc., 1,558  33 

Sundry  accounts  dne  the  company, 4,870  65 

Office  furniture, 300  00 

Cash  on  hand, 2,156  30 

Total  assets,  as  per  books  of  the  company, 9396,919  16 

LlABILITIBS. 

Capital  stock 9150,000  00 

Bonds  issued 100,000  00 

Notes  payable, 111,626  36 

Unpaid  biUs 833  57 

Total  liabilities,  as  per  books  of  the  company 9362,359  93 

Profit  and  loss  balance, 34,569  23 

9396,919  16 
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MAinrpjLOTURiNO  Account. 

I)S. 

Operating  expenses, $44,136  72 

Income  from  sale  of  electric  light  and  power, 

Balance  to  profit  and  loss, 29  J55  10 

$73,891  82 

Profit  aitd  Loss  Account. 

Dr. 

Balance  June  30,  1892, 

Balance  of  electric  manafkctoring  accoant, 

Wiring  account, 

Lamp  sales, 

Dividends  declared, $12,000  00 

Interest  paid, 11,330  00 

Balance  June  30,  1893, 34,559  23 


Cr. 
$73,891  82 

$73,891  82 

Cr. 

$27,132  99 

29.7M  10 

621  16 

379  98 

$57,889  23      $57,889  23 


MALDEN  AND  MELROSE  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $46,332  48 

Machinery  and  manufacturing  appliances, 92,274  46 

Street  mains, 150,000  00 

Meters, 14,000  00 

Due  for  gas, 17,260  94 

Gas  coal  on  band, 5,304  96 

Tar  on  hand 882  00 

Enrichers  on  hand 16  25 

Purifying  materials  on  band, 56  00 

Other  materials  on  hand, 80  00 

Stoves  on  hand 112  20 

Gas  fixtures  on  hand, 500  00 

Sundry  accounts  due  the  company 3,415  80 

Cash  on  hand, 426  88 

Total  assets,  as  per  books  jof  the  company, $330,661  97 

LlABILmBS. 

Capital  stock, $220,000  00 

Notes  payable, 24,400  00 

Unpaid  bills, 3,015  64 

Deposits, 10  00 

Unpaid  dividends, 1.107  60 

Contingent  fhnd, 12,626  00 

Total  liabilities,  as  per  books  dftbe  company, .'....  $261,168  04 

Profit  and  loss  balance, 69,603  93 

$330,661  97 
Manupjlcturino  Account. 

Dr.  Cr. 

Operating  expenses $48,928  79 

Income  fVom  sale  of  gas, $70,506  29 

residuals, 8,089  62 

other  sources, 10  60 

Balance  to  profit  and  loss, 29,677  62 

•                                       $78,606  41  $78,606  41 


S18  ild  Jlia>  SLBCTBIC  U6HT.  [Jaa. 


Bakoitt  JsM  10^  UB8; 


Other  llBiM  of  fDeoBtb mn 

Dhrfdendf  dedwBd, 9]7,iW  tO 

SMerartpald, l^M  8» 


PipuBcltiuu, WiSTB 

M>bil«•eeoa^             M0B» 

BiidaMi. «D8» 

Bidsott  Jmw  10, 1808, 80,800  00 


81    tooiioeoi 


MAHUFACTUBBBT  GAS  UQHT  OOMPANT  (FALL  BIVBB). 


BmI  ctCafee.                     n.000  00 

lIftciito<ty«iidm«imfiiclBrtngappUMicM,i 

Sfiraemudiis,     .  * V 40,80180 

Metera, J 

Gm  eofti  00  band, IjOOO  00 

CcdEo  OD  luuid, 60  00 

Bnricfaen  on  bMid, 600  00 

Snndrj  accounts  dne  tlie  company, 668  19 

Caf  b  on  band, 6,999  26 


Total  assets,  as  per  books  of  tbe  oompanj, $68,612  44 

LlJLBILITIBS. 

Capital  stock, $60,000  00 


Total  liabilities,  as  per  books  of  the  company $50,000  00 

Profit  and  loss  balance, 8.612  44 


$68,612  44 

Manupactubino  Account. 

Dm.  Cm. 

Operating  expenses, $16,386  81  - 

Income  from  sale  of  gas, $19,560  79 

residnals 3,383  26 

Balance  to  profit  and  loss,        7,657  23 


Profit  and  Loss  Account. 


Balance  June  30, 1892,      .... 
Balance  of  gas  manufacturing  account,  . 

Dividends  declared, 

Balance  June  30, 1893,      .... 


$22,944  04 

$22,944  04 

Dr. 

Ck. 

$6,055  21 

7.657  23 

$6,000  00 

8,612  44 

$13,612  44      $18,612  44 
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MARBLEHEAD  GAS  AND  ELECTRIC  COMPANY. 

Assets. 

Real  estate $3,924  99 

Machinery  and  manafactnring  appliances 13,707  94 

Street  mains, 21,000  00 

Meters, 1,781  13 

Due  for  gas 899  30 

Gas  coal  on  hand, 1,473  12 

Coke  on  band, 70  00 

Tar  on  band, 219  00 

Stoves  on  band, 60  00 

Gas  fixtures  on  hand, 60  00 

Office  furniture, 60  00 

Cash  on  hand, 641  80 

Investments, 100  00 

Total  assets,  as  per  books  of  the  company, $43,927  28 

Profit  and  loss  balance, 4,462  96 

$48,390  24 
Liabilities. 

Capital  stock $40,000  00 

Bonds  issued, 7,500  00 

Unpaid  bUls, 890  24 

Total  liabilities,  as  per  books  of  the  company, $48,390  24 

Manufacturing  Account. 

Dr.  Cb. 

Operating  expenses, $8,166  95 

Income  from  sale  of  gas, $9,243  68 

residuals, 445  97 

other  sources, 8  00 

lighting  and  care  of  public  lamps,     .        .  461  26 

Balance  to  profit  and  loss, 1,991  96 

$10,158  91  $10,158  91 

Propit  and  Loss  Account. 

Dr.  Ch. 

Balance  June  30, 1892 $6,219  00 

Balance  of  gas  manufacturing  account,    ....  $1,991  96 

Other  items  of  income 146  45 

Interest  paid, 332  37 

Other  items 50  00 

Balance  June  30, 1893, 4,462  96 

$6,601  37  $6,601  37 


•    MARLBOROUGH  ELECTRIC  COMPANY. 

Assets. 

Real  estate, $5,082  13 

Steam  plant, 9,559  28 

Electric  plant 28,998  70 
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Llnesy  meters,  lamps  and  globes,                   $24,975  70 

New  oonstnictioii, 24,807  74 

Doe  for  electric  Ught  and  power, 1,08561 

Fael  on  hand,    ............  77  00 

Carbons  on  hand, 272  00 

Oil  and  waste  on  hand, 41  90 

Incandescent  lamps  on  hand, 545  90 

Globes  on  hand, 29  40 

Bricks  on  hand, 156  82 

Sundry  acconnts  dne  the  onnpanj, 225  13 

Cash  on  hand, 2,466  88 

Total  assets,  as  per  books  of  the  oompanj, §97,774  14 

LiABZLmns. 

Capital  stock f80,000  00 

Bonds  issoed,    . 84,900  00 

Notes  payable, 20,000  00 

Unpaid  bills, 3,585  37 

Total  liabilities,  as  per  books  of  the  onnpany,        ....  f88,485  87 

Froflt  and  loss  balance, 9,288  77 

$97,774  14 

MAinrPAOTUBDro  Aooovxr. 

Dm.  ci. 

Operating  expenses $14,849  87 

Income  from  sale  of  electric  Ught  and  power,  $19,517  68 

Balance  to  profit  and  loss, 5,167  81 

$19,517  68  $19,517  68 

Profit  and  Loss  Aoooumt. 

Db.  Cr. 

BalSDce  Jane  30,  1892, $9,609  41 

Balance  of  electric  mannfactarlng  account,    ...  5,167  81 

Interest  received, 46  02 

Other  items  of  income, 40  68 

Interest  paid, $2,231  27 

Depreciation, 3,343  88 

Balance  Jnne  30, 1893,      .        .  .       .       .       .  9,288  77 

$14,863  92  $14,863  92 


MARLBOROUGH  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $7,843  00 

Machinery  and  mannfkctnring  appliances, 53,780  68 

Street  mains, 9,857  40 

Meters 1,476  14 

Dne  for  gas, 3,495  11 

Gas  coal  on  band, •.  89082 

Coke  on  band, 71  50 

Tar  on  band, 426  00 

Enricbers  on  hand, 11  25 

Purifying  materials  on  hand, 83  88 

Other  materials  on  hand, 106  48 
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Stoves  on  hand, $1,153  02 

Gas  fixtures  on  hand, 1,877  79 

Sundry  acconnts  dae  the  company, 1,262  24 

Cash  on  hand, 1,146  46 

Total  assets,  as  per  books  of  the  company $83,421  77 

Liabilities. 

Capital  stock, $50,000  00 

Notes  payable, 2,263  00 

Unpaid  bills, 878  39 

Total  liabilities,  as  per  books  of  the  company, $53,13139 

Profit  and  loss  balance, 30,290  38 

$83,421  77 

MANT7FACTUIIIN0  ACCOUNT. 

Db.  Cr. 

Operating  expenses, $9,600  15 

Income  from  sale  of  gas, $13,158  26 

residuals, 1,010  45 

other  sources, 64  04 

Balance  to  profit  and  loss, 4,632  60 

$14,232  76  $14,232  76 

Profit  and  Loss  Aoooukt. 

Dr.  Ck. 

Balance  June  30, 1892, $25,634  48 

Balance  of  gas  manufacturing  account,   ....  4,632  60 

Other  items  of  income, 23  30 

Balance  June  30, 1893, $30,290  38 

$30,290  38  $30,290  38 


MIDDLEBOROUGH  GAS  AND  ELECTRIC  COMPANY. 

Assets. 

Real  estate  (gas),      .       ^ $11,023  24 

Machinery  and  manufacturing  appliances  (gas), 14,75137 

Street  mains  (gas), 8,080  68 

Meters  (gas), 8,269  26 

Due  for  gas, 606  36 

Gas  coal  on  hand, 168  20 

Enricbers  on  hand, 44  00 

Other  gas  materials  on  hand, 12  50 

Stoves  on  hand, 38  46 

Real  estate  (electric), 17,510  71 

Steam  plant  (electric) 14,975  93 

Water  power. 42,062  35 

Electric  plant, 26,671  64 

Lines,  meters  and  transformers  (electric) 29,698  96 

Franchise, 4,630  52 

Due  for  electric  light  and  power, 303  03 

Fuel  on  hand  (electric), 10  00 

Carbons  on  hand 78  00 

Oil  and  waste  on  hand, 46  45 

Incandescent  lamps  on  hand, 10  40 


» 
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Globes  on  liand, $11  (M 

Other  doctrioDiatarialt  on  hand, S8S  07 

Tools, S61M 

Sundry  aooonnts  dne  the  ocunpMiy, 88S  82 

Office  ftimttore, 16  75 

Cesh  on  hand, 5372S 

Unexpired  insnxnnce, 20S9S 

Total  assets,  as  per  books  of  tbe  eompanjr, f  176,019  41 

Profit  and  loss  balance, 21,887  8S 

•197,407  tf 
LiASiLmia. 

Capital  stock, $80,000  00 

Bonds  iSMied, 8O/N»00 

Unpaid  biUs, 26;207  2S 

Imerest  dne  but  not  paid, 11,200  00 

Totalliabilities,asperbooksof tlieoonipanjr,        ....  $197,40730 

Mahwaotubiho  ▲oooumt* 


operating  eacpenses,  /^^l,,^^ 8^806  70 

Ineome  from  sale  of  gas, $8,140  88 

sale  of  electric  U|^  and  power, .  8,171  84 

other  sources,  eleetriGb       •      •      .      •  78  00 

Balance  to  profit  and  kMS,  \electric,     ....  1086 

$7,806  88       $7,806  88 
Profit  and  Loss  Aooovnt. 

Db.  Cr. 

Balance  Jane  80, 1892, $10,196  89 

Balance  of  gas  mannfiictaring  account,   ....  1,891  46 

Balance  of  electric  manufacturing  account,    ...  16  86 

Interest  paid, 4,784  18 

Balance  June  80, 1893 $21,387  88 


^i^ 


$81,387  88      $21,887  88 


MILFORD  ELECTRIC  COMPANY. 

ASSBTS. 

Real  estate, $6,063  24 

Steam  plant, 14,174  22 

Electric  plant, 14,228  81 

Lines,  meters,  lamps  and  globes, 32,385  S2 

Due  for  electric  light  and  power, 1,692  20 

Fuel  on  hand 46  00 

Carbons  on  hand, 80  00 

Oil  and  waste  on  hand, 66  00 

Incandescent  lamps  on  hand 233  30 

Globes  on  hand, 26  40 

Other  materials  on  hand 908  66 

Sundry  accounts  dne  the  company, 805  99 

Office  furniture 89  50 

Cash  on  hand,    . 211  91 

Total  assets,  as  per  books  of  the  company $69,806  45 
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LIJLBILITIB8. 

Capital  stock, $40,000  00 

Notes  payable, 20,600  00 

Unpaid  bills,      .       .       .       .     ^ 0,573  02 

Total  liabilities,  as  per  books  of  the  company, $66,073  02 

Profit  and  loss  balance, 8,232  43 

869,306  45 
Mantfacturino  Aooount. 

Db.  Cb. 

Operating  expenses, $11,786  40 

Income  fh^m  sale  of  electric  light  and  power,  .       .       .  $13,900  50 

Balance  to  profit  and  loss, 2,114  10 

$13,900  50      $13,900  50 

Pbotit  akd  Loss  Acoovnt. 

Db.  Cb. 

Balance  June  30, 1892, $2,070  83 

Balance  ofelectric  manufacturing  account,     ...  2,11410 

Interest  paid $962  50 

Balance  Jane  30, 1893 3,232  43 

$4,184  93       $4,184  93 


MILFORD  GAS  LIGHT  COMPANY. 

Assbts. 

Real  estate, $3,460  00 

Machinery  and  manafaetnring  appliances, 64,366  61 

Street  mains, 31,761  17 

Meters, 2,500  00 

Due  for  gas 1.670  36 

Gas  coal  on  hand, 4,438  65 

Coke  on  band, 260  00 

Tar  on  hand, 812  50 

Purifying  materials  on  hand, 60  00 

Other  materials  on  hand, 408  76 

Stoves  on  hand, 211  81 

Gas  fixtures  on  hand, 1,789  97 

Sundry  accounts  due  the  company, 28  45 

Office  fbmiture 60  00 

Cash  on  hand, 8,670  12 

Total  assets,  as  per  books  of  the  company, $115,428  39 

Liabilities. 

Capital  stock, $72,800  00 

Unpaid  dividends, 3,616  00 

Depreciation  ftind, 85,800  00 

Total  liabilities,  as  per  books  of  the  company $111,715  00 

Profit  and  loss  balance, 3,713  39 

$116,428  39 
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Maxtfaoturino  Account. 

Dk.  cr. 

Operating  expenses, $12,685  04 

Income  from  sale  of  gas, $19,893  26 

residuals, ,       .  1,336  21 

other  sources 5S  90 

Balance  to  profit  and  loss, 8,603  33 

$21,288  37      $21,288  37 

Profit  and  Loss  Accouin. 

Dm.  Cb. 

Balance  June  30, 1892, $2,340  06 

Balance  of  gas  manufoctuiing  account,   ....  8,603  33 

Dividends  declared, $7,230  00 

Balance  June  30, 1893, 3,713  39 

$10,943  39      810,943  39 


MILLBURY  ELECTRIC  COMPANY. 

Assets. 

Real  estate, $4,596  28 

Steam  plant, 6,308  45 

Electric  plant, 6,128  15 

Lines,  meters  and  transformers, 16,903  37 

Due  for  electric  light  and  power, 907  78 

Fuel  on  hand, 83  92 

Carbons  on  band, 12  00 

Oil  and  waste  on  hand, 24  1.3 

Incandescent  lamps  on  hand, 205  38 

Globes  on  band, 10  59 

Other  materials  on  hand, 173  85 

Sundry  accounts  due  the  company, 12  40 

Cash  on  band, 496  42 

Tools, 100  00 

Insurance  and  interest, 78  25 

Total  assets,  as  per  books  of  the  company, $35,040  99 

Liabilities. 

Capital  stock, $15,000  00 

Notes  payable, 17,789  04 

Unpaid  bills, 813  39 

Interest  due  but  not  paid 1,040  00 

Total  liabilities,  as  per  books  of  the  company,         ....  $34,64243 

Profit  and  loss  balance 398  56 

$35,040  99 
Manufacturing  Account. 

Dr.  Cr, 

Operating  expenses, $5,021  90 

Income  from  sale  of  electric  light  and  power, ...  $5,688  31 

Balance  to  profit  and  loss, 666  41 

$5,688  31  $5,688  31 
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Profit  and  Loss  Account. 

I)H.  cr. 

Balance  June  30,  1892, $806  93 

Balance  of electricmanufacturing account,     .       .       .  666  41 

Interest  paid, 1^1,074  78 

Balance  June  30,  1893 398  66 

$1,473  34        $1,473  34 


MILTON   LIGHT  AND  POWER  COMPANY. 

Assets. 

Real  estate, $10,811  70 

Steam  plant, 10,374  00 

Electric  plant, 11,778  16 

Lines,  meters,  lamps  and  globes, 32,511  91 

Due  for  electric  light  and  power, 918  66 

Fuel  on  hand, 13  60 

Oil  and  waste  on  hand, 43  00 

Incandescent  lamps  on  hand, 29  46 

Other  materials  on  hand 166  10 

Horses,  wagons,  etc., 76  00 

Office  furniture, 76  00 

Cash  on  hand, 291  72 

Total  assets,  as  per  books  of  the  company, $67>088  20 

Profit  and  loss  balance, 3,606  61 

$70,593  71 
Liabilities. 

Capital  stock, $30,000  00 

Bonds  issued, 30,000  00 

Notes  payable 9,951  91 

Unpaid  bills, 641  80 

Total  liabilities,  as  per  books  of  the  company,         ....  $70,593  71 

Manupactvrino  Account. 

i>s.  Cr. 

Operating  expenses, f  7,247  12 

Income  f^om  sale  of  electric  light  and  power, .       .       .  $9,920  70 

other  sources, 18  44 

Balance  to  profit  and  loss, 2,692  02 

$9,939  14  $9,939  14 

Profit  and  Loss  Account. 

Ds.  Cr. 

Balance  June  30, 1892, $4,461  99 

Balance  of  electric  manufacturing  account,     .        .        .  $2,692  02 

Wiring  account 123  35 

Lamp  sales, 117  05 

Interest  paid, 1,138  37 

Construction  charged  off, 837  57 

Balance  June  30,  1893, 3,505  51 

$6,437  93  $6,437  93 
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NAKTUCKRT  BLBGTBIC  UOHT  COICPANY. 


Real  estate, tS,025  S8 

Steam  plant, 10,719  90 

Electric  plant, 19,124  04 

LInei,  meters,  lamps  and  globes, 34,021  40 

Doe  Tor  electric  light  and  power, 180  99 

Foel  on  hand, 984  00 

Carbons  on  band, S088 

Oil  and  waste  on  band, 6SM 

Incandescent  hunps  on  band, 80  80 

Globes  on  band, SO  40 

Unexpired  insurance, 17  00 

Office  fbmitnre, 121 09 

Cash  on  band, 8S  13 

Total  assets,  as  per  hook*  of  the  company, $67,990  91 

Profit  and  loss  bahmoe, 1,410  Oi 

$69,406  96 
LiABiums. 

Capital  stock, $26,000  00 

Bonds  issued, 20,000  00 

Notes  payable, 11,684  81 

Unpaid  bills, 1,222  14 

Interest  due  but  not  paid, 1,600  00 

Total  liabilities,  as  per  boolis  or  the  company, $69,406  95 

Manufactu&ino  Account. 

Di.  c«. 

Operating  expenses, $6,037  83 

Income  fh>m  sale  of  electric  light  and  power, .               .  $6,905  13 

Balance  to  profit  and  loss, 867  30 

$6,905  13  $6,905  13 

Profit  and  Loss  Account. 

De.  Cm- 
Balance  Jane  30, 1892, $699  06 

Balance  of  electric  manufacturing  account,     .        .       .  $867  30 

Interest  paid, 1,684  28 

Balance  June  30, 1893, 1,416  04 

$2,283  34  $2,283  84 


NANTUCKET  GAS  UGHT  COMPANY. 

Assets. 

Real  estate, $3,000  00 

Machinery  and  manufacturing  appliances, 20,000  00 

Street  mains, 9,640  63 

Meters, 4,000  00 

Due  for  gas, 260  00 

Gas  coal  on  hand, 210  00 
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Coke  on  hand, $15  00 

Tar  on  hand, 16  80 

Other  materials  on  hand, 160  00 

Cash  on  hand, 9  29 

Investments, 368  00 


Total  assets,  as  per  books  of  the  company, $37,569  62 

Profit  and  loss  balance, 430  38 


$38,000  00 
Liabilities. 

Capital  stock, $86,000  00 

Notes  payable, 2,000  00 


Total  liabilities,  as  per  books  of  the  company,         ....      $38,000  00 

Manvfactu&imo  Account* 


Operating  expenses, . 
Income  fh>m  sale  of  gas,  . 

residaals,     . 

other  sources, 
Balance  to  profit  and  loss. 


Dr. 

Cb. 

$4,318  09 

$4,313  46 

242  13 

54  00 

291  60 

$4,609  59        $4,609  69 

Propit  and  Lobs -Account. 

Db.  Cx. 

Balance  June  30,  1892, $659  38 

Balance  of  gas  manufactaring  acconnt,    ....  $291  50 

Interest  paid 62  60 

Balance  June  30,  1893, 430  38 


$721  88  $721  88 


NATICK  ELECTRIC  COMPANY. 


Assets. 

Real  estate, $25,786  26 

Steam  plant, 30,469  16 

Electric  plant 80,498  20 

Lines,  meters,  lamps  and  globes, 86,389  25 

Wiring, 13,679  69 

Due  for  electric  light  and  power, 3,058  27 

Fuel  on  hand,    .... 
Carbons  on  hand, 
Oil  and  waste  on  hand,     . 
Incandescent  lamps  on  hand,  . 

Globes  OH  hand,        .        .        .      }. 2,120  93 

Other  materials  on  hand,  . 

Motors  on  hand, 

Electric  fixtures  on  hand. 

Horses,  wagons,  etc.. 

Sundry  accounts  duo  the  company, 2,236  2S 


Total  assets,  as  per  books  of  the  company, $194,227  93 

Profit  and  loss  balance 7,246  31 

$201,474  27 
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Liabilities. 

Capital  stock,     . $40,000  00 

Bonds  issued, 35,000  00 

Notes  payable, 10,880  43 

Unpaid  bills 115,593  47 

Deposits 37 

Total  liabilities,  as  per  books  of  the  company,         ....  $201,47427 


Manufactubino  Account. 

Dt.  Cr. 

Operatio^r  expenses, $14,792  08 

Income  from  sale  of  electric  light  and  power,  .       .        .  $19,578  15 

Balance  to  profit  and  loss, 4,786  07 

$19,578  15      $19,578  16 

Profit  and  Loss  Account. 

Db.  Cr. 

Balance  June  30,  1892, $9,414  01 

Balance  of  electric  manufacturing  account,     .       .        .  $4,786  07 

Other  items  of  income 46  28 

Interest  paid, 2,664  68 

Balance  June  30,  1893 7,246  34 

$12,078  69      $12,078  69 


NATICK   GAJS  LIGHT  COMPANY. 

Assets. 

Real  estate $16,G70  38 

Machinery  and  manufacturing  appliances, 6,330  00 

Street  mains, 14,398  96 

Meters, 2,014  00 

Due  for  gas 1,644  92 

finrichers  on  hand, 2,008  2.') 

StovcH  on  hand, 1,053  71 

Uas  fixiurevS  on  hand, ,")09  18 

Office  furniiure, 195  64 

Ca^h  on  hand, 188  41 

Insurance, 32  8*2 

ToUil  assets,  as  per  l)ooks  of  the  company, $45,136  30 


Liabimtiks. 

Capital  stock, $20,000  00 

Notes  payable, 10,iKK)  00 

Unpaid  bills, 2,258  13 

Total  liabilities,  as  per  books  of  the  company,          ....  $32,2.>8  13 

Profit  and  loss  balance 12,87S  17 

$45,136  30 
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Manufacturing  Account. 


Operating  expenses,  . 
Income  from  sale  of  gas,  . 

residaals,     . 

other  soarces, 
Balance  to  profit  and  loss, 


Profit  and  Loss  Account. 


Balance  June  30,  1892,  .... 
Balance  of  gas  manufacturing  account,  . 
Other  Items  of  income,      .... 

Interest  paid, 

Balance  June  30, 1893 


Db. 

Cr. 

$5,342  25 

$5,088  48 

330  17 

14  00 

90  40 

$5,432  65 

$5,432  65 

Dx. 

Ce. 

$13,324  88 

90  40 

40 

$537  51 

12,878  17 

$13,415  68      $13,415  68 


NEW  BEDFORD  GAS  AND  EDISON  LIGHT  COMPANY. 

A88BT8. 

Real  estate  (gas) |         ....  $189.06612 

Machinery  and  manufacturing  appliances  (gas),  / 

Street  mains  (gas)  and  services 139,143  83 

Meters  (gas), 18,019  69 

Due  for  gas, 4,596  08 

Gas  coal  on  hand, 3,712  34 

Coke  on  hand, 40  00 

Tar  on  hand, 551  00 

Coffin  Street  extension 60,399  43 

Enrichers  on  hand 654  72 

Purifying  materials  on  hand, 119  00 

Other  gas  materials  on  hand, 7,146  56 

Stoves  on  hand, 7,279  89 

Gas  and  electric  fixtures  on  hand, 3,831  24 

Real  estate  (electric), 57,763  86 

Steam  plant  (electric), 67,582  91 

Electric  plant, 120,180  20 

Lines  and  meters  (electric), 112,993  94 

Patent  rights, 17,000  00 

Due  for  electric  light  and  power 9,489  97 

Fuel  on  band  (electric) 2,416  11 

Carbons  on  band 365  90 

Oil  and  waste  on  hand 139  10 

Incandescent  lamps  on  hand, 813  66 

Globes  on  hand, 113  74 

Other  electric  materials  on  band, 11,859  92 

Motors  on  hand, 9,953  14 

Ammonia, 56  00 

Horses,  wagons,  etc., 684  63 

Sundry  accounts  due  the  company, 25,984  43 

Office  furniture 1,786  15 

Cash  on  hand, 1,566  60 

Notes  receivable,      ...       * 263  70 

Tools  and  supplies, 6,369  67 

Total  assets,  as  per  books  of  the  company, $881,941  50 
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Liabilities. 

Capital  stock, $550,000  00 

Notes  payable, 230^00  00 

Unpaid  bills, 16^7  74 

Deposits 678  81 

Interest  due  but  not  paid, 2,654  00 

Depreciation  fund, 32,662  42 

Total  liabilities,  as  per  books  of  the  company,         ....  $833,352  97 

Profit  and  loss  balance, 48,588  53 

$881,941  50 

MAJfUFACTURING  ACCOUNT. 

DB.  CS. 

/gas, $40,465  38 

Operating  expenses,  I  ^,^^^^ ^^^  ^^ 

Income  from  sale  of  gas, $63,866  34 

residuals 6,479  90 

other  sources,  gas, 11  00 

sale  of  electric  light  and  power,  .       .       .  97,360  31 

other  sources,  electric,        ....  2,806  68 

^       ,  ,  /gas. 29,891  86 

Balance  to  profit  and  loss,   1^1^^^ 36,299  23 


Profit  and  Loss  Account. 

De. 

Balance  Jane  30,  1892, 

Balance  of  gas  manufacturing  account,    .... 
Balance  of  electric  manufacturing  account, 
Jobbing  and  fixture  accounts,  .        .        .        .        . 

Rents, 

Merchandise  accounts, 

Other  items  of  income, 

Dividends  declared, $33,000  00 

Interest  paid, 10,776  46 

Depreciation, 4,719  85 

Loss  on  wiring, 1,11G  63 

Other  items, 66  70 

Balance  June  30,  1893 48,588  53 


U70,623  23 

Ce. 

$26,244  27 

29,891  86 

36,299  23 

2,524  01 

43.>  r»6 

2,774  39 

98  85 

$98,268  17      $98,268  17 


NEWBURYPORT  GAS   AND   ELECTRIC   COMPANY. 

Assets. 

Real  estate  (gas), $1,132  43 

Machinery  and  manufacturing  appliances  (gas), 76,500  00 

Street  mains  (gas), 5,205  34 

Meters  (gas), 2,018  27 

Due  for  gas, 2,421  89 

Gas  coal  on  hand, • 2,242  00 

Coke  on  liand, 60  00 

Tar  on  hand, 368  00 
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Enricbers  on  hand,    .       .     ^ 

Pnrifjing  materials  on  hand,  l f  403  79 

Other  gas  materials  on  hand,  j 

Oas  fixtures  on  hand, 118  60 

Real  estate  (electric),   \ 

Steam  plant  (electric).  I 60,426  87 

Electric  plant,    .        .  j 

Lines,  meters,  lamps  and  glol>e8  (electric), 12,281  fi6 

Dae  for  electric  light  and  power, 1,70178 

Fuel  on  hand  (electric),    .                35  50 

Carbons  on  hand, 150  00 

Oil  and  waste  on  hand, 22  25 

Globes  on  hand, 82  60 

Other  electric  materials  on  hand, 305  50 

Horses,  wagons,  tools,  etc., 135  00 

Sundry  accounts  due  the  company, 1,638  54 

Caiih  on  hand, 726  18 

Total  assets,  as  per  l>ooks  of  the  company f  167,975  90 

Liabilities. 

Capital  stock, $140,000  00 

Notes  payable, 14,000  00 

Unpaid  bills, 303  43 

Unpaid  dividends, 1,008  50 

Total  liabilities,  as  per  Ixwks  of  the  company, f  155,311  93 

Profit  and  loss  balance, 12,663  97 

$167,975  90 

Manvfacturino  Account. 

Da.  Cb. 

Operating  expenses,   \  ^**' f  12,542  96 

*^        *      *^  ( electric, 13,425  68 

Income  from  sale  of  gas, $16,343  94 

residuals 1,748  01 

sale  of  electric  light  and  power, .       .       .  19,716  52 

Balance  to  profit  and  loss,    I  ^** ^»^^  ^ 

( electric,      ....  6,290  84 

$37,808  47  $37,808  47 

Profit  and  Loss  Account. 

Db.  cr. 

Balance  June  30, 1892,       ...               ...  $17,684  15 

Balance  of  gas  manufacturing  account,    ....  5,54899 

Balance  of  electric  manufacturing  account,     .       .       .  6,290  84 

Rents, 200  00 

Other  items  of  income, 78  19 

Dividends  declared,   .        ; $8,400  00 

Interest  paid, 701  53 

Depreciation, 7,484  51 

Bad  debts, 552  16 

Balance  June  30,  1893, 12,663  97 

$29,802  17  $29,802  17 
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NE^VTON  AND   WATERTOWN  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate  (gas) $73,205  03 

Machinery  and  manafactaring  appliances  (gas), 98,355  54 

Street  mains  (gas), 180,067  50 

Meters  (gas), 19,402  44 

Due  for  gas, 21,625  84 

Gas  coal  on  hand, 639  20 

Coke  on  hand, 30  00 

Tar  on  hand, 2,250  00 

Other  gas  materials  on  hand, 295  00 

Stoves  on  hand, 276  12 

Gas  fixtnres  on  hand, 1,195  00 

Real  estate  (electric), 29,852  47 

Steam  plant  (electric), 49,814  17 

Electric  plant, 32,706  90 

Lines,  meters,  lamps  and  globes  (electric), 88,102  42 

Due  for  electric  light  and  power, 5,591  62 

Fnel  on  hand  (electric), 585  25 

Carbons  on  hand, 164  00 

Incandescent  lamps  on  hand 1,197  25 

Other  electric  materials  on  hand, 2,624  18 

Horses,  wagons,  etc., 806  00 

Sundry  accounts  due  the  company, 4,650  56 

Office  furniture, 447  65 

Cash  on  hand, 5,739  96 

Notes  receivable, 645  72 

Investments, 10,395  27 

Total  assets,  as  per  books  of  the  company, $630,664  99 

Liabilities. 

Capital  stock, $250,000  00 

Bonds  issued, 109,000  00 

Notes  payable, 8,000  00 

Unpaid  bills, 7,427  83 

Deix)8its, 196  00 

Unpaid  dividends 1,264  00 

Reserved  fund, 27,735  00 

Contingent  fund, 25,000  00 

Total  liabilities,  as  per  books  of  the  company $428,621  83 

Profit  and  loss  balance, 202,043  16 

$630,664  99 
Manufacturing  Account. 

Dr.  cr- 

Openitinp  expenses,   /  ^'' $81,346  85 

I  electric, 27,346  85 

Income  from  sale  of  gas, $105,833  56 

residuals, 14,410  M 

other  sources,  gas, 2,098  92 

sale  of  electric  light  and  power, .        .        .  36,573  43 

Balance  to  profit  and  loss,    /  ^*^' ^*'^^  ^^ 

( electric,      ....  9,226  68 

$158,916  06  $158,916  06 


1894. J  PUBLIC  DOCUMENT  — No.  35.  233 


Profit  and  Loss  Account. 

Db.  Cb. 

Balance  Jane  30,  1892, $174,150  54 

Balance  of  gas  manafactnring  account,    ....  40,995  78 

Balance  of  electric  manufacturing  account,     .       .       .  9,226  68 

Interest  received 369  54 

Rents, 1,545  00 

Dividends  declared, f  18,000  00 

Interest  paid, 6,048  16 

Other  items, 196  12 

Balance  June  30, 1893, 202,043  16 

$226,287  44  $226,287  44 


NORTH  ADAMS  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate  (gas) $15,300  00 

Machinery  and  manufacturing  appliances  (gas), 27,500  00 

Street  mains  (gas), 20,000  00 

Meters  (gas), 4,719  00 

Due  for  gas, 3,006  34 

Gas  coal  on  hand 1,836  00 

Tar  on  hand, 1,568  50 

Stoves  on  hand,         .   >           ^               ^        ^                       ^  ,  -,^  04 
Gas  fixtures  on  hand,   /  ' 

Real  estate  (electric) 6,700  00 

Steam  plant  (electric) *     .        .        .  10,500  00 

Electric  plant 10,000  00 

Lines,  meters,  lamps  and  globes  (electric), 20,720  00 

Due  for  electric  light  and  power, 954  56 

Carbons  on  hand, 27  00 

Incandescent  lamps  on  hand, 700  00 

Globes  on  hand, 100  00 

Other  electric  materials  on  hand, 700  00 

Horses,  wagons,  etc., 735  00 

Sundry  accounts  due  the  company, 1,789  04 

Office  furniture, 1,234  50 

Cash  on  hand, 547  82 

Investments, 4,123  00 

Total  assets,  as  per  books  of  the  company, $133,475  00 


Liabilities. 

Capital  stock, $50,000  00 

Notes  payable, 38,000  00 

Total  liabilities,  as  per  books  of  the  company,        •       •       .       .      $88,000  00 
Profit  and  loss  balance, 45,475  00 

$133,475  00 
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Balance  of  rfectric  mipBfatftoiliif  •ccomit 
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|88,6M8I     988^96481 


988,268  47 

9,606  8S 

6,888  08 

284  91 


#4,000  08 

2,000  00 

188  28 

46,478  00 


•81,040  28     •61,840  88 


NORTHAMPTON  ELECTRIC  LIGHTINO  COMPANY. 

A88BT8. 

Real  estate 814,106  43 

Steam  plant,      .) 

Electricptant.    .} «.«»  « 

Lines,  meters,  lamps  and  globes, 32,636  39 

Due  for  electric  light  and  power, 2,997  82 

Fuel  on  hsnd, 170  00 

Carbons  on  band, .        .  84  00 

Incandescent  lamps  on  hand, 75  00 

Horses,  wagons,  etc., 185  20 

Cash  on  hand 1,236  63 

Insurance  prepaid, 150  00 

Total  assets,  as  per  books  of  the  company 091,943  88 

LlABILITIBa. 

Capital  stock, 858,700  00 

Bonds  issued 9,000  00 

Notes  payable 13,000  00 

Unpaid  bills, 1,861  80 

Depreciation  ftind, 4,000  00 

Total  liabilities,  as  per  books  of  the  company,        •       •       .       •  •86,861  80 

Profit  and  loss  balance, 6,382  08 

•91,943  88 
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MANCFAOTtBIMO   ACCOUNT. 

Operating  expenMi 9^i,ili  93 

Income  fh>m  iftlfl  of  eleclHc  Ilgbl  and  power,  .       .       .  1 19,238  34 

BaUDM  to  prodt  and  low, S,762  41 

919,238  U  919,238  34 

Profit  and  Logs  AccoCMT. 

Da.  C*. 

Balance  Jane  30, 1892 99,121  37 

Balance  or  elecrric  mannFaciurlng  account,     .       .       .  S,7B2  41 

Rem* 423  G2 

DiTidenda  declared 91,487  DO 

Inlcrrst  paid, 1,178  64 

Depreciation 282  IB 

Dppreclailon  hind, 4,000  00 

Balance  June  30, 1883 0,382  08 

912,310  SO      912,310  M 


KOHTHAMPTON  GAS  LIGHT  COMPANY. 

Real  eatate 924,900  00 

Machinery  and  mannfacturinKRpptlnncef, 3,000  00 

Pireot  maim 20.000  00 

Due  foritaa 2,186  62 

Gag  coal  on  hand 137  03 

Coke  on  hand 15  00 

Tnr  on  hand 270  00 

£nricbera  on  band 8  49 

Purifying  matcrtala  on  hand 30  00 

OILermalerialaonband, 1,298  68 

SloTflsonliiind,         .       .' 137  83 

Nexr^iu  holder 18,218  M 

Sundry  acconnU  dne  the  compnn? 843  M 

Ci'honliand 2,924  6* 

InTeitmenti i,S7i  SO 

Total  atseti,  a«  per  booh*  of  Ibe  company 977 .21S  7S 

Capital  Mock ' 960,000  00 

Notea  payable 8,000  00 

IteierTed  mnd e,418  60 

Toialllablllilea,  a«  per  booka  of  the  company 963,418  50 

Profll  and  lots  balance, 13,827  25 

977,245  TB 

Operating  expenaee 918,117  23 

Income  f^oi  sale  of  gna 924,999  40 

realdnal 2,739  86 

other  souTcei 43  SS 

Balance  to  profit  and  loai, ifiM  R8 

9''!7,782  81  927,782  81 
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Pfionr  AKD  Lots  Aooomrr. 

db.  gb. 

Balance  June  SO,  1892,  .  .  *    «   <    •  f  10,80S  64 

Balance  of  gas  nuunalkctiirbigaocoiiiit,   •       .       •       .  9,068  68 

Interest  received, 190  61 

Bents, 200  25 

Dividends  declared, f4,000  00 

Interest  paid, 002  60 

Constmction  diarsed  off, 2,089  88 

Balance  Jone  80, 1898 18^27  28 


921,069  06     $21,069  06 


NORTH  ATTLEBOBOUOH  8TBAM  AND  ELBCTBIC  COMPANY. 

AtSBTS. 

Real  estate, •      .       •       •       .  118,065  28 

Steam  plant, • 45,3M  70 

Electric  plant, 87,502  « 

Lines,  meters,  lamps  and  globes, •  41,140  tt 

Unexpired  insurance, 46000 

Dne  for  electric  li^t  and  poww, •       •       •  2,148  74 

Foel  on  hand, • 970  00 

Carbons  on  hand, 6968 

Oil  and  waste  on  band 60  00 

Incandescent  lamps  on  band, 347  84 

Other  materials  on  hand, 1,033  03 

Motors  on  hand 2,698  89 

Tools, 418  26 

Sandrj  accounts  dae  the  company, 2,219  36 

Office  furnitare, 40  00 

Cash  on  hand, 544  23 

Notes  receivable, 186  97 

Total  assets,  as  per  books  of  the  company, f  153,854  15 

Profit  and  loss  balance, 19,906  32 

$173,760  47 

Liabilities. 

Capital  stock $80,000  00 

Bonds  issued 75,000  00 

Notes  payable, 5,154  50 

Unpaid  bills, 13,605  97 

Total  liabilities,  as  per  books  of  the  company,        ....  $173,760  47 


Manvpaotu&imo  Account. 

Db.  Cb. 

Operating  expenses, $54,954  22 

Income  from  sale  of  electric  light  and  power, .       .       .  $41,068  12 

Balance  to  profit  and  loss,        .       .       ...       .       •  13,886  10 

$54,954  22  $54,954  22 
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Profit  and  Loss  Account. 

Dt.  Or. 

Balance  Jane  30,  1892, $2,622  73 

Balance  of  electric  manufactnring  accoant,      .       .       .       f  13,886  10 

Rents, 669  09 

Wiring  account, 439  36 

Interest  paid, 9,240  13 

Repairs  of  real  estate, 122  51 

Depreciation, 378  76 

Balance  June  30,  1893, 19,906  32 


$23,627  60      $23,627  50 


NORTH  ATTLEBOROUGH  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate $47,474  72 

Machinery  and  manufactaring  appliances, 20,234  96 

Street  mains, 22,330  69 

Meters, 3,851  05 

Dne  for  gas, 1,516  60 

Gas  coal  on  band, 1,647  60 

Coke  on  hand, 29  33 

Tar  on  hand, 724  26 

Enricbers  on  hand 63  82 

Purifying  materials  on  hand, 78  13 

Other  materials  on  hand 200  00 

Stoves  on  hand, 835  19 

Gas  fixtures  on  hand, 642  16 

Sundry  accounts  due  the  company, 446  46 

Office  furniture 210  00 

Cash  on  hand, 11,005  88 

Total  assets,  as  per  books  of  the  company, $111,290  76 


Liabilities.  « 

Capital  stock, $68,100  00 

Bonds  issued, 33,915  00 

Unpaid  bills, •      .        .        .        .  101  17 

Unpaid  dividends ' 2,043  00 

Interest  due  but  not  paid, 508  72 

Total  liabilities,  as  per  books  of  the  company,         ....  $104,667  89 

Profit  and  loss  balance, 6,622  86 

$111,290  75 
Manupacturino  Account. 

Dr.  Cr. 

Operating  expenses $16,167  76 

Income  from  sale  of  gas, $26,294  95 

residuals, 2,687  23 

other  sources, 182  68 

Balance  to  profit  and  loss, 12,997  10 

$29,164  86  $29,164  86 
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Pbopit  AMD  LoM  Aooovmr* 

Balance  Jane  80, 18», tfttOQl  16 

Balance  of  gaimannflietiiilngaoooiint,  .       •       •       •  12»907 10 

Interest  reoeiTed, 68  95 

Benti, 118  55 

Jobbing  aooonnt, 28  90 

Other  iteme  of  income, 7  75 

Dividends  dedarad, 14,066  00 

Interast  paid, 8,06490 

Depredation, 6,068  66 

Balance  Jane  80, 1896,     ....•••  6j682  86 

$18,312  41      116,812  41 


NOBTH  8H0BB  BLECTRIC  COMPANY. 

A8SST8. 

Realeitote, '......  $16,79600 

Steam  plant 48,060  19 

Electric  plant, 06,66150 

Lines,  meters  and  transformers, 96,877  88 

Franchise, 10,000  00 

Doe  for  electric  light  and  power, 7/S84  27 

Fad  on  hand,    .       • •  11 76 

Carbons  on  band, 5000 

Oil  and  waste  on  band, 37  93 

Incandescent  lamps  on  band, 1,053  71 

Globes  on  hand 51  S3 

Other  materials  on  hand, 583  S6 

Tools  on  hand, 58  7o 

Horses,  wagons,  etc 24A  00 

Sundry  accoants  dae  the  company 801  65 

Office  furniture, 187  30 

Cash  on  hand, 89  U 

Notes  receivable, 300  00 

Insurance,  interest, 888  44 

Total  assets,  as  per  books  of  the  company, $274,775  71 

Profit  and  loss  balance 4,307  12 

$279,082  83 

LlABILITIKS. 

Capital  stock, $126,000  00 

Bonds  issued, 76,000  00 

Notes  payable 67,983  56 

Unpaid  bills, 7,572  94 

Interest  due  bat  not  paid, 8,526  33 

Total  liabilities,  as  per  books  of  the  company, $279,082  83 

Manvfactubino  Account. 

Dx.  Cb. 

Operating  expenses, $14,100  76 

Income  f^om  sale  of  electric  light  and  power,  .       •       .  $19,308  07 

Balance  to  profit  and  loss, 6,207  31 

$19,308  07  $19,308  07 
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Pbofit  and  Loss  Account. 


Balance  Jane  30, 1892,      .... 
Balance  of  electric  manufacturing  account, 

Interest  paid, 

Balance  June  30, 1893,      .... 


Db. 

Cx. 

f  1,615  72 

$5,207  31 

7,898  71 

4,307  12 

f  9,514  43       f  9,614  43 


NORWOOD  GAS  LIGHT  COMPANY. 

Assets. 

Ileal  estate, f3,000  00 

Machinery  and  manufacturing  appliances,  1                    ^  8  118  67 

Street  mains, I *  * 

Meters, 962  65 

Due  for  gas, 609  60 

Gas  coal  on  hand, 201  98 

Cash  on  hand, 1,146  21 


Total  assets,  as  per  books  of  the  company, f  14,039  01 

LlABILITIBS. 

Capital  stock $12,000  00 


Total  liabilities,  as  per  books  of  the  company,        ....      $12,000  00 
Profit  and  loss  balance, 2,039  01 


f  14,039  01 
Manufactubino  Accoukt. 

Db.  Cb. 

Operating  expenses, f  3,692  24 

Income  from  sale  of  gas, f  3,831  43 

Balance  to  profit  and  loss, 139  19 


$3,831  43  $3,831  43 

Profit  and  Loss  Account. 

Db.  Cb. 

Balance  June  30,  1892, $1,899  82 

Balance  of  gas  manufacturing  account 139  19 

Balance  June  30, 1893, $2,039  01 


$2,039  01        $2,039  01 


ORANGE  ELECTRIC  LIGHT  COMPANY. 

ASSBTS. 

Real  estate, $1,703  28 

Steam  plant, 8,516  73 

Electric  plant, 4,970  90 

Lines,  meters,  lamps  and  globes, 26,298  55 

Due  for  electric  light  and  power, 884  40 

Fuel  on  hand, 71  64 

Carbons  on  hand, 23  00 

Oil  and  waste  on  hand, 16  40 
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Ineandesoent  lampi  on  band, f  196  60 

Other  materialf  on  lumd, •       •       .       .  106  00 

Tool!, 100  00 

Honef ,  wagons,  etc.,        •       .       . 80  00 

Sandry  acooonti  due  the  oompany, 98  00 

Office  ftumitare, 3600 

Caah  on  band, 690  96 

Ininranoe,  anezplred, 8600 

InTeatmenti, 43,682  29 

Total  asaeti,aa  per  books  of  the  company, $87,411  10 

Profit  and  loss  babwoet    • •       •       •       •  9,284  46 

$96,096  66 

LXABXUTIBa. 

Capital  stock, 46,000  00 

Bonds  Issued, 46,000  00 

Notes  payable,  .       •       •       • 1,800  00 

Unpaid  bills, 4.070  S6 

Interest  doe  but  not  paid, •       •  1,126  00 

Total  liabilities,  as  per  books  of  the  company $96,696  66 

Makutaotubisto  Aocoumt. 

Di.  Ck. 

Operating  expenses,  •       •       • $8,778  68 

Income  from  sale  ofelectrie  light  and  power, .              •  $7,783  78 

other  sonrces 31  27 

Balance  to  profit  and  loss, 963  63 

$8,778  68  $8,778  68 

Profit  and  Loss  Accouict. 

Di.  Ce. 

Balance  Jane  30, 1892, $7,079  59 

Balance  of  electric  mannfactaring  account,     .        .       .  963  63 

Sales  accoont, $349  10 

Wiling  account 453  71 

Rents 430  95 

Interest  paid 2,475  00 

Balance  June  30, 1893, 9,284  46 

$10,518  22  $10,518  22 


GAS  WORKS  OF  THE  OTIS  COMPANY  OF  WARE. 

Manufacturing  Accoukt. 

Dh.  Ca. 

Operating  expenses, $6,091  31 

Income  from  sale  of  gas, $5,356  21 

residuals, 375  00 

other  sources 9  35 

Balance,! 350  75 

$6,091  31        $6,091  31 

1 1,006,000  feet  of  gas  aied  Id  the  mllli  of  the  compaoy,  and  not  Inoloded  in  the  ioooma 
given. 
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PALMER  AND  MONSON  ELECTRIC  COMPANY. 
(Formerly  the  Palmer  Electric  Company.) 

ASSBTB. 

Real  estate, $67,097  66 

Steam  plant, 13,821  20 

Electric  plant 21,114  83 

Lines,  meters,  lamps  and  globes, 37,671  61 

Patent  rights, 6,000  00 

Dae  for  electric  light  and  power, 1,337  97 

Carbons  on  hand, 45  00 

Oil  and  waste  on  band, 14  20 

Incandescent  lamps  on  hand, 460  00 

Globes  on  hand, 2  00 

Other  materials  on  hand, 286  42 

Horses,  wagons,  etc., 214  30 

Sundry  accounts  due  the  company, 2,694  10 

Office  famiture, 65  95 

Cash  on  hand, 229  21 

Total  assets,  as  per  books  of  the  company $161,054  45 

Liabilities. 

Capita]  stock, $30,000  00 

Bonds  issued 46,000  00 

Notes  payable, 51,827  49 

Unpaid  bills, 21,807  80 

Total  liabilities,  as  per  books  of  the  company,         ....  $149,635  29 

Profit  and  loss  balance, 1,419  16 

$151,054  45 

Manufactusino  Account. 

Dk.  Cr. 

Operating  expenses $6,902  61 

Income  from  sale  of  electric  light  and  power, .       .       .  $6^851  06 

Balance  to  profit  and  loss, 51  45 

$6,902  51  $6,902  51 

Profit  and  Loss  Account. 

Da.  Or. 

Balance  June  30,  1892 $1,876  77 

Balance  of  electric  manafactaring  account,     .       .       .  $51  45 

Rebates  on  accounts, 1,466  31 

Interest  paid 1,872  47 

Balance  June  30,  1893 1,419  16 

$3,343  08  $3,343  08 


PITTSFIELD  ELECTRIC  COMPANY. 

Assets. 

Real  estate, $40,845  68 

Steam  plant, 36,924  69 

Electric  plant, 71,115  41 

Lines,  meters,  lamps  and  globes, 31,678  18 
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BMfbreleetileU^adpoirflr, fi»l07  00 

Fad  on  haad*   ••• M06  OS 

CtilNMif  on  luukU •       •       •       .       •  14S  00 

Incuidetoent  bunpt  on  handy  •••••••••  616  9i 

Globes  on  band, ••••  2000 

Tool!  on  band, 1^11  42 

Slaetrle  flxtmw  and  ■oppUit  on  band* U4  24 

8andf7  aoooontt  dae  tlio  companj, 104  01 

Ofllee  fumltara, .      .••••• 28497 

Cash  on  bandr 1,166  07 

InraiaaeeaadintarattnolnuUnxad, 600  00 

InTMtmenti, •      •      .       •  6/^16 16 

Total  aaseta,  at  per  books  of  tbooonpanj, f  106,766  24 


Capita]  stock, §100,000  00 

Bondslssnad, 76,000  00 

Unpaid  bills 2,006  76 

Amounts  dna  from  the  oompan j,  not  fndoded  abo?«,    •      •      •      •  2,190  85 

Total  UabOities,  as  per  books  of  thaoompanj, f  179,202  10 

FnOt  and  loss  balance, •      •       10,600  14 

f  196,766  24 
MurowAomnm  Agooviit. 

Operating  expenses, f34,9G0  87 

iDOome  from  sale  of  electric  light  and  power, .       •       .  $50,859  80 

Balance  to  profit  and  loss,        ....'..         15,892  98 

$60,869  80      $60,859  80 

Profit  and  Loss  Account. 

Db.  Cs. 

Balance  June  30, 1892, $13,717  57 

Balance  of  electric  mannfactoring  account,      .       .       .  16,892  93 

Bents 861  70 

Other  items  of  income, 39  50 

Dividends  declared, $5,000  00 

Interest  paid, 3,800  00 

Depreciation, 6,000  00 

Other  items 205  66 

Balance  Jane  30, 1893, 16,506  14 

$30,511  80      $30,611  80 


PITTSFIELD  COAL  GAS  COMPANY. 

Assets. 

Real  estate, $30,650  85 

Machinery  and  manafactnrlng  appliances 37,591  36 

Street  mains, 19,110  00 

Meters, 6,540  00 

Dae  for  gas, 4,042  81 

Gas  coal  on  hand,      • 999  00 

Enrichers  on  hand, 122  50 

Stoves  on  hand, 89  60 
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Cash  on  hand, $877  50 

Notes  receivable 17,400  00 

Investments, 2,450  00 

Total  assets,  as  per  books  of  the  company, $119,873  52 


LiABiLinss. 

Capital  stock, f  62,R00  00 

Unpaid  bills, 500  00 

Reserved  fund, 40,000  00 

Total  liabilities,  as  per  books  of  the  company,         ....    $103,000  00 
Profit  and  loss  balance 16,873  62 

$119,873  52 

MANUFACTUaiNO   ACCOUNT. 

Dr.  Ce. 

Operating  expenses, f  17,998  14 

Income  from  sale  of  gas, $25,841  92 

residuals, 11  75 

other  sources, 61  60 

Balance  to  profit  and  loss 7,417  03 

$25,415  17      $25,415  17 

PSOFIT  AND  Loss  ACCOUNT. 

Dm.  Ck. 

Balance  Jane  30, 1892, $16,984  87 

Balance  of  gas  manofacturing  acconnt,  ....  7«417  03 

Interest  received, 190  39 

Rents 66  33 

Dividends  declared, $7,500  00 

Interest  paid, 3  75 

Other  items, 281  35 

Balance  Jane  30, 1893, 16,873  62 

$24,658  62      $24,658  62 


PLYMOUTH  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Real  estate, $14,472  10 

Steam  plant 41,046  26 

Electric  plant, 47,609  99 

Lines,  meters,  lamps  and  globes, 29,741  01 

Patent  rights, 8,000  00 

Due  for  electric  light  and  power 2,710  46 

Fuel  on  hand 2,064  00 

Carbons  on  hand, 36  00 

Oil  and  waste  on  hand, 30  03 

Incandescent  lamps  on  hand, 73  30 

Globes  on  hand, 10  22 

Other  materials  on  hand, 2,092  58 

Sundry  accounts  due  the  company, 149  50 

Cash  on  hand, 415  17 

Total  assets,  as  per  books  of  the  company, $148,449  62 

Profit  and  loss  balance, 27,961  52 

$176,411  14 


iU 


GAS  AND  ELECTRIC  LIGHT. 


[Jan. 


IiUBXunis. 

Cftpltelitodc, #90,00000 

Bonds  iBsned, 80,000  00 

Unpaid  bills, 6,456  21 

Interest  dae  bat  not  paid,        •       •       • 904  9S 

Total  liabilities,  ••  per  books  of  tibe  oompany, .       •      •      •      •   f  170,411  14 

BfAMUFACTUBIllO  AOOO0NT. 

Dl^  Ck. 

Operating  expenses, •       •       f  15,000  S2 

Income  from  sale  of  electric  ]i|^t  and  power, .       •       •  f  18,438  49 

Other  sooroes,  .....•..*•  7200 

Balance  to  profit  and  loss, 2,910  17 

f  18,010  49     f  18,610  49 

PBOrXT  AND  Loss  AOOOITXT. 

XMl  Ci. 

Balance  Jnne  30, 1892,      .......  164896 

Balance  of  electric  mannfactnring  account,     .  •  $2,910  17 

Wiring  aooonnt, 217  48 

Sale  of  materials, 746  S3 

Interest  paid,     .       • 2,887  29 

Cost  of  reorganisation.  Increase  of  bonds  and  capital 

stock  and  payment  of  notes, 28,408  23 

Balance  Jane  30, 1898,      ..••..•  .27,96162 

931,834  60      931,834  60 


PLYMOUTH  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate $8,350  00 

Machinery  and  mannfactaring  appliances, 16,484  34 

Street  mains, 14,660  00 

Meters, 2,000  00 

Due  for  ga 2,241  63 

Gas  coal  on  hand 14  31 

Tar  on  hand,      . 14  00 

Enrichers  on  hand, 14  35 

Stoves  on  hand, 22  63 

Gas  fixtures  on  hand, 432  77 

Sandry  accounts  dae  the  company, 653  13 

Cash  on  hand, 395  40 

Total  assets,  as  per  books  of  the  company, $45,272  56 

Liabilities. 

Capital  stock $40,000  00 

Notes  payable, 1,500  00 

Unpaid  diyidends, 81  50 

Amounts  due  from  the  company,  not  included  above,    ....  633  02 

Total  liabilities,  as  per  books  of  the  company,         ....  $42,114  52 

Profit  and  loss  balance 3,158  04 

$46.272  66 
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Manufacttrino  Account. 

Dk.  Cb 

Operating  expenses, $6,778  92 

Income  from  sale  of  gas, 

other  sources, 

Balance  to  profit  and  loss, 


Profit  and  Loss  Account. 

Balance  Jane  30, 1892, 

Balance  of  gas  manafactaring  account,    .... 
Old  debts  collected,  ........ 

Dividends  declared, $2,000  00 

Interest  paid, 76  30 

Construction  charged  off, 2d0  36 

Depreciation, 1,476  64 

Balance  June  30,  1893, 3,158  04 


2,738  04 

$8,898  64 
618  32 

$9,516  96 
Dr. 

$9,516  96 

Cr. 
$4,182  09 
2,738  04 
40  21 

$6,960  34       $6,960  34 


QUINCY   ELECTRIC  LIGHT  AND  POWER  COMPANY. 

Assets. 


Real  estate, $9,588  14 

Steam  plant, \ 

Electric  plant, I 107,402  16 

Lines,  meters,  lamps  and  globes,      .       .       .J 

Due  for  electric  light  and  power, •       .  3,337  47 

Fuel  on  hand, 247  70 

Carbons  on  hand,      . 50  00 

Oil  and  waste  on  hand, 41  20 

Incandescent  lamps  on  hand, •       .       •        .  208  35 

Other  materials  on  hand, 343  96 

Electric  fixtures  on  hand, 169  50 

Horses,  wagons,  etc., 825  68 

Ofllce  furniture, 83  75 

Cash  on  hand, 135  68 

Total  assets,  as  per  l>ook8  of  the  company, $122,423  59 

Liabilities. 

Capital  stock, $89,700  00 

Notes  payable 23,800  00 

Unpaid  bills, 2,337  77 

Unpaid  dividends 117  00 

Total  liabilities,  as  per  books  of  the  company, $115,954  77 

Profit  and  loss  balance 6,468  82 

$122,423  59 

Manufacturing  Account. 

Dr.  Cr. 

Operating  expenses, $23,455  32 

Income  from  sale  of  electric  light  and  power,        .       •  $30,894  27 

Balance  to  profit  and  loss, 7,438  95 

$30,894  27  $30,894  27 


S46  GAS  A]SD  ELECTRIC  LIGHT.  [Jan. 


Psom  AVB  I^OM  AOOOVHT* 

Db»  Ck. 

Balaaoe  Jane  ao,  1892, $5,771  6S 

BalanoeofelectriemaniifMtiiriDgaeeoiint,    •  7»438  95 

Benti, 3700 

DivfdendB  declared, t9;»2  00 

Interest  paid,    .........  1,159  09 

Other  ttems,      .........  2S7  07 

Balance  Jnne  ao,  lOOSi     •       .       •   ^.       •       •       «  6,468  OS 

f  13,247  58      f  13,247  58 


BOXBURY  0A8  LIGHT  COMPANY. 

Aemrrt. 

Bealeitate.              •       •       •  f  116,366  91 

Machinery  and  mannfiictaring  appllancee 304,568  30 

Street  mains, 349,073  46 

Meiers, 85,043  oe 

Bne  fyt  gas,      .       • 30,560  38 

Bnrichers  on  hand, •  300 

Pnriiying  materials  on  hand, 539  68 

Other  materials  on  hand,  . 3,|099  15 

Patent  rights, 50,000  00 

Oas  on  hand,     .••••.......  1,361  58 

Snndry  acoonnts  due  the  company, 3,503  94 

Cash  on  han^,  .       .  *    .  V  .  *    . '    .  34,270  15 

Notes  reoeiTable, 39,905  00 

Total  assets,  as  per  books  of  the  company,       ....        $1,018,378  61 

Liabilities. 

Capital  stock $600,000  00 

Unpaid  bills 5,047  73 

Deposits,            6,067  00 

Amounts  dae  from  the  company,  not  included  above,    ....  3,059  41 

Total  liabilities,  as  per  books  of  the  company,        ....  $614,174  14 

Profit  and  loss  balance, 404,204  47 

$1,018,378  61 
Manufacturing  Account. 

Db.  Cb. 

Operating  expenses, $212,205  50 

Income  from  sale  of  gas, $270,530  66 

residuals, 8  78 

other  sources, 269  46 

Balance  to  profit  and  loss,        ......         68,603  39 

$270,808  89  $270,808  89 

Pbofit  and  Loss  Account. 

Db.  Cb. 

Balance  June  30, 1892 $399,801  55 

Balance  of  gas  manufacturing  account,  ....  58,603  39 

Interest  received, 998  68 

Rents, 1,342  25 

Other  items  of  income, 3,458  60 

Dividends  declared, $60,000  00 

Balance  June  30, 1893, .        404,204  47 

$464,204  47  $464,204  47 
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SALEM  ELECTRIC  UGHTING  COMPANY. 

Assets. 

Real  estate S45,500  00 

Steam  plant, 87,000  00 

Electric  plant, 45,000  00 

Lines,  meters,  lamps  and  globes, 95,000  00 

Patent  rights, 3,263  45 

Dae  for  electric  light  and  power, 10,3'54  82 

Fael  on  hand 7,218  00 

Carbons  on  hand, 176  00 

Incandescent  lamps  on  hand, 1,265  27 

Globes  on  hand, 70  53 

Other  materials  on  band 565  81 

Horses,  wagons,  etc., 800  00 

Sundry  accounts  due  the  company, 21180 

Office  furniture 300  00 

Cash  on  hand, 8,021  53 

Investments, 3,000  00 

Total  assets,  as  per  books  of  the  company, 9303,247  21 


Liabilities. 

Capital  stock, $175,000  00 

Bonds  issued, 50,000  00 

Notes  payable, 45,000  00 

Reserved  fund, 13,375  00 

Depreciation  fund, 4,067  61 

Total  liabilities,  as  per  books  of  the  company,        ....    $287,442  61 
Profit  and  loss  balance, 15,804  60 

$303,247  21 

Manufacturing  Account. 

Da.  Cb. 

Operating  expenses $64,977  48 

Income  from  sale  of  electric  light  and  power, .       .       .  $101,503  36 

Balance  to  profit  and  loss, 36,525  88 

$101,603  36    $101,503  36 

Profit  and  Loss  Account. 

Da.  Cr. 

Balance  June  30,  1892 $8,555  29 

Balance  of  electric  manufacturing  accoant,     .       .       .  36,525  88 

Other  items  of  income, 2,008  65 

Dividends  declared, $10,500  00 

Interest  paid, 4,826  39 

Depreciation, 11,657  96 

Reserve  fbnd, 3,375  00 

Repairs  of  real  estate 925  87 

Balance  June  30,  1893, 15,804  60 

$47,089  82      $47,089  82 
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8ALBM  GAS  UOHT  COMPANT. 


Beal  estate .••••••  f  149/Hl  4H 

ICachineiyaodmniiiikctariiig^iipUaiioee,      .       •       •       •  -    •       •  ^2^900  00 

Street  maine, 90,eS4  8S 

Meters, 18,800  00 

BaefbrgM, 11,82688 

Om  ooal  on  hand,     •       •       •       . 101  47 

Tar  on  hand, 2,780  00 

Enrlchers  on  hand, ••...•  78800 

ParUying  materials  on  -hand,  •       • 819  18 

Other  materials  on  hand, M880 

Stoves  oa  hand, 678  96 

Oas  fistnres  on  hand, 808  06 

Horses,  wagons,  etc , 800  00 

Office  ftimitnre, •       ,  200  00 

Cash  on  hand 4,129  80 

Investments, 8,468  00 

Total  assets,  as  per  books  of  thevompanj,      .      •                    •  9880,268  14 


LiaBILITIIS. 

capital  stock, f800,00000 

Deposits 432  00 

Amounts  dne  fh)m  the  company,  not  Incladed  above 2,619  50 

Total  liabilities,  as  per  books  of  the  company, $303,051  50 

Profit  and  loss  balance, 47,210  64 

8350,262  14 

Manufacturing  Account. 

Dk.  Cm, 

Operating  expenses, $47,272  46 

Income  from  sale  of  gas $57,129  95 

residuals, 6,861  27 

Balance  to  profit  and  loss, 16,718  76 

$62,991  22      $62,991  22 

Pbofit  and  Loss  Account. 

Db.  cb. 

Balance  Jnne  30, 1892, $53,110  98 

Balance  ofgas  manufacturing  account,    ....  15,71876 

Interest  received,       • 47  65 

Rents, 205  20 

Other  items  of  income, '  09  60 

Dividends  declared, $21,000  00 

Interest  paid, 21  91 

Jobbing  account 488  63 

Depreciation, 117  72 

Repairs  to  dwelling  bouse, 803  29 

Balance  June  30, 1893, 47,210  64 


$69,142  19      $69,142  19 
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SOMERVILLE   ELECTRIC  LIGHT  COMPANY. 

Assets. 

Real  estate, $22,139  60 

Steam  plant, 40,715  08 

Electric  plant, 64,122  24 

Lines,  meters,  lamps  and  globes, 168,r)Sl  30 

Artesian  wells, 2,200  73 

Doe  for  eli  ctrlc  light  and  power, 6,898  36 

Fuel  on  hand, 260  00 

Carbons  on  hand, 349  .V2 

Oil  and  waste  on  hand, 143  87 

Incandescent  lamps  on  hand, 1,140  99 

01ol)es  on  hand, 71  50 

Other  materials  on  hand 1,184  32 

Belting, 1,623  7ft 

Tools 1,102  13 

Uorses,  wagons,  etc., 710  00 

Sundry  accoants  dac  the  company, 551  55 

Office  famitare, 528  43 

Cash  on  hand, 1,380  00 

Notes  receivable  and  advance  interest, 175  II 

Unexpired  insurance, 541  74 

Total  assets,  as  per  books  of  the  company, $320,335  34 


Liabilities. 

Capital  stock, $200,000  00 

Bonds  issued, 4,500  00 

Notes  payable, 92,339  64 

Unpaid  bills 9,080  88 

Total  liabilities,  as  per  books  of  the  company,         ....    $305,92052 
Profit  and  loss  balance, 14,414  82 

$320,335  31 
Manufacturing  Accouwt. 

I>R.  cb. 

Operating  expenses, $46,221  34 

Income  from  sale  of  electric  light  and  power, .        •        .  $69,696  56 

Balance  to  profit  and  loss,        ......  23,475  22 

$69,696  56      $69,096  56 

Profit  and  Lobs  Aocouict. 

Dr.  (r. 

Balance  June  30,  1892, $5,710  11 

Balance  of  electric  manufacturing  account,     .       .       .  23,475  22 

Other  items  of  income, 406  19 

Dividends  declared, $11,163  00 

Interest  paid, 4,013  70 

Balance  June  30, 1893. 14,414  82 

$29,591  52      $29,591  52 
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SOUTfl  BOSTON  QA0  UOHT  COMPANT. 


BMlatiae, $900,916  76 

Mflfifaiooryandiiwiiiiflutarliigapplitiioettl SBO^iTOOO 

Street  nuUiif, i 

XeCen, SMSO  97 

DnelbrgM,  9^829  S 

Om  oofll  OD  liftad, ^988  91 

Ooke  on  band, 

OMonhaod, 

Bnricben  on  bandy 

Foiliyiiig  maleilalt  on  bandy 

Otbar  matoriala  on  bandt 

Patant  ilgbtt, 

Sondiy  aooonnti  doe  tbe  oompaiqr, 

Caibooband, 

NoCaa  reeetrabla, 

Imreitnie&ti, 

Total  oiaeti,  ai  par  booba  of  ttie  company, f911,M0 


449  79 

14S18 

19  9P 

119  19 

1,294  91 

99,000  00 

1,940  90 

40,666  00 

1,979  66 

99,000  00 

LiABitXTna. 

Capital  Block, 9440,000  00 

Unpaid  billi 7,009  74 

Deposits, 2,003  95 

Amoanta  dae  fh)m  the  company,  not  included  aboTe,    ....  1,027  60 


Total  liabilities,  as  per  books  of  the  company $4M,041  29 

Profit  and  loss  balance, 161,044  64 


$611,085  93 

Makufaotusino  Acoount. 

Dr.  Cs. 

Operating  expenses, $91,930  18 

Income  from  sale  of  gas, .  $117,079  40 

residaals 22,713  49 

Balance  to  profit  and  loss, 47,862  71 


$139,792  89    $139,792  89 


Profit  akd  Loss  Account. 


Balance  Jane  30,  1892,      . 

Balance  of  gas  mannfactnring  account, 

Rents, 

Dividends  declared,  .... 

Interest  paid, 

Depreciation, 

Balance  Jane  30,  1893, 


Db. 

Cr. 

$131,911  13 

47,862  71 

1,547  40 

$17,600  00 

676  60 

2,000  00 

161,044  64 

$181,821  24    $181,321  24 
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SOUTHBRIDGE  GAS  AND  ELECTRIC  COMPANY. 

Assets. 

Real  estate  (gas), 39,516  49 

Machinery  and  manufactaring  appliances  (gas) , 1,04183 

Street  mains  (gas), 7,063  25 

Meters  (gas), 1,628  31 

Dae  for  gas, 323  14 

Oas  coal  on  hand, 6  00 

Tar  on  hand, 1  00 

Enrichers  on  hand, 61  05 

Other  gas  materials  on  hand, 153  06 

Oas  fixtures  on  hand, 128  20 

Real  esute  (electric) 3,622  91 

Steam  plant  (electric) 9,351  69 

Electric  plant, 11,361  05 

Lines,  meters,  lamps  and  globes  (electric), 14,893  16 

Patent  rights, 2,650  00 

Dae  for  electric  light  and  power, 289  01 

Carbons  on  hand, 36  85 

Oil  and  waste  on  hand, 28  46 

Incandescent  lamps  on  hand, 27  16 

Horses,  wagons,  etc., 235  00 

Sundry  accounts  due  the  company, 80  24 

OflSce  furniture, 125  50 

Cash  on  hand, 10,159  47 

Construction  account, *        .        .        .        .  42  19 

Total  assets,  as  per  books  of  the  company, $68,723  91 

Liabilities. 

Capital  stock, $50,000  00 

Notes  payable, 13,600  00 

Unpaid  bills 174  14 

Total  liabilities,  as  per  books  of  the  company,         ....  $63,674  14 

Profit  and  loss  balance, 5,049  77 

$68,723  91 
Mancfacturing  AocorNT. 

Dk.  Cr. 

operating  expenses.  {2^.^^;       ;       ;       ;       ;       ;         «J  J^  « 

Income  from  sale  of  gas, $3,935  01 

residuals, 15  75 

sale  of  electric  light  and  power,  .       .       .  10,092  67 

Balance  to  profit  and  loss,   i^**   .'       '       '       '       '  1»117  86 

\  electric,      ....  2,980  65 

$14,043  43*  $14,043  43 
Profit  and  Loss  Account. 

Ds.  Cr. 

Balance  June  30. 1892, $4,742  37 

Balance  of  gas  manafactoring  account,    ....  1,11785 

Balance  of  electric  manufacturing  account,     .       .  2,980  65 

Dividends  declared, 82,400  00 

Interest  paid, 686  60 

Depredation, 705  60 

Balance  June  30,  1893, 5,049  77 

$8,840  87  $8,840  87 
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SOUTH  HABLKY  FALLS  BLBCT&IC  II^IT  COMFABY, 


StftMn  pknt,             $1^  71 

Bleetrie  pluit, i/sn9 

LfaMf,  metera,  kunpt  md  gloliet, ZJSBl  (H 

]>iie  for  deetrie  ]%hl  and  poww, 404  M 

Ittcandesoent  Iftinpt  on  luuidy 60  (A 

Other  miteriali  on  luuidt 100  (H 

Total  assetf,  M  per  books  of  the  ooDptoj, fll«196  00 


Liabhj 

Capital  atock, f7,000  00 

Nocea  payable, ZJM  IS 

Unpaid  bflli, 286  90 

Total  liabilities,  as  per  booka  Of  the  eompan J,        •       .       •       •     $11,19600 

Maxvyaotuxdio  Aooovnt. 

Ob.  Cb. 

OperatiDg  expenses, f^7i  87 

Income  from  aale  of  clectrie  light  and  power, .              •  $4,881  30 

Balance  to  profit  and  loas, MS  98 

$4,821  ao       $4,821  30 

Pbofit  and  Loss  Accoumt. 

Db.  Cx. 

Balance  of  electric  manafactnring  account,     .       .       .  $241)  9S 

Interest  paid, $248  93 

$248  93  $248  93 


SPENCER  GAS  COMPANY. 

Assets. 

Real  estate  (gas), $22,583  28 

Machinery  and  manafactnring  appliances  (gas), 

Street  mains  (gas), 

Meters  (gas), 

Duo  for  gas, 

Gas  coal  on  hand, 

Enrichers  on  hand, 

Purifying  materials  on  hand,    .... 
Other  gas  materials  on  band,    .... 

Stoves  on  hand, 

Oas  fixtures  on  hand. 

Electric  plant, 

Lines,  meters,  lamps  and  globes  (electric), 
Due  for  electric  light  and  power, 
Carbons  on  hand,      .... 
Oil  and  waste  on  hand,     . 

Globes  on  hand 

Tools 

Sundry  accounts  due  the  company, . 


:.} 


76,105  76 

36,216  81 

3,669  08 

3,339  95 

221  25 

163  32 

12  25 

707  56 

5,009  00 

479  44 

24,619  62 

449  19 

43  00 

49  35 

330 

600  00 

8,877  78 
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Office  furniture, $380  00 

Notes  receivable, 349  83 

Total  assets,  as  per  books  of  the  company, 9 178, 379  67 

Profit  and  loss  balance, 7,160  r>6 

,  $185,540  23 
Liabilities. 

Capital  stock, $8^,000  00 

Bonds  issued, 85,000  00 

Unpaid  bills, 158  75 

Interest  accrued, 2,550  00 

Amounts  due  from  the  company,  not  included  above,    ....  12,831  48 

Total  liabilities,  as  per  books  of  the  company, $185,540  23 

Manupacturino  Account. 

I)R.  Cr. 

f  gas.      .        .        .        .        .        .         $8,992  95 

Operating  expenses,   1^1^^.^ ^  .^3^  ^^ 

Income  from  sale  of  gas, $15,132  16 

other  sources  (gas), 409  02 

sale  of  electric  light  and  power, .       .       .  5,450  37 

^       ,  ,  /gas 6,548  23 

Balance  to  profit  and  loss,    |  electric,     ....  96423 

$20,991  55  $20,991  55 

Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30, 1892, $8,384  55 

Balance  of  gas  manufacturing  account $6,548  23 

Balance  of  electric  manufacturing  account,     .       .       .  964  23 

Rents 770  00 

Other  items  of  income, 24  00 

Interest  paid, 7,082  47 

Balance  June  30,  1893, 7.160  56 

$15,467  02  $15,407  02 


SPRINGFIELD  ELECTRIC. 
(See  United  Electric  Light  Company.) 


SPRINGFIELD  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $172,556  69 

Machinery  and  manufacturing  appliances, 157,913  12 

Street  mains, 179,3H0  20 

Meters 33,005  34 

Due  for  gas, 14,419  01 

Gas  coal  on  hand, 3,017  13 

Coke  on  hand, 198  18 

Tar  on  hand, 3,226  05 

Enrichers  on  hand, 75  68 

Purifying  materials  on  hand, 101  60 

Other  materials  and  gas  engines, 4,075  12 

Stoves  on  hand, l,i:)0  00 

Gas  burners  on  hand 787  77 
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B«ftl effeBia  (steim), .      \  --i^i-ii^ 

StoAin  pbmt  md  fltaogi,  / *      *      *      *  f»i|^i»« 

Pneteifeetiii, t'      .      •       •  4^10 

Fuel  on  hAsd  (iteMD) 6S5  73 

Honas,  wagoni,  etc,       ..•••.•«.•  1,600  00 

Sitndiy  aeooonti  due  ib»  eompaay,        •••.•••  6,918  00 

OffleeAurnitiire,        •••••.' 00600 

Oaah  on  hand, 28,280  66 

NocaaiaotfTabla, 666  tt 

Total  aiaala,  aa  par  twoki  of  tha  company, 1876,890  09 


Capital  stock, #600,000  00 

Notes  pajaUe, 26,000  00 

Deposits, 876  66 

Extension  resenre,    .•••••••.••  42,88660 

Steam  heating, •       •       •  462 10 

Amounts  dne  from  the  company,  not  indoded  above,   •      •      •       •  8,022  48 

Total  UabiUtiea,  as  per  books  of  tiia  company,       •      .       •       •  #672,806  66 

Profit  and  loss  balance, lQ8/no  48 

mAXnJWACTVBISB  ACOOVVT* 

Da.  Gl 
Operating  expenses,.'                                                     #90,987  78 

Income  from  sale  of  gas, #147,82167 

Income  from  lesldQals, 20,740  2S 

Balance  to  profit  and  loss 68,076  07 

#168,062  79  #168,062  79 

Profit  and  Loss  Account. 

Dm.  Cb. 

Balance  Jane  30, 1892, #83,124  24 

Balance  of  gas  manafactnring  account,  ....  68,075  07 

Interest  received, 797  62 

Rents, 1,404  23 

Dividends  declared, #40,000  00 

Interest  paid, 2,169  37 

Jobbing  account, 696  66 

Extension  reserve, 7,612  66 

Balance  Jane  30, 1893, 103,020  48 

#163,401  06  #163,401  06 


STOUGHTON  GAS  AND  ELECTRIC  COBiPANY. 

Assets. 

Real  estate  (gas), #6,000  00 

Machinery  and  mannfactoring  appliances  (gas), 2,610  68 

Street  mains  (gas) 4,660  68 

Meters  (gas), 608  88 

Dae  for  gas, 147  88 

Steam  plant  (electric), 2,900  00 

Electric  plant, 1,760  00 

Lines,  meters,  lamps  and  globes  (electric), 7,354  89 

Dae  for  electric  light  and  power,      ......••  279  16 

Cash  on  hand 709  71 

Total  assets,  as  per  books  of  the  company, #25,921  18 
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Liabilities. 

Capitol  8tock» 924,000  00 

Unpaid  dividends, 61  96 

Total  liabilities,  as  per  books  of  the  company,        ....      ^24,051  96 
Profit  and  loss  balance, 1,869  22 

925,921  18 

Manufaoturiko  Account. 

I)R.  ca. 

Operating  expenses,   i  ^" ^^»®25  16 

(  electric 2,358  87 

Income  from  sale  of  gas, 92,633  66 

sale  of  electric  light  and  power, .       .       .  3,430  26 

Balance  to  profit  and  loss,    (  ^* 808  40 

(electric,      ....  1,071  39 

$6,063  82       96,063  82 

Profit  and  Loss  Account. 

Di.  Cb. 

Balance  June  30,  1892, $6,580  76 

Balance  of  gas  manafactaring  account,  ....  9808  40 

Balance  of  electric  manufacturing  account,     .       .       .  1,071  39 

Revaluation  of  real  estate,       .       .  -     .       .       .       .  4,000  00 

Omitted  from  balance  sheets  of  1892  in  accounts  of  elec- 
tric lines,  cash  and  bills  for  light,         ....  7,674  35 

Dividends  declared, 1,440  00 

Depreciation,  gas  plant 3,664  16 

Balance  June  30, 1893, 1,869  22 

$13,554  14      913,554  14 


SUBURBAN  LIGHT  AND  POWER  COMPANY. 


A88BT8. 

Real  estate, 912,000  00 

Steam  plant, ^ 

Electric  plant, |>      .       .        .       .  228,802  60 

Lines,  meters,  lamps  and  globes,     .       .       .        j 

Franchise, 75,000  00 

Due  for  electric  light  and  power, 6,062  07 

Carbons  on  hand, 195  00 

Oil  and  waste  on  hand, 42  00 

Incandescent  lamps  on  hand, 4,247  23 

Globes  on  hand, 50  00 

Other  materials  on  hand, 634  63 

Ofl9ce  furniture, 692  5 

Cash  on  hand, 723  58 

Insurance  and  toxes,  unexpired, 697  50 

Total  assets,  as  per  books  of  the  company, 9329,147  19 

Profit  and  loss  balance, 2,928  11 

9332,075  30 
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LuBXLinzs. 

Capital  stodc,     .       , ,.•....  $174,40000 

Bonds  Issued, 108,000  00 

Notes  pajrable, •  6,875  00 

Unpaid  bills,      •       • 89,606  16 

Other  anoonnts  due  flrom  the  oompanj, 7,604  14 

TotalliablUtiet.asperbookioftiieeompanj, 9832/>75  10 

MAJrUFAOTVBIHO  AOOOUKT. 

Da.  Ca. 

Operating  expenses, f66,5l8  66 

Income  ftom  sale  of  electric  light  and  power, .       .       .  $68,782  91 

other  soaroes, 12,806  17 

Balance  to  profit  and  loss, 9,590  52 

$76,189  08  $76,139  08 

Fbovit  and  Loss  Aooovnt. 

Da.  Ci. 

Balance  Jane  30, 1892, •       •       $24,084  60 

Balance  of  electric  mannfiietarhig  accoant,                    •  $9,000  53 

Bevaliiation  of  plant,        .......  28,00551 

Interest  pidd 4,271  55 

Liabilities  not  included  In  balance  sheet  June  80, 1892,  .  4^76  48 

Discounts  on  bonds  sold,  • 6,800  00 

Bad  debts ^1  61 

Balance  June  80, 1893 2,928  11 

$40,624  14  $40,524  14 

TAUNTON  ELECTRIC  LIGHTING  COMPANY. 

Assets. 

Real  estate / $15,238  67 

Steam  plant, 21,745  92 

Electric  plant 30.132  33 

Lines,  meters,  lamps  and  globes, 19,551  35 

Due  for  electric  light  and  power, 2,24192 

Fuel  on  hand, 12  00 

Carbons  on  hand, 70  00 

Oil  and  waste  on  hand, 20  00 

Incandescent  lamps  on  hand, 250  00 

Globes  on  hand, 35  00 

Horses,  wagons,  etc 300  00 

Cash  on  hand 9,217  36 

Total  assets,  as  per  books  of  the  company, $98,S17  55 

Liabilities. 

Capital  stock, $50,000  00 

Notes  payable, 25,000  00 

Unpaid  bills, 2,479  73 

Total  liabilities,  as  per  books  of  the  company,         ....  $77,479  73 

Profit  and  loss  balance, 21,337  72 

$98,817  45 


1894.] 


PUBLIC  DOCUMENT  — No.  35. 


257 


Majyufacturino  Account. 

Ds.  Cs. 

Operating  expenses, 919,505  72 

Income  from  sale  of  electric  light  and  power,         .       .  $25,691  67 

Balance  to  profit  and  loss, 6,185  95 

$25,691  67      925,691  67 

Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  Jane  30,  1892 $17,579  84 

Balance  of  electric  manufactaring  accoant,     .        .       .  6,185  95 

Other  items  of  income, 1,955  15 

Dividends  declared, $3,500  00 

Interest  paid 883  22 

Balance  June  30,  1893 21,337  72 


$25,720  94      $25,720  94 


TAUNTON  GAS  LIGHT  COMPANY. 


Assets. 


Real  estate, 

Machinery  and  manafactnring  appliances, 

"Street  mains, 

Meters, 

Dae  for  gas, 

Gas  coal  on  hand, 

Coke  on  hand, 

Tar  on  hand, 

Enrichers  on  hand, 

Purifying  materials  on  hand,    . 

Other  materials  on  hand,  .... 

Stoves  on  hand, 

Gas  fixtures  on  hand,       .... 

Lungren  lamps 

Ammonia, 

Sundry  accounts  dae  the  company, . 
Cash  on  hand, 


} 


$26,500  00 
53,500  00 


14,746  76 

473  28 

7  00 

2,080  00 

22  40 

356  35 

266  00 

1,149  92 

2,992  90 

516  91 

23  00 

3,093  34 

2,732  49 

Total  assets,  as  per  books  of  the  company $  108,460  35 


Liabilities. 

Capital  stock $80,000  00 

Notes  payable 7,.')00  00 

Deposits, 176  00 


Totalliabilities,  as  per  books  of  the  company, $S7,676  00 

Profit  and  loss  balance 20,784  36 


$108,460  35 


1 
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MAiiUFAOTVsnro  Aooouirr. 

Db. 

Operating  expenset, $48^648  71 

Inoome  from  mIo  of  gu, fOli^KES  0& 

xwkliiilt, M70  9» 

other  eoiiroef, S21  27 

fiAlance  to  profit  «id  Iom, 19,7d8  M 

$68,417  27     $68,417  27 

Fbofit  AiiD  Loss  Aooomrt. 

Db.  Cb. 

Balance  Jane  90, 1892, $26/166  49 

Balance  ofgaamaanlkctaring  account,  .       .       •       .  19 J68  M" 

Benti, 160  00- 

Dividendi  declared, $8,000  00 

Depreciation, 17,200  70 

Balance  Jnne  90, 1896, 20,784  86 

$46,986  06      $46,965  OS- 

TURNER'S  FALLS. 
(See  FsANXLiN  Elbotsio  Liobt  Comfaitt.) 

■ 
UNION  ELECTRIG  LIGHT  COMPANY  (FRANRUN). 

Aasns. 

Real  estate $4^88  SO* 

Steam  plant, 8,862  00 

Electric  plant 12,588  91 

Lines,  meters, 26,348  95 

Transformers, 2,740  61 

Dae  for  electric  light  and  power, 796  2& 

Electric  fixtures  on  hand, )                     ^               ^       ^  371  62 
Horses,  wagons,  etc.,         i 

Ofl9ce  furniture 93  05 

Cash  on  band, 1,821  14 

Advance  interest  and  unexpired  insurance, 103  33 

Totalassets,  as  per  books  of  the  company, $63,659  34 

Profit  and  loss  balance, 228  39 

$58,787  73 
Liabilities. 

Capital  stock, $20,000  00 

Bonds  issued, 30,000  00 

Unpaid  bills 3,037  73 

Unpaid  dividends, 300  00 

Interest  due  but  not  paid, 450  00 

Total  liabilities,  as  per  books  of  the  company, $53t787  73 

Manupactvrino  Aoooxtnt. 

Da.  Ca. 

Operating  expenses, $7,956  85 

Income  from  sale  of  electric  light  and  power,  .       .       .  $8,782  48- 

otber  sources,  electric,        ....  54  25 

Balance  to  profit  and  loss, 879  88 

$8,836  78     '$8[836  78. 
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Profit  and  Loss  Aocouirr. 

Dr.  Cb. 

Balance  June  30, 1892 91,604  82 

Balance  of  electric  mannfiictaring  account,     .       •       .  $879  88 

Sale  of  sapplies, 59  25 

Revaluation  of  plant 2,637  76 

Dividends  declared 300  00 

Interest  paid, 1,512  94 

Cost  of  reorganization, 387  52 

Balance  June  30, 1893, 228  3» 


$3,805  28       $3,805  28 


UNITED  ELECTRIC  LIGHT  COMPANY   (SPRINGFIELD). 

Assets. 

Real  estate $102,319  62 

Steam  plant, 134,755  85 

Electric  plant, 170,498  23 

Lines,  meters,  lamps  and  globes, 121,406  60 

Due  for  electric  light  and  power, 17,461  12 

Oil  and  waste  on  hand 28  40 

Incandescent  lamps  on  hand, 3,851  41 

Globes  on  hand, 422  06- 

Motors  on  hand, 34,562  78 

Horses,  wagons,  etc. 456  00- 

Sundry  accounts  due  the  company, 3,434  57 

Office  furniture, 934  12 

Cash  on  hand, 2,730  70 

Investments 123.606  00 

Total  assets,  as  per  books  of  the  company, $716,467  4d 


Liabilities. 

Capital  stock $500,000  OO 

Notes  payable, 160,000  00 

Unpaid  bills 7,198  69 

Depreciation  fund 40,000  00 

Total  liabilities,  as  per  books  of  the  company,         ....  $707,198  6& 

Profit  and  loss  balance, 9,268  77 

$716,467  46 

Manvfaoturino  Acoovnt. 

Dr.  Cs. 

Operating  expenses, $89,117  70 

Income  ftrom  sale  of  electric  light  and  power,  .        .        .  $162,587  83^ 

Balance  to  profit  and  loss, 73,470  13 

$162,587  83  $162,587  8$ 
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Dl. 

Balance  Jane  80, 180S» $14^462  20 

Balance  of  electric  nunnfaetiiring  mooonat,    •      .  78,470  18 

Bents 722  00 

Other  items  of  income, 80  42 

DiTldends  dedared, 180,800  00 

Interest  paid, 8,915  96 

Depredation 40,000  00 

Balance  Jane  80, 1898, 9,208  77 

f88,684  70     $88,684^ 


UXBBIDOE  AND  NOBTHBBIDGE  ELBCTRIC  COMPAKT. 


Real  estate 96,898  68 

Steam  plant, 8,706  64 

Blectric  plant, 10,102  91 

Unes,  meters,  lamps  and  globes, •       .  87,467  87 

Fuel  on  band, •       •       •       •       .  801 75 

■Carbons  on  hand, 8000 

-Oil  and  waste  on  hand,     •       •       .       .       • 76  69 

Incandescent  lamps  on  hand,  .••••...•  495  28 

Olobes  on  hand,        ••• 1500 

Other  materials  on  hand, %       .  617  08 

Blectric  flxtnres  on  hand, 104  00 

Horses,  wagons,  etc., 999  04 

Sundry  accoants  dae  the  company, 1,152  36 

Office  furniture, 54  03 

C^ash  on  hand, 540  10 

Total  assets,  as  per  books  of  the  company, $67,260  34 

Liabilities. 

Capital  stock, $39,200  00 

Notes  payable, 25,000  00 

Unpaid  bills 1,292  16 

Totalliabilities,  as  per  books  of  the  company,         ....  $65.49216 

Profit  and  loss  balance 1,768  18 

$67,260  34 
Manvfaotvrino  Aoooukt. 

Ds.  Cr. 

Operating  expenses, $6,948  77 

Income  from  sale  of  electric  light  and  power, .       .       .  $9,587  42 

Balance  to  profit  and  loss, 2,638  65 

$9,587  42  $9,587  42 

Profit  and  Loss  Account. 

Dr.  Cs. 

Balance  June  30, 1892, $1,072  17 

Balance  of  electric  manufacturing  account,     .       .       .  2,638  65 

Wiring  account, 120  60 

Dividends  declared, $768  00 

Interest  paid, 1,295  24 

Balance  Jane  30,  1893, 1,768  18 

$3,831  42  "$31831  42 


1894.]  PUBLIC  DOCUMENT  — No.  35. 


WAKEFIELD. 
e  Citizehb'  Qab  Lioht  Coiifakt 


WALTHAM   GAS  LIGHT  COMPANY. 
Amgts. 

Real  citato  (gas) J19,901  37 

Hachlnerrand  manuFBClDrlDg  appttances  (gai) 80,fl72  49 

Street  miilns  (gas) 60,800  00 

Meiers  (gaa) 8,000  00 

Dae  for  gas 7,lfi4  7S 

Oas  coal  on  band B  60 

Coke  on  hand 8  00 

Tnrliilh.xnil 1,76S  17 

Purifylni;  materials  on  hand,  .    • 119  00 

Other  gag  materials  i>q  hand, 1,138  98 

Stoves  on  hand, 31193 

GBsflxturFDonbund, 328  63 

Rca  cbl.aIo  U'leWrip) 13,265  92 

SICBm  plnnl  (rlcdrlc) 38,138  39 

Eleclric  plant, 30,684  41 

Lines,  meters,  lamps  and  globes  (electric) 36,825  27 

Doe  for  electric  light  and  power, 5,1!D  03 

Fuel  on  hand  (electric) (109  85 

Carlionsorthand,             201  60 

OiUndwaaleonhand 26  92 

In  ciLn  (I  e  seen  I  lamps  on  band 27S  OS 

GliihcBOTilisnd 21  18 

Other  clcWricinnlcrlnls on  hand 1,581  64 

Electric  flx(nre«  on  band. 7,186  97 

Horses,  wagoni,  eic 697  OS 

Sandrr  acconnti  due  Ibe  company 2.69S  07 

Office  nimitDre 1,172  63 

Cash  on  hand 351  22 

Tolal  asseli,  as  per  booke  of  (be  company {307,162  90 


Capital  stock {'40,000  00 

Bonds  iBsaed, te,noo  OO 

Notes  payable, 19,ft00  00 

Total  liabilities,  sa  per  books  of  tbe  company {206,000  00 

Profll  and  loss  balance, 101,162  90 

$307,162  90 

MAHUFAOTtrBINO  ACCOtrNT. 

Operating  expenses,   {«"• {39,86'4  4B 

'^      *      *^       '   t  electric 34,849  S6 

Income  f^om  Bale  of  gas {48,405  77 

fesidaals 8,101  0» 

sale  of  electric  light  and  power,         .       .  4n,274  79 

Balance  to  profll  and  loss,   }«"' 16,693  31 

I  electric 10,42B  23 

{101,832  M  {101,832  » 


S68  GAS  Am)  ELECTRIC  LIGHT.  [Jao. 


Fmawn  Am  Loss  Aoommr. 

Hiianffli  Jons  BQ,  1808^     •••••••  yff|ff2ff  87 

BsltaesoCgMiDSiniiclaifc^MeovBl^  •      •      •      .  1%6B8  SI 

Bsknesof  dselrieiiMyniflMlafqgMeoal^    •      •      •  Ifl^lV  2S 

XlsdrleJoMifiigMeoali, 1S6  7S 

QuifMbtagmomudt 141 90 

Btfldflods  dsdsicd, fl^OOO  00 

Istawtpsid, S^4  0i 

Otbsr  ttsms, OS  Oil 

Bsisoos  Jane  00, 1008, 101,10 


fllOyOlOOi   fUO^OlOOi 


WABB  BLBCTBIC  COMPAIIT. 


Bctlsstste #0,600  81 

8tosm  pisi^ 7,888  00 

Bleelrie  pUttt, 4,084  00 

lioss,  meleis,  tamps  snd  i^obss,     •      •      .' 17^00108 

Dae  for  slectrle  Ugfat  and  power, 000  86 

Fuel  OD  hand, 20  00 

Carbons  on  hand, 15  00 

Oil  and  waste  on  band, 10  00 

Incandescent  lamps  on  band, 20  00 

Olobes  on  band, 6  00 

Otber  materials  on  hand, 250  00 

Office  fnmitnre  and  tools 266  80 

Cash  on  band, 150  61 

Total  assets,  as  per  books  of  the  company, 838,126  92 


Liabilities. 

Capital  stock $20,000  00 

Notes  payable, 16,500  00 

Reserved  fond, 605  89 

Total  liabilities,  as  per  books  of  the  company,        ....  $37,105  89 

Profit  and  loss  balance, 1,021  03 

$38,126  92 

MANXTFACTUKIlfO    ACCOUNT. 

Db.  Cs. 

Operating  expenses,  .       .  $4,598  00  • 

Income  from  sale  of  electric  ligbt  and  power,         .       .  $7,134  94 

other  sources, 73  80 

Balance  to  profit  and  loss, 2,610  24 


$7,208  74       $7,208  74 


1894.]  PUBLIC  DOCUMENT  — No.  35.  263 


Profit  and  Loss  Account. 


Balance  Jane  30,  1893,      .... 
Balance  of  electric  manafactoring  account, 
Other  Items  of  income,     .... 

Dividends  declared, 

Interest  paid 

Depreciation,      • 

Balance  June  30, 1893 


Dr. 

Cr. 

$619  60 

2,610  24 

52  71 

91,200  00 

861  42 

200  00 

1,021  03 

93,282  45        93,282  45 


WEBSTER  ELECTRIC  COMPANY. 

Assets. 

Real  estate  (gas) $8,500  00 

Machinery  and  manufacturing  appliances  (gas), 10,107  48 

Street  mains  (gas) , 10,000  00 

Meters  (gas) 2,046  53 

Due  for  gas, 366  57 

Gas  coal  on  hand, 51  00 

Coke  on  band,   . 25  00 

Tar  on  hand, 75  00 

Gas  on  hand, 7  50 

Purifying  materials  on  hand, 1  90 

Stoves  on  hand, 30  20 

Tools  on  hand, 138  95 

Real  estate  (electric), 9,771  14 

Steam  plant  (electric), 11,634  81 

Electric  plant, 16,087  10 

Lines,  meters,  lamps  and  transformers  (electric), 12,538  70 

Due  for  electric  light  and  power 833  34 

Fuel  on  hand  (electric), 37  60 

Carbons  on  hand, 46  00 

Oil  and  waste  on  hand, 14  85 

Incandescent  lamps  on  hand, 305  90 

Globes  on  hand 38  S3 

Other  electric  materials  on  hand 99  25 

Office  furniture 131  50 

Cash  on  hand, 504  80 

Investments, 98  64 

Total  assets,  as  per  books  of  the  company, $83,492  09 

Liabilities. 

Capital  stock, $45,000  00 

Bonds  issued, 30,000  00 

Notes  payable, 2,876  00 

Unpaid  bills, 568  00 

Total  liabilities,  as  per  books  of  the  company,         ....  $78,443  00 

Profit  and  loss  balance, 5,049  09 

$83,492  09 
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Mahufaotubiko  Aocovht. 

Db.  Ck. 

Oper.«ng,xp.n.«.  {«;^^-     ;     ;     ;     ;     ;       •JJJJ 

Income  firom  sale  of  gas, $3,966  00 

residuals 254  00 

otber  sources,  gas, 94  6S 

sale  of  electric  light  and  power, .       .       •  9,M0  79 

Balance  to  profit  and  loss,  /  ^' 897  81 

lelectric,     ....  8,425  48 

$13,860  42      $13,855  42 

Pbopit  and  Loss  Aooouitt. 

Da.  Cm. 

Balance  Jone  30, 1892, $4,700  25 

Balance  of  gas  manafactoringacooant,    ....  39731 

Balance  of  electric  manufkctaring  account,     •       •       .  3,425  48 

Other  items  of  income, 45  74 

DiTidends  declared, $1,575  00 

Interest  paid, 1,944  69 

Balance  Jane  30, 1893, 5,049  09 

$8,568  78       $8,568  78 


WESTBOROUGH  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

Assets. 

Real  estate, $5,810  13 

Steam  plant, 7,181  00 

Electric  plant 10,810  60 

Lines,  meters,  lamps  and  globes, 16,873  23 

Franchise 4,500  00 

Dae  for  electric  light  and  power, 1,026  99 

Carbons  on  hand, 32  00 

Oil  and  waste  on  hand, 45  2o 

Incandescent  lamps  on  hand, 287  35 

Globes  on  hand 21  50 

Other  materials  on  hand, 517  86 

Sundry  accounts  due  the  company, 309  77 

Office  furniture 150  00 

Cash  on  hand 35  32 

Total  assets,  as  per  books  of  the  company, $47,601  00 

Liabilities. 

Capital  stock $25,000  00 

Notes  payable, 19,400  00 

Unpaid  bills, 1,471  62 

Reserved  fund, 272  73 

Total  liabilities,  as  per  books  of  the  company, $46,144  35 

Profit  and  loss  balance, 1,456  65 

$47,601  00 
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MANUrACTURINO  ACCOUNT. 


Operating  expenses, 

Income  from  sale  of  electric  light  and  power, . 
Balance  to  profit  and  loss,         .... 


Profit  and  Loss  Account. 

Balance  Jane  30,  1892, 

Balance  of  electric  manufacturing  account,     . 

Rents, 

Other  items  of  income, 

Interest  paid, |1,03&  69 

Other  items, 55  03 

Balance  Jane  30,  1893, 1,456  65 


Dr. 

Cr. 

$5,861  13 

$7,252  82 

1,391  69 

$7,252  82 

$7,252  82 

Dr. 

Ck. 

$883  67 

1,391  69 

110  00 

164  91 

$2,550  27        $2,560  27 


WESTFIELD  GAS  LIGHT   COMPANY. 

Assets. 

Real  estate  (gas), $17,83162 

Machinery  and  manafaclaring  appliances  (gas), 14,289  55 

Street  mains  (gas) 15,052  54 

Meters  (gas), 2,230  96 

Due  for  gas, 3,171  30 

Gas  coal  on  hand, 71  25 

Services, 1,808  77 

Buildings 1,170  66 

Enrichers  on  hand, 209  45 

Purifying  materials  on  hand, 82  00 

Holder, 464  80 

Stoves  on  hand, 243  75 

Gas  fixtures  on  hand, 134  28 

Real  estate  (electric), 9,406  01 

Steam  plant  (electric), 6,152  88 

Electric  plant 6,271  60 

Lines,  meters,  lamps  and  globes  (electric), 10,853  35 

Converters 1,548  03 

Due  for  electric  light  and  power, 1,019  60 

Fuel  on  hand  (electric), 34  00 

Carbons  on  hand, 109  65 

Oil  and  waste  on  hand, 20  95 

Electric  supplies  on  hand, 33  80 

Sundry  accounts  due  the  company 89  29 

Cash  on  hand, 2,059  63 

Total  assets,  as  per  books  of  the  company, $94,369  72 

LlABILITIBS. 

Capital  stock, $54,000  00 

Notes  payable, .  « 21,600  00 
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VwfMhBk,    •• •• 


€jmn 


FhifllfladVMtlMlMM^ 13J2I97 


JtbunwAtfntoan  Aoooosr. 


n 


{I 


fM, fu^as  s 

flM88tit 

14»tit 

MtoordoetriellgMfladpairflr,  •      •      •  10439  0 

BMbnoatopnAfladlOMb  /y^  .*  4|M7  81 


•96  JU  7S    ta^Tu  n 
Fwrnr  Am  I«m  Aooomn, 


Baltaeo  JmM  80,  im2» f  ISiW  74 

BaltaeoofgMiiiaviflMlafqgMeoal^  ....  4^817  n 

Bilaao  of  electric  i—iwiflicinrtBg  acecwutt,     .  S^et 

BHrktaBdi dedmd,  . tft,»000 

Intvcit  peid, 965  67 

Beimdatloii, SJi4  68 

Other  fteoM, 81  08 

Balance  Jane  80, 1898, 18,728  67 


821,834  64      $21,834  64 


WEYMOUTH  LIGHT  AND  POWER  COMPANY. 

Assets. 

Real  estate 813,168  79 

Steam  pUnt 17,242  01 

Electric  plant, 27,281  04 

Lines,  meters,  lamps  and  globes, 90,303  94 

Dae  for  electric  light  and  power, 4,119  56 

Fnel  on  hand, 73  40 

Carbons  on  hand, 65  00 

Oil  and  waste  on  hand, 49  01 

Incandescent  lamps  on  hand, 94  75 

Other  materials  on  hand, 190  64 

Horses,  wagons,  etc., 614  20 

Snndrj  accounts  due  the  company, 20,664  95 

Office  famitnre,  tools, 208  61 

Cash  on  hand, 1,138  70 

Unexpired  insurance, ' 257  12 

Total  assets,  as  per  books  of  the  company, $175,456  71 

Liabilities. 

Capital  stock $75/X)0  00 

Bonds  issned 75,000  00 

Notes  payable ••  8,166  01 
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Unpaid  bUlB, $6^93  86 

Interest  dae  bat  not  paid, 6,170  00 

Total  liabllitief  as  per  books  of  the  company, $170,719  36 

Profit  and  loss  balance, 4,737  30 

$175,456  71 

Makuvaotvbimo  Account. 

Da.  cr. 

Operating  expenses, $14,976  00 

Income  flrom  sale  of  electric  light  and  power, .       .  $21,815  18 

other  sources, 139  29 

Balance  to  profit  and  loss, 6,978  47 

$21,954  47  $21,954  47 

Pbofit  and  Loss  Account. 

Da.  ci. 

Balance  Jnne  30, 1892, $1,928  16 

Balance  ofelectricmanafactnring  account,     .  6,978  47 

Other  items  of  income, 481  07 

Interest  paid, $4,650  84 

Balance  Jane  30, 1898, 4,787  35 

$9,387  69  $9,387  69 


WHITMAN  ELBCTRIG  COMPANY. 

ASSBTB. 

Real  estate, $5,693  39 

Steam  plant, 15,797  20 

Electric  plant, 15,070  82 

Lines,  meters,  lamps  and  transformers, 22,251  11 

Dae  for  electric  light  and  power, 1,421  41 

Carbons  on  hand, 80  00 

Oil  and  waste  on  hand 46  25 

Incandescent  lamps  on  hand, 257  50 

Globes  on  hand, 6  00 

Other  materials  on  hand, 421  68 

Electric  fixtures  on  hand, 144  66 

Horses,  wagons,  etc., 15000 

Sundry  accounts  due  the  company, 6  75 

Office  fhmitnre, 14  00 

Unexpired  insurance,  etc., 60  26 

Total  assets,  as  per  books  of  the  company, $61,421  03 

Profit  and  loss  balance, 1,680  74 

$63,101  77 

Liabilities. 

Capital  stock, $35,000  00 

Bonds  issued 25,000  00 

Unpaid  bills, 2,725  05 

Interest  due  but  not  paid 375  00 

Reserved  fund, 1  72 

Total  liabilities,  as  per  books  of  the  company, $63,10177 
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Optwtiiig  tiptMM, •      .      •        iMV  71 


.     .     •  mn 

Bftluiee  to  pfoflt  and  loMy TBfi 


PBoiTT  Am  LoM  k/ooimmtm 

Bstonoe  JmM  80,  IM; $ltt  0 

Balance  of  electrle  wwrnofhrtmriiig  acecwutt,*    .  fEW  SI 

btoiett  paid. 9Cr  4B 

Otberttans, 900  00 

Balance  June  00, 1800, I1I88O  74 


flJOOO  eO       $1^80  88 


WILLIAM8TOWM  0A8  OOMPAIIT. 


MachhMffy  and  nuunnfiictBrinc  annliaiioei*  ?'•••••  #804Hft  78 
StiMt  malna,    •••••.  J 

Meten, 606  18 

Due  for  gas, 388  27 

Oil  on  hand, •  6382 

Wood  on  hand, 118  00 

Other  materials  and  tools  on  band, -     .        .  *     •  587  30 

Qas  fixtures  on  hand, 86  39 

Horses,  wagons,  etc., 83  50 

Sandry  accounts  due  the  company,  ........  188  16 

Cash  on  hand, 22  38 

Investments, 2,234  79 


Total  assets,  as  per  books  of  the  company, $34,868  34 


L1ABILITIB8. 

Capital  stock,     . .               .        .  $20,000  00 

Bonds  issued, 10,000  00 

Notes  payable 4,449  11 

Unpaid  bills 156  75 


Total  liabilities,  as  per  books  of  the  company,        ....      $34,604  86 
Profit  and  loss  balance, 263  48 


$34,868  34 

MANrPACTVBIMO  ACOOUKT. 

Db.  Cb. 

Operating  expenses, .       .         $2,26148 

Income  from  sale  of  gas $8,717  47 

Balance  to  profit  and  loss, 1,466  99 


$8,717  47       $8,717  47 
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Provxt  and  Loss  Aooouwr. 

Db.  Ce. 

Balance  Jane  30,  1892, $807  75 

Balance  of  gas  manafactnring  acconnt Sl»455  99 

Jobbing  acconnt, 727  00 

Other  items  of  income, 2  40 

Interest  paid, 950  76 

Depreciation, 104  76 

Other  items, 58  64 

Balance  Jane  30, 1893,       .       •       .       .       .       .       .  263  48 

$2,185  39       $2,185  39 


WINCHENDON  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

Assets. 

Steam  plant, $1,359  76 

Electric  plant 10,710  46 

Lines,  meters,  lamps  and  globes, 16,891  95 

Dae  for  electric  light  and  power, 468  67 

Carbons  on  hand,      .       .     '  .     ' 63  00 

Oil  and  waste  on  hand, 30  06 

Other  materials  on  hand, 403  86 

Horses,  wagons,  etc., 180  15 

Sandrj  accoants  dae  the  company, 55  36 

Cash  on  hand, 58  50 

Insarance, 81  25 

Total  assets,  as  per  books  of  the  company, $29,303  02 

Profit  and  loss  balance, '  .       .    '  .       .  1,013  17 

$30,316  19 
Liabilities. 

Capital  stock, $12,000  00 

Bonds  issued, 12,000  00 

Notes  payable, 6,000  00 

Unpaid  bills, 316  19 

Total  liabilities,  as  per  books  of  the  company,        ....  $30,316  19 

Maxxtpactukino  Account. 

Dr.  Ca. 

Operating  expenses, $4,437  15 

Income  from  sale  of  electric  light  and  power,         .       .  $5,400  26 

other  sources, 129  94 

Balance  to  profit  and  loss, 1,093  05 

$5,530  20  $5,530  20 
Profit  and  Loss  Account. 

Di.  Cr. 

Balance  June  30, 1892 ,   .        .         $1,217  89 

Balance  of  electric  manafactnring  account,     .       .       .  $1,093  05 

Interest  paid, 888  33 

Balance  Jane  30, 1893,      . 1,013  17 

$2,106  22  $2,106  22 
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WOBUBV  BLBOIBIO  imWt  OCmPAHT. 


BtmmvUaaft, 4UN  fT 

Btodiie^m*  ............  ojns 

FMoftfl^htf. tkjmm 

DMteeleetoiellglhftmdptww,                                •      •  ijm» 

Catbommihndf     .      .      .    } 

OUaadwifteoii 


OiobetOB 

OtiiCT  wtetiili  o> 

MoCon  on  haadt 


Si»ft01 


Hontty  wigoDf y  ecCiy 

OflloB  flunitimy        •••••••••••  *  SD5 

Cash  on  bandy 2700 

No(«aaiidaoooiiiilsieMifaM0y •      •       .  12,06805 


Totalaaietf,aspartNMkaoftfieeoiiva«f»   '•      •  •  $881^089  38 

PkoAftaodloMbalaiice,    •  •      ..'.'.  .      .       18,916  M 


1349,806  42 

* 

L1ABILITIE8. 

Capital  stock,     .       •       .       • |120,000  00 

Bonds  issaed, 100,000  00 

Notes  payable, 107,183  56 

Unpaid  bills, 18,421  86 


Total  liabilities,  as  per  books  of  the  company, .       .       .       .       .    $346,605  42 


Manttpaotusino  Account. 

Dm.  cb. 

Operating  expenses, 838,680  07 

Income  from  sale  of  electric  light  and  power, .       •       •  $41,485  27 

Balance  to  profit  and  loss, 2,806  20 


$41,485  27      $41,485  27 


Profit  and  Loss  Account. 


Balance  Jane  30, 1802,      .       .       • 
Balance  of  electric  manafactnring  account,     . 

Dividends  declared, 

Interest, 

Depreciation, 

Balance  Jane  30, 1893, 


Dm. 

Cb. 

$28  81 

$2,805  20 

1,200  00 

11,101  64 

9,391  39 

18,916  04 

$21,721  24     $21,721  24 
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WOBURN  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $9,600  00 

Machinery  and  mannfactnring  appliances, 28,000  00 

Street  mains, 28,753  06 

Meters, 8,000  00 

Dae  for  gas 1,887  92 

Gas  coal  on  band, 593  75 

Coke  on  hand, 150  00 

Tar  on  hand, •    612  00 

Enricbers  on  band, 250  00 

Pnrifying  materials  on  hand, 6  75 

Sundry  accounts  due  the  company, 270  00 

Office  famitnre 140  25 

Cash  on  hand, 7,126  29 

Investments, 500  00 

Total  assets,  as  per  books  of  the  company, f  80,790  02 

Liabilities. 

Capital  stock, |45,100  00 

Deposits, 30  00 

Total  liabilities,  as  per  books  of  the  company,         ....  f  45,130  00 

Profit  and  loss  balance, 35,660  02 

f  80,790  02 

Manufacturing  Account. 

Dr.  Cr. 

Operating  expenses, f  11,376  88 

Income  flrom  sale  of  gas, $15,037  43 

residuals, 2,181  20 

other  sources, 26  24 

Balance  to  profit  and  loss, 5,867  99 

$17,244  87  $17,244  87 

Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1892, $45,210  11 

Balance  of  gas  manufacturing  account,    ....  5,867  99 

Interest  received, 1,021  74 

Jobbing  account, 247  18 

Dividends  declared, $16,687  00 

Balance  June  30,  1893 35,660  02 

$52,347  02  $52,347  02 


WORCESTER  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Real  ebtate $79,901  64 

Steam  plant, 61,11170 

Electric  plant, 89.002  94 

Lines,  meters,  lamps  and  globes, 81,352  97 

Due  for  electric  light  and  power, 12,247  32 

Fuel  on  band, 637  00 
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Total  ••Mlii,Mp«rtNMki«rtttcoaqm7, ji^WM 


Oapitfti  itodE, $imjmm 

BoDdfteaed, vnjMm 

VnptOdnaiB,    .      . 4|S7»tf 

Totel  liaMlitief»  M  par  book!  or  tfie  coaqm7,               .       .       .   fllMJTB  tf 
FhiAtaiidloMbolaiioe,    • 4ZJsn  4li 

Mamwaoivbimi  Aoooumt. 

OpinttogexpeoMt, f6M74  71 

Xoeometemnleoreleelrleligiil'Hidpoirart  fl9MM6l 

BolMiee  to  prafll  aad  loM,       .•••..        »jmn 

fllM9«63    $124,654  6S 

Pbofit  akd  Loss  Acooorr. 

Db.  Cb. 

Balance  Jane  30, 1892 $27,896  50 

Balance  of  electric  manafactoring  account,    .       .       .  59,679  92 

Jobbing  acconnt, 580  33 

Other  items  of  income, 100  00 

Dividends  declared, $16,000  00 

Interest  paid, 4,936  01 

Depreciation, 23,801  92 

Balance  June  30, 1893, 43,521  42 

$88,259  35      $88,259  35 


WORCESTER  GAS  LIGHT  COMPANY. 

Assets  . 

Real  esUte, $141,360  00 

Machinery  and  manafactoring  appliances,      .       .       .  '    .       .  265,716  35 

Street  mains, 240,310  91 

Meters, 21,677  61 

Dae  for  gas, 664  15 

Gas  coal  on  hand, 11,028  19 

Coke  on  hand, 1,237  50 

Tar  on  hand, 1,650  00 

Enricbers  on  hand, 1,206  11 

Stoves  on  hand,         .    > 1  700  00 

Gas  fixtures  on  hand,    / *       *  * 

Cash  on  band 2,541  15 

Investments, 3,352  50 

ToUl  assets,  as  per  books  of  the  company,  •    .                              .  $692,444  47 
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Liabilities. 

•Capital  8tock» $500,000  00 

Bonds  IsBoed, 100,000  00 

Notes  payable, 30,000  00 

Deposits, .  2,498  76 

Unpaid  diyidends, 10.036  00 

Total  liabilities,  as  per  books  of  the  company, $642,534  76 

Profit  and  loss  balance, 49,909  71 

$692,444  47 

Manvfactv&ino  Account, 

Dr.  Cr. 

Operating  expenses, $153,824  30 

Income  from  sale  of  gas, $220,423  73 

residuals, 12,310  26 

other  sources, 108  50 

Balance  to  profit  and  loss 79,018  19 

$232,842  49  $232,842  49 

Profit  axd  Loss  Acooukt. 

Dr.  Cr. 

Balance  Jane  30, 1892, $49,564  13 

Balance  of  gas  manafactnring  account,    ....  79,018  19 

Interest  received 419  07 

Sale  of  stoves  and  fixtures, 362  15 

Other  items  of  income, 155  17 

Dividends  declared $40,000  00 

Interest  paid, 7,154  52 

Depreciation 32,454  48 

Balance  June  30, 1893 49,909  71 

$129,518  71  $129,518  71 
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APPENDIX  B. 


[Omavw  4H,  Aoii  or  IMS.] 
An  Aet  mUMw  totbe  "Bf  Mlalnnattt  of  MmioipaiaMiaad  Boetrie 


Sscnov  1.  In  case  of  die  pnveiiase  lij  m  city  or  Iowb,  imder 
and  in  poisamoe  of  the  pro^Mons  of  ohspte  time  Imndred  and 
aey^iiy  of  die  acta  of  die  jear  eighteen  hundred  and  ninelj-one, 
of  a  gaa  or  eleetrie  light  plant,  or  bodi,  having  maina^  polea,  wires 
or  other  diatribnting  apparatoa,  Ijing  or  being  in  any  ad jcnning 
dty  or  town,  eaid  poiichaaing  <»ty  or  town  ahaU  hare  the  right  at 
its  election,  if  there  be  no  otimr  private  oompaay  oigaged  in  the 
same  kind  of  lighting  bosiness  in  such  adjoining  city  or  town,  to 
purchase  the  oatiying  mains,  poles,  wires  and  other  distribatiog 
apparatus  in  any  such  adjoining  city  or  town,  in  the  manner  and 
subject  to  the  provisions  specified  in  sections  twelve,  thirteen  and 
fourteen  of  said  chapter. 

Section  2.  Any  city  or  town  having  acquired  a  main  gas  works 
or  central  electric  lighting  station,  and  having  acquired,  as  herein- 
before provided,  outlying  plant,  means  of  distribution  or  property, 
in  an  adjoining  city  or  town,  used  for  the  supply  or  distribution 
from  such  works  or  station  to  said  city  or  town  or  inhabitants 
thereof,  of  gas  or  electricity,  may  thereafter  manufacture,  sell, 
distribute  and  supply  to  said  city  or  town  or  inhabitants  thereof, 
gas,  if  such  outlying  plant  be  a  gas  plant,  or  electricity,  if  it  be  an 
electric  light  plant ;  and  shall  succeed  to,  have  and  enjoy  in  said 
city  or  town,  the  same  rights  and  franchises  respecting  such  sale 
and  distribution  and  extensions  of  its  plant  as  the  person,  firm  or 
corporation  selling  such  outlying  plant  would  have  had  if  such  sale 
had  not  been  made,  and  be  subject  to  the  same  limitations  and 
obligations  in  the  use  and  exercise  of  such  rights  and  franchises ; 
and  such  adjoining  city  or  town  within  the  limits  of  which  such 
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oatlying  plant  is  located  shall,  if  it  shall  establish  a  gas  or  electrio 
lighting  plant  of  its  own,  ander  the  provisions  of  said  chapter  three 
hand  red  and  seventy,  be  held  to  purchase  and  shall  purchase  the 
plant  and  property  owned  by  the  other  city  or  town  and  used  for 
like  purpose  within  its  limits,  under  the  provisions  of  sections 
twelve,  thirteen  and  fourteen  of  said  chapter,  in  like  manner  as  if 
the  same  were  the  plant  of  a  private  person,  firm  or  corporation  : 
provided y  further^  that  in  such  case  the  city  or  town  owning  such 
outlying  plant  or  property  shall  have  no  right  to  refuse  to  sell  the 
same  to  the  city  or  town  within  the  limits  of  which  the  same  ift 
located,  when  requested  thereby,  but  shall,  within  thirty  days  after 
a  demand  therefor,  filed  with  its  clerk  by  the  latter  city  or  town, 
file  with  the  clerk  of  the  latter  city  or  town  a  schedule  of  said  prop- 
erty and  plant  located  within  the  limits  of  the  latter,  as  provided 
for  in  said  section  thirteen  ;  and  thereafter  said  city  or  town  own- 
ing the  same  shall  sell,  and  said  city  or  town  within  the  limits  of 
which  the  same  is  located  shall  buy,  the  same,  under  the  provisions 
of  said  sections  twelve,  thirteen  and  fourteen ;  and  thereafter  the 
rights  of  the  selling  city  or  town  to  maintain  a  gas  or  electric  light 
plant,  or  to  sell  gas  or  electricity  within  the  limits  of  the  purchasing 
city  or  town,  shall  cease  and  determine  as  to  the  plant  sold. 

Section  3.  When  the  first  of  the  two  votes  provided  for  in 
section  seven  of  this  act  shall  have  been  passed  in  any  city,  or  the 
first  of  the  two  votes  provided  for  in  section  three  of  said  chapter 
three  hundred  and  seventy  shall  have  been  passed  in  any  town, 
any  person,  firm  or  corporation  owning  a  plant  in  such  city  or 
town,  of  the  nature  of  that  to  be  established  if  the  city  or  town 
shall  complete  its  decision,  and  desiring  to  retain  the  right  to 
enforce  the  obligation  of  such  city  or  town  to  purchase  such  plants 
under  section  thirteen  of  said  chapter,  shall,  within  thirty  days 
after  written  request  therefor,  authorized  by  the  city  council  and 
made  by  the  mayor,  if  such  plant  be  in  a  city,  or  authorized  and 
made  by  the  selectmen,  if  in  a  town,  make  and  file  with  the  clerk 
of  the  city  or  town  wherein  the  central  lighting  plant  is  located,  a 
detailed  statement  of  all  the  property  and  plant  of  such  person, 
firm  or  corporation  then  existing,  which  such  person,  firm  or 
corporation  may  propose  to  sell  to  such  city  or  town  if  it  shall 
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complete  its  decision  to  establish  a  plant,  with  the  terms  of  sale 
proposed  therefor.  If  any  of  said  plant  or  properly  lies  or  is  in 
an  adjoining  city  or  town  which,  under  the  terms  of  section  one  of 
this  act,  the  city  or  town  would  after  its  said  decision  have  the  right 
to  buy,  a  separate  schedule  of  the  plant  or  property  in  each  adjoin- 
ing city  or  town  shall  be  filed  as  aforesaid,  with  the  terms  of  sale 
proposed  therefor ;  and  such  person,  firm  or  corporation  filing  such 
schedule  in  a  city  shall,  at  all  reasonable  times  thereafter,  allow 
examinations  of  all  the  property  scheduled  or  used  in  business  in 
<5onnection  with  the  scheduled  property,  to  the  mayor  thereof  and 
any  committee  of  the  city  council  selected  by  him,  with  any  experts 
deemed  by  him  necessary  to  determine  the  value  of  such  property, 
and  submit  to  inspection  such  property  when  called  for  by  said 
mayor ;  and  the  same  examination  and  inspection  shall  be  allowed 
to  the  selectmen  of  any  town  wherein  such  schedule  is  filed,  and  to 
«uch  experts  selected  by  them.  The  reasonable  expenses  of 
making  such  detailed  statement  or  caused  by  such  examination  or 
inspection  shall  be  paid  by  the  city  or  town  requesting  the  same. 
Section  4.  The  city  or  town  required  by  the  party  filing  J,he 
schedule  to  make  the  purchase,  as  provided  in  section  three  of  this 
act,  may,  at  any  time  within  sixty  days  after  the  filing  thereof,  by 
vote  of  its  city  council,  in  case  of  a  city,  or  of  its  legal  voters  at  a 
town  meeting  duly  called  for  the  purpose,  in  case  of  a  town, 
decide  as  to  the  property  in  either  city  or  town  adjoining  it  which 
it  shall  have  the  right  to  buy  under  this  act,  as  to  whether  it  shall 
be  included  with  the  property  concerning  which  the  questions  of 
purchase  are  to  be  decided,  under  said  chapter  three  hundred  and 
seventy,  and,  upon  said  vote,  said  city  or  town  shall  be  under  the 
same  obligations  and  have  the  same  rights  as  to  the  purchase  of 
such  outlying  property  as  if  the  same  were  within  its  limits  ;  but 
such  vote  shall  not  prejudice  the  right  of  the  city  or  town  voting 
to  deny  or  resist  its  obligation  under  the  law  to  purchase  auy 
property,  except  that  it  shall  not  refuse  to  buy  the  property  con- 
cerning which  it  has  so  voted,  on  the  ground  that  it  is  not  within 
its  own  limits.  If  such  city  or  town  required  to  make  the  purchase 
shall  not  pass  such  vote  within  said  sixty  days,  as  to  the  outlying 
property  in  any  adjoining  city  or  town,  its  right  to  buy  the  same 
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shall  be  precluded  and  no  obligation  thereto  shall  accrue.  Before 
the  expiration  of  sixty  days  after  the  filing  of  said  schedule  no 
commiaeioner  shall  be  appointed  under  the  provisions  of  section 
thirteen  of  said  chapter  unless  such  vote  has  been  passed,  or  it 
shall  appear  that  the  party  filing  the  schedule  owns  no  plant  in  an 
adjoining  city  or  town  which  may  be  the  subject  of  adjudication. 
Section  5.  Section  twelve  of  said  chapter  three  hundred  and 
seventy  is  hereby  amended  by  striking  out  in  lines  thirty-one  to 
thirty-four  of  said  section,  inclusive,  the  words  '^the  earning 
capacity  of  such  plant  based  upon  the  actual  earnings  being  derived 
from  such  use  at  the  time  of  the  final  vote  of  such  city  or  town  to 
establish  a  plant  and  also,''  and  inserting  in  line  thirty-seven 
thereof,  after  the  word  "  town,"  the  words :  —  unless  it  shall  refuse 
or  neglect  to  purchase  the  same,  —  and  striking  out  in  lines  forty- 
eight  to  fifty-five,  inclusive,  the  words  "  when  any  capital  has 
been  paid  in  in  property  instead  of  in  cash  the  valuation  placed 
upon  such  property  in  estimating  it  as  paid-in  capital  shall  not  be 
conclusive  in  estimating  its  value  under  the  foregoing  provisions^ 
but  may  be  disputed  by  a  city  or  town,  and  if  shown  to  have  been 
excessive  may  be  reduced  by  the  authority  fixing  the  price  of  the 
plant  and  property  as  hereinafter  provided,"  and  adding  at  the  end 
of  said  section  the  words :  —  No  city  or  town  shall  be  obliged  to 
buy  any  property  added  to  a  plant  unnecessarily  after  the  passage 
of  its  first  vote  that  it  is  expedient  to  exercise  the  authority  con- 
ferred in  section  one,  nor  any  property  except  such  as  shall  be 
suitable  for  the  ordinary  business  of  the  vendor  which  the  city  or 
town  may  assume  ;  and  if  any  property  or  plant  which  the  city  or 
town  shall  be  entitled  or  obliged  to  buy  under  this  act  will  not  be 
available  to  the  city  or  town  if  purchased,  by  reason  of  liens,  inter- 
ests of  third  parties,  private  contracts  or  other  cause,  whereby  the 
city  or  town  purchasing  would  be  at  a  disadvantage  in  the  use  of 
the  same  as  compared  with  the  vendor,  the  city  or  town  may  be 
released  from  buying  the  same,  or  a  discount  may  be  made  from 
the  price  to  be  paid  for  the  plant,  as  the  commissioner  or  commis- 
sioners provided  for  in  section  thirteen  shall  determine  to  be  equi- 
table under  the  circumstances, —  so  as  to  read  as  follows :  —  Sectio^i 
12,     When  any  city  or  town  shall  decide  as  hereinbefore  provided 
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to  establish  a  plant,  and  any  person,  firm  or  oorp<MMitian  shall  at 
the  time  of  the  first  vote  required  for  such  decision  be  ongaged  in 
the  business  of  making,  generating  or  distrilNiling  gas  or  electricity 
for  sale  for  lighting  purposes  in  such  Atf  or  tswn,  sodi  mtj  or 
4own  shall,  if  such  person,  finn  or  corporation  shall  elect  to  sell 
and  shall  comply  wiUi  the  provisions  of  tins  act,  pufchase  of  such 
person,  finn  or  corporation  bef<»e  establishing  a  public  plant,  such 
portion  of  his,  their  or  its  gas  or  electric  (dant  and  property  su^ 
jtble  and  used  for  such  business  in  connection  therewMi,  as  lies 
within  the  limits  of  such  city  or  town.  If  in  suidi  city  or  town  a 
•single  corporation  owns  (Mr  operates  bothagasfdantand  an  electric 
plant,  such  purdiase  shall  include  both  of  sudi  plants ;  but  other- 
wise Buch  city  or  town  shall  only  be  obliged  to.  pnrdiase  the 
-existing  gas  plant  or  plants  if  it  has  voted  only  to  establish  a  gas 
{>lant,  and  shall  only  be  obliged  to  purcliase  tlie  exl^ng  electric 
plant  or  plants  if  it  lias  only  voted  to  establish  an  dectrio  plant. 
If  the  main  gas  works,  in  the  case  of  a  gas  plant,  or  the  central 
lighting  station,  in  the  case  of  an  electric  light  plant,  lie  within 
the  limits  of  the  city  or  town  which  has  voted  to  establish  a  plant 
as  aforesaid,  such  city  or  town  shall  purchase  as  herein  provided 
the  whole  of  such  plant  and  property  used  in  connection  therewith 
lying  within  its  limits,  and  the  price  to  be  paid  therefor  shall  be  its 
fair  market  value  for  the  purposes  of  its  use ;  no  portion  of  such 
plant  to  be  estimated  however  at  less  than  its  fair  market  value 
for  any  other  purpose,  including  as  an  element  of  value  any 
locations,  or  similar  rights,  acquired  from  private  persons  in  con- 
nection therewith,  plus  the  damages  suffered  by  the  severance  of 
any  portion  of  such  plant  lying  outside  of  the  limits  of  such  city 
or  town,  unless  it  shall  refuse  or  neglect  to  purchase  the  same, 
and  minus  the  amount  of  any  mortgage  or  other  incumbrance  or 
lien  to  which  the  plant  so  purchased,  or  any  part  thereof,  may  be 
subject  at  the  time  of  transfer  of  title  ;  but  such  city  or  town  may 
require  that  such  plant  and  property  be  transferred  to  it  free  and 
clear  from  any  mortgage  or  lien,  unless  the  commissioners  appointed 
under  the  provisions  of  section  thirteen  of  this  act  shall  otherwise 
determine.  Such  value  shall  be  estimated  without  enhancement 
on  account  of  future  earning  capacity,  or  good  will,  or  of  exclusive 
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privileges  derived  from  rights  in  the  public  streets.  If  the  main 
gas  works  or  central  lighting  station  of  such  a  plant  do  not  lie 
within  the  limits  of  the  city  or  town  which  has  voted  as  aforesaid, 
then  sach  city  or  town  shall  only  purchase  that  portion  of  such 
plant  and  property  which  lies  within  its  limits,  paying  therefor 
cipon  the  basis  of  vi^ue  above  established,  but  without  allowance 
of  damages  on  account  of  severance  of  plant.  No  city  or  town 
shall  be  obligated  by  this  section  to  buy  any  apparatus  or  appliances 
covered  by  letters  patent  of  the  United  States  or  embodying  a 
patentable  invention,  unless  a  complete  right  to  use  the  same  and 
all  other  apparatus  or  appliances  necessary  for  such  use  within  the 
limits  of  such  city  or  town,  to  such  extent  as  such  city  or  town 
49hall  reasonably  require  such  right,  shall  be  assigned  or  granted  to 
Buch  city  or  town  at  a  cost  as  low  as  the  cost  of  such  right  would 
be  to  the  person,  firm  or  corporation  whose  plant  is  purchased. 
No  city  or  town  shall  be  obliged  to  buy  any  property  added  to  a 
plant  unnecessarily  after  the  passage  of  its  first  vote  that  it  is 
expedient  to  exercise  the  authority  conferred  in  section  one,  nor 
any  property  except  such  as  shall  be  suitable  for  the  ordinary 
business  of  the  vendor  which  the  city  or  town  may  assume  ;  and  if 
Any  property  or  plant  which  the  city  or  town  shall  be  entitled  or 
obliged  to  buy  under  this  act  will  not  be  available  to  the  city  or  town 
if  purchased,  by  reason  of  liens,  interests  of  third  parties,  private 
<x>ntracts  or  other  cause,  whereby  the  city  or  town  purchasing 
would  be  at  a  disadvantage  in  the  use  of  the  same  as  compared 
with  the  vendor,  the  city  or  town  may  be  released  from  buying  the 
same,  or  a  discount  may  be  made  from  the  price  to  be  paid  for 
the  plant,  as  the  commissioner  or  commissioners  provided  for  in 
section  thirteen  shall  determine  to  be  equitable  under  the  eireum- 
Atances. 

Section  6.  When  any  city  or  town  shall  acquire,  under  the 
provisions  of  this  act  or  of  said  chapter,  a  plant  theretofore  used 
for  the  manufacture  or  distribution  of  gas  or  electricity  for  the 
purposes  of  heating  or  power,  it  may  continue  to  use  the  same  for 
such  purposes. 

Section  7.  No  city  shall  exercise  the  authority  conferred  in 
section  one  of  said  chapter  until  a  vote  that  it  is  expedient  to 
•exercise  such  authority  shall  have  passed  each  branch  of  its  city 
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council  by  a  two-thirds  vote  in  each  of  two  consecutive  municipal 
years,  and  thereafter  have  been  ratified  by  a  majority  of  the  voters 
present  and  voting  thereon  at  an  annual  municipal  election.  When 
such  a  vote  has  failed  to  secure  such  ratification  no  similar  vote 
shall  be  submitted  for  ratification  until  the  expiration  of  three  years 
thereafter.  The  mayor  of  any  city  shall  have  the  power  to  veto 
any  vote  passed  under  authority  of  this  act,  but  nothing  in  this  act 
shall  be  construed  to  prevent  the  city  council  from  passing  any 
such  vote,  in  the  usual  manner,  over  the  veto  of  the  mayor. 

Section  8.  Any  city  or  town  having  established  a  plant  for  the 
distribution  of  gas  or  electricity  for  lighting  purposes,  under  the 
provisions  of  said  chapter  three  hundred  and  seventy,  without  a 
plant  for  manufacturing  the  same,  may,  if  such  plant  be  a  gas 
plant,  purchase  gas,  and  if  an  electric  lighting  plant,  electricity, 
to  be  distributed  by  means  of  the  same,  from  any  adjoining  city 
or  town  or  any  corporation  manufacturing  the  same. 

Section  9.  In  lieu  of  issuing  bonds  under  the  provisions  of 
section  four  of  said  chapter  three  hundred  and  seventy,  a  town  or 
city  may  issue  notes  or  scrip,  subject  in  all  other  respects  to  the 
provisions  of  said  chapter. 

Spxtion  10.  Any  town  voting  to  establish  or  having  established 
a  gas  or  electric  light  plant,  or  both,  under  and  in  accordance  with 
the  provisions  of  chapter  three  hundred  and  seventy  of  the  acts  of 
the  year  eighteen  hundred  and  ninety-one,  may,  at  a  town  meeting 
called  for  that  purpose,  or  at  a  regular  annual  town  meeting,  choose 
from  its  citizens  three  persons,  to  be  known  as  the  municipal  light 
board,  one  of  whom  shall  be  chosen  for  one  year,  one  for  two 
years  and  one  for  three  years,  and  at  each  annual  town  meeting 
thereafter  one  for  a  term  of  three  years,  who  shall  have  full  power 
and  authority  to  construct,  purchase  and  establish  a  public  lighting 
plant  in  accordance  with  the  vote  of  the  town,  and  to  maintain  and 
operate  the  same  ;  and  they  shall  in  all  other  respects  possess  the 
powers  and  perform  the  duties  conferred  and  imposed  upon  the 
selectmen  of  such  towns  by  sections  eight  and  nine  of  said  chapter, 
and  the  manager  referred  to  in  section  eight  of  said  chapter  shall 
be  appointed  by  and  act  under  the  direction  of  said  board. 

Section  11.  This  act  shall  take  effect  upon  its  passage* 
[-Approved  June  9,  1893, 
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[Chap.  474  ] 
An  Act  relating  to  the  Bay  State  Gas  Company. 
Be  U  enacted^  etc.^  as  follows :  • 

Section  1.  The  charter  of  the  Bay  State  Gas  Company  is 
hereby  revoked  and  annulled,  and  said  corporation  shall  be  sub- 
ject to  the  provisions  of  sections  forty-one  to  forty-five,  inclnsive, 
of  chapter  one  hundred  and  five  of  the  Public  Statutes,  so  far  as 
the  same  are  applicable,  and  subject  to  the  provisions  hereinafter 
contained. 

Section  2.  The  supreme  judicial  court  shall,  on  application 
made  as  provided  in  section  forty- two  of  chapter  one  hundred  and 
five  of  the  Public  Statutes,  or  on  application  of  the  mayor  of  the 
city  of  Boston,  appoint  a  receiver  of  the  said  Bay  State  Gas  Com- 
pany, who  shall  bold  and  distribute  the  estate  and  efiFects  of  the 
said  company  as  provided  in  sections  forty-two  to  forty-five, 
inclusive,  of  said  chapter  one  hundred  and  five  of  the  Public 
Statutes. 

Section  3.  Sections  one  and  two  of  this  act  shall  take  effect 
on  the  first  day  of  December  in  the  year  eighteen  hundred  and 
ninety-three ;  unless  the  said  Bay  State  Gas  Company,  shall, 
prior  to  said  day,  procure  or  cause  a  certain  obligation  for  four 
million,  five  hundred  thousand  dollars,  dated  the  eleventh  day  of 
March  in  the  year  eighteen  hundred  and  eighty-five,  and  issued  by 
said  company  as  part  consideration  for  a  contract  for  the  construc- 
tion of  its  works,  to  be  legally  cancelled  and  discharged,  and  shall 
surrender  and  deliver  the  said  obligation  thus  legally  cancelled  and 
discharged  to  the  commissioner  of  corporations. 

Section  4.  The  said  Bay  State  Gas  Company  may,  for  the 
purpose  of  procuring  such  cancellation  and  delivery  of  said  obliga- 
tion, issue  to  the  holder  or  holders  of  said  obligation  upon  the 
said  delivery,  stock  to  an  amount  equal  to  the  excess  of  the  actual 
market  value  of  the  property  of  said  company  over  five  hundred 
thousand  dollars,  not  including  therein  any  value  for  its  franchises. 
The  said  value  of  said  property  shall  be  determined  by  three  dis- 
interested persons  to  be  appointed  as  commissioners  by  the  supreme 
judicial  court,  upon  application  of  the  said  company,  after  notice 
to  the  mayor  of  the  city  of  Boston,  who  shall  be  a  party  to  all 
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proceedings  before  the  said  commissioners.  Stock  may  be  issued 
under  the  provisions  of  this  act  only  after  the  findings  of  said 
commissioners  have  been  approved  by  the  coart,  after  dae  notice 
to  all  parties  interested,  and  only  in  the  event  that  the  aggregate 
amount  of  stock,  bonds,  notes  and  other  liabilities  of  said  com- 
pany outstanding  at  the  time  of  such  issue  shall  not  exceed  the 
said  value  of  the  property  found  and  approved  as  aforesaid. 

Section  5 .  It  shall  not  be  lawful  for  the  said  Bay  State  Gas 
Company  to  issue  any  stock  or  bonds  or  to  assume  any  liabilities 
or  to  pay  any  consideration  for  or  on  account  of  the  principal  of 
the  said  obligation,  or  for  the  purpose  of  procuring  the  cancella- 
tion and  delivery  thereof,  except  as  provided  in  this  act. 

Section  6.  Sections  four  and  five  of  this  act  shall  take  effect 
upon  its  passage.     [^Approved  June  10,  1893. 
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APPENDIX  C. 


RATES  FOR  PEABODY  INCANDESCENT   LIGHTS, 

Adopted  Sept.  21,  1893. 


Lights  by  Yearly  Contract. 

Running    5  lights  or  less,  75  cents  per  month. 

Running    5  lights  to   15,  65  cents  per  month. 

Running  15  lights  to   25,  60  cents  per  month. 

Running  25  lights  and  upward,  by  special  contract. 

Prices  for  running  three  nights  per  week,  75  per  cent,  of  the 
above. 

Houses,  by  meter,  |  cent  per  hour,  each  light. 

Houses  burning  less  than  $20  worth  per  year,  to  be  charged  $2 
per  year  for  use  of  meter. 

Halls  and  buildings  using  50  or  more  lights  by  meter,  i  cent  per 
hour  each. 

Buildings  requiring  one  light  to  burn  all  night,  $5  per  year  extra. 
All  bills  to  be  paid  quarterly. 

This  calls  for  lamps  of  16  candle  power. 

Contracts  for  other  lights  in  proportion. 

Arc  lights,  special  contract. 


RULES    AND    REGULATIONS     FOR    PEABODY    INCAN- 
DESCENT LIGHTS. 

Adopted  Oct.  19,  1893. 


1.  The  Peabody  Electric  Light  Department  will  place  upon  the 
premises  of  the  consumer  the  meter  and  other  appliances  necessary 
to  connect  the  consumer's  installation  with  the  main  line  without 
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cost  to  the  consamer,  and  keep  in  repair  and  maintain  all  its  appli- 
ances ;  provided  that,  if  damage  is  done  its  property,  the  consumer 
shall  pay  the  valae  of  the  property  so  damaged  or  destroyed,  or 
the  cost  of  repairing  the  same. 

2.  The  consumer  is  strictly  forbidden  to  interfere  with  any 
meters  or  other  appliances  of  the  Peabody  Electric  Light  Depart- 
ment, but  in  case  of  defective  service  should  immediately  notify 
the  manager. 

3.  The  department  agrees  to  use  reasonable  diligence  and  care 
to  provide  a  regular,  sufficient  and  uninterrupted  supply  of  current 
during  the  ranning  hours  of  the  plant;  but  in  case  the  supply 
should  fail  or  be  interrapted  by  reason  of  accident  or  any  other 
cause  except  the  neglect  of  the  department,  the  department  or  the 
town  shall  not  be  liable  for  any  damage  for  such  failure  or  inter- 
ruption, nor  shall  any  claim  be  made  for  rebate  or  allowance  therefor. 

4.  Consumers  will  not  be  permitted  to  use  the  current  for  any 
other  purpose  or  in  any  other  place  than  that  provided  for  in  the 
contract,  without  first  having  received  written  consent  from  the 
manager. 

5.  All  employees  of  the  department  are  strictly  forbidden  to 
demand  or  accept  any  personal  conipeusation  from  consumers  for 
auy  service  rendered  in  connection  with  their  duties. 

6.  Bills  arc  payable  quarterly  on  the  first  days  of  January, 
April,  July  and  October,  and  will  be  considered  in  arrears  if  not 
paid  before  the  15th  of  said  mouths. 

7.  The  department  reserves  the  right  to  discontinue  the  current 
without  notice,  in  case  the  consumer  is  in  arrears  in  payment  of 
bills,  or  fails  to  comply  with  all  rules  and  regulations  of  the 
department. 
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Maiden  and  Melrose  Gas  Light  Company,  ])etition  of  consumers  against,         .  37 

Mini«'ht'?«tcr,  n)iini<'ii);il  ownership  in, 4'» 
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Municipal  ownership 37 
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Roxbury  Gas  Light  Company,  petition  of  consumers  against,  ....  12 

"         •*       ••           "          appeal  of, 16 

South  Boston  Gas  Light  Company,  petition  of  consumers  against,    ...  12 

Springfield  Gas  Company,  petition  of  consumers  againdt, 6 

Springfield,  municipal  ownership  in, 52 

Stockholders,  electric  light  companies 113 

**           gas  companies, 75 

Stoneham,  municipal  ownership  in, 52 

Stoughton,  municipal  ownership  in, 52 

Street  mains,  gas, 102 

Taxes  paid,  electric  light  companies, 117 

<*        **    gas  companies, 80 

Unaccounted-for  gas,  per  cent., 89 

«•           "     «*    per  mile  of  main 96 

Violations  of  laws, 64 

Wakefield,  municipal  ownership  in, 39 

Water  gas,     . 3, 100 

Wellesley,  electric  light  in, 53 

Winchester,  municipal  ownership  in, 53 

Wires,  electric  light  companies, 126 
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